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PREPACK 


BY  THE  EDITOR. 


The  original  work  by  John  Imison,  entitled  "The* 
School  of  Arts/*  was  some  years  ago  put  into  the 
hands  of  the  present  editor,  for  the  purpose  of 
adapting^  it  to  the  improved  state  of  Philoso- 
phical Science.  He  engaged  in  the  task  the  more 
readily,  as  he  conceived  tliat,  by  giving  a  general- 
and  concise  view  of  the  principles  of  Natural 
Philosq)hy  and  Chemistry,  and  of  their  application 
to  the  arts,  he  might  be,  in  some  degree,  instru- 
mented in  promoting  the  diffusion  of  science 
among  persons  deprived  of  the  advantages  of  a 
regular  education. 

Having  had  many  opportunities,  in  the  course 
of  his  profession,  of  observing  the  great  use  of 
even  a  small  portion  of  scientific  knowledge  to  a 
valuable  class  of  the  community,  mechanics,  he 
kept  it  particularly  in  his  view  to  treat  the  various 
subjects,  so  as  to  render  them  as  easily  intelligible 
as  possible;  and,  in  general,  to  adapt  the  ex- 
planation of  them  to  that  class  for  which  the  work 
was  intended  by  the  original  author. 

A3 


VI  PREFACE. 

In  pursuance  of  this  plan,  the  alterations  from 
the  original  "  School  of  Arts/*  and  also  the  ad- 
ditions to  it,  became  so  considerable,  that  the  work 
has  assumed  nearly  the  appearance  of  a  new  pro- 
duction; and  some  apology  is  perhaps  due  for 
altering  the  features  of  Iniison's  book  so  far,  that  it 
is  no  longer  recognizeable.  In  this  form  it  has 
passed  through  several  editions,  a  circumstance 
that  induces  the  hope^  that  the  labour  of  the 
present  editor  has  not  been  altogether  yseless. 

In  a  book  intended  to  exhibit  only  the  popular 
elements  of  science,  it  would  be  in  vain  to  expect 
much  .original  matter.  To  draw  from  authentic 
sources,  and  to  arrange  and  describe  with  clear- 
ness and  precision  the  principal  known  facts,  ap- 
pears to  be  all  that  the  nature  of  the  undertaking 
admits  of.  .  The  following  work,  therefore,  is  de- 
rived from  the  discoveries  of  others ;  but  it  will  be 
found  upon  perusal,  that  in  several  instances, 
where  the  editor's  profession  or  opportunities  of 
observation  enabled  him  to  add  any  thing  to  the 
9tock  of  particular  knowledge,  he  has  not  failed  to 
make  the  attempt. 

With  respect  to  the  present  edition^  he  has 
merely  to  notice,  that  a  considerable  part  of  it  has 
been  re-written  ;  the  whole  has  been  revised ;  and 
every  endeavour  has  been  made  to  render  it  a 
source  of  entertainment  and  instruction  to  those 
who  have  not  the  opportunity  of  consulting  more 
detailed  treatises  on  the  several  subjects  which  are 
here  considered. 

T.  W. 
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BY  THE  EDITOR. 


The  original  work  by  John  Imison,  entitled  "The* 
School  of  Alts,''  was  some  years  ago  put  into  the 
hands  of  the  present  editor,  for  the  purpose  of 
adapting^  it  to  the  improved  state  of  FhilosOi- 
phical  Science.  He  engaged  in  the  task  the  more 
readily,  as  he  conceived  that,  by  giving  a  general- 
and  concise  view  of  the  principles  of  Natural 
Philosq)hy  and  Chemistry,  and  of  their  application 
to  the  arts,  he  might  be,  in  some  degree,  instru- 
mental in  promoting  the  diffusion  of  science 
among  persons  deprived  of  the  advantages  of  a 
regular  education. 

Having  had  many  opportunities,  in  the  course 
of  his  profession,  of  observing  the  great  use  of 
even  a  small  portion  of  scientific  knowledge  to  a 
valuable  class  of  the  community,  mechanics,  he 
kept  it  particularly  in  his  view  to  treat  the  various 
subjects,  so  as  to  render  them  as  easily  intelligible 
as  possible;  apd,  in  general,  to  adapt  the  ex- 
planation of  them  to  that  class  for  which  the  work 
was  intended  by  the  original  author. 
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In  pursuance  of  this  plan,  the  alterations  from 
the  original  "  School  of  Arts,"  and  also  the  ad- 
ditions to  it,  became  so  considerable,  that  the  work 
has  assumed  nearly  the  appearance  of  a  new  pro- 
duction; and  some  apolog)'  is  perhaps  due  for 
altering  the  features  of  Iniison's  book  so  far,  that  it 
is  no  longer  recognizeable.  In  this  form  it  has 
passed  through  several  editions,  a  circumstance 
that  induces  the  hope,  that  the  labour  of  the 
present  editor  has  not  been  altogether  useless. 

In  a  book  intended  to  exhibit  only  the  popular 
elements  of  science,  it  would  be  in  vain  to  expect 
much  original  matter.  To  draw  from  authentic 
sources,  and  to  arrange  and  describe  with  clear- 
ness and  precision  the  principal  known  facts,  ap- 
pears to  be  all  that  the  nature  of  the  undertaking 
admits  of.  The  following  work,  therefore,  is  de- 
rived from  the  discoveries  of  others ;  but  it  will  be 
found  upon  perusal,  that  in  several  instances, 
where  the  editor's  profession  or  opportunities  of 
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MECHANICS. 


OF  MATTER  AND  ITS  PROPERTIES. 

Mjttem^  subsUmctf  or  body^  is  a  mode  of  exist* 
ence  distinguished  by  its  possessing  certain  known 
properties,  by  which  it  is  rendered  evident  to  our 
senses. 

Some  sorts  of  matter  are  visible,  or  capable  of 
being  seen ;  as  wood,  stone,  &c« ;  which  depends 
upon  the  property  they  have  of  not  permitting  the 
rays  of  light  to  pass  through  them,  the  rays  being 
reBected  to  our  eyes,  as  will  be  seen  when  we  come 
to  treat  of  optics. 

Other  bodies  are  always  invisible,  on  account  of 
their  perfect  transparency;  such  as  the  atmo- 
spheric air  by  which  we  arc  surrounded,  which, 
though  perfectly  invisible  when  dry  and  pure,  yet 
is  substance  or  matter,  as  much  as  the  hardest 
stone. 

The  existence  of  other  species  of  matter  is  still 
more  difficult  to  perceive,  being  ascertained  only 
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front  their  effects  in  particular  states;  such  as  the 
matter  of  heat,  electricity,  &c.;  and  there  may 
perhaps  be  kinds  of  matter  that  have  not  yet  been 
discovered*  An  enumeration  of  all  the  known 
varieties  will  be  found  under  the  article  Chemistry. 

Every  species  of  matter  that  has  hitherto  come 
under  our  observation  has  been  foimd  to  possess 
the  following  characteristics,  or  properties;  and» 
therefore,  we  are  perhaps  justifiable  in  considering 
them  as  belonging  to  all  bodies  whatever;  viz. 
9oUdity  or  impenetrability^  divisibility,  and  mobility. 

Some  species  of  bodies  have  other  qualities, 
which  are  not  common  to  all ;  and  perhaps  matter 
in  general  possesses  properties  which  we  are  yet 
ignorant  of 

When  the  terms  solidity  and  impenetrability  are 
used  to  express  one  of  the  properties  of  matter, 
they  are  not  taken  in  the  same  sense  as  wheii 
opposed  to  fluidity,  but  as  that  property  which 
every  body  possesses,  of  not  permitting  anotlier 
substance  to  occupy  the  same  place  with  it  at  the 
same  time.  If  a  piece  of  wood,  or  stone,  occupy 
a  certain  space,  before  you  can  put  another  body 
into  that  space,  you  must  first  remove  tbe  stoned 
or  wood;  and  though  fluids,  from  their  nature, 
do  not  appear  at  first  to  oppose  such  resistance, 
yet,  in  prefer  circumstances, .  they  will  be  found 
to  possess  this  property  in  an  equal  degree.  Put 
some  water  into  a  tube  closed  at  one  end,  and 
insert  into  it  a  piston,  or  piece  of  wood  qt  metal 
that  perfectly  fits  the  inside ;  you  will  find  that 
it  will  be  impossible,  by  any  pressure,  to  get  the 
piston  to  the  bottom. 

If  you  try  the  same  experiment  with  the  tube 
empty,  (as  it  is  commonly  called,)  but  in  reality 
filled  with  the  air  of  the  atmosphere,  you  will  find 
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the  same  impossibility  of  pushing  the  piston  to  the 
farthest  end  of  the  tube ;  so  that  both  water,  and 
air^  and  every  other  fluid,  are  equally  impenetrable, 
in  this  sense  of  the  word,  with  the  hardest  body. 

By  solidity,  or  impenetrability,  in  common  lan- 
guage, is  sometimes  understood  the  property  of  not 
being  easily  separated  into  parts;  which  is  better 
expressed  by  the  term  hardness^  and  ia  veiy  differ- 
ent from  the  above  meaning. 

DitdsibiUttf  is  that  property  by  which  matter  is 
capable  of  being  separated  into  parts  that  can  be 
removed  from  each  other. 

This  divisibility  is  evident  in  bodies  of  a  sensible 
magnitude.  Every  one  knows  that  they  may  be 
divided  into  two,  four,  ten,  or  a  thousand  parts ; 
nor  can  we  ever,  by  subdividing,  arrive  at  a  part 
9o  «mall,  but  we  can  conceive  that  it  consists  of 
two  halves. 

Matter  is  therefore,  in  imagination,  infinitely 
divisible;  but  it  is  the  opinion  of  some  philoso- 
phers, that  the  actual  divisibility  of  matter  cannot 
be  carried  on  ad  infinitum ;  but  that  it  is  consti* 
tuted  of  extremely  minute  atoms  or  particles,  that 
are  not  capable  of  subdivision;  these  ultimate 
atoms,  if  they  exist,  must  be  inconceivably  small; 
nor  can  we  by  any  means  ever  arrive  at  them,  since 
any  one  grain  of  the  finest  powder  that  can  be 
formed  by  any  process  consists  of  an  immense 
number  of  atoms.  Some  have  supposed  that  the 
atoms  or  molecules  of  each  kind  of  matter  were 
created  distinct  from  each  otlier,  and  that  they  are 
incapable  of  alteration  or  destruction ;  a  collection 
of  each  forming  the  difierent  elementary  or  simple 
bodies.  By  various  combinations  of  these  simple 
bodies,  all  the  varieties  that  we  see  are  formed. 
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It  \B  extremely  curious  to  observe  to  what  an 
amazing  extent  the  actual  division  of  matter  may 
be  carried.  A  grain  of  gold  is  hammered  by  the 
gold-beaters>  until-  it  is  the  thirty  thousandth  part 
of  a  line  in  thicktiess,  and  will  cover  fifly  square 
.inches.  Each  square  inch  may  be  divided  into 
two  hundred  strips,  and  each  strip  into  two 
hundred  parts,  eaclr  of  which  may  be  seen  by  the 
ey6;  consequently  a  square  inch  contains  forty 
thousand  visible  parts,  which,  multiplied  by  fifty, 
the  number  of  scj^uare  inches  which  a  grain  of  gold 
will  make,  gives  two  million  parts  which  may  be 
seen  by  the  naked  eye.  A  still  more  striking  in- 
stance is  afforded  by  the  manufacturer  of  gold 
lace.  In  making  this,  they  gild  a  bar  of  silver, 
and  afterwards  draw  it  out  into  wire,  by  passing  it 
successively  through  holes  of  various  magnitudes 
in  plates  of  steel.  By  this  means,  the  surface  is 
prodigiously  augmented;  notwithstanding  which, 
it  remains  gilded,  so  as  to  preserve  an  uniform 
appearance,  even  when  examined  with  the  micro- 
scoper  It  has  been  calculated  that  sixteen  ounces 
of  gold,  which,  if  in  the  form  of  a  cube,  would  not 
measure  one  inch  and  a  quarter  in  its  side,  will 
completely  gild  a  quantity  of  silver  wire  sufficient 
to  circumscribe  the  whole  globe  of  the  eaith. 

In  animalcules  which  can  be  seen  only  by  the 
microscope,  we  perceive  an  organization  which. is 
probably  accompanied  by  a  circulation  of  certain 
fluids,  in  the  same  manner  as  in  larger  animals. 
How  inconceivably  small  must  then  be  the  particles 
of  their  blood  or  jiuces  through  parts  of  their 
bodies  which  are  too  small  to  be  discerned  by  the 
highest^jnagnifiers  1 

Odoriferous  bodies   also    afford    extraordinary 
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instances  of  the  extreme  minuteness  of  the  ulti- 
mate atoms  of  matter. 

A  single  grain  of  musk  will  fill  for  several  years 
with  its  odour  an  apartment  where  the  air  is  oflen 
renewed ;  and  if  we  consider  that  the  musk  must 
send  oif  particles  continually  to  mix  with  every 
part  of  tlie  air  of  the  apartment,  it  will  be  readily 
perceived,  that  they  must  be  inconceivably  minute. 

The  particles  of  light  also,  as  will  be  more  par- 
ticularly explained  when  we  treat  of  optics,  must 
be  small  beyond  all  conception. 

Mobility  means  that  property  by  which  matter 
is  capable  of  being  moved  from  one  part  of  space 
to  another. 

Extension  has,  by  some,  been  considered  as  a 
distinguishing  property  of  matter ;  but  as  space  is 
also  extended,  this  cannot  be  reckoned  a  charac- 
teristic  Mere  space  differs  essentially  from  matter, 
having  no  other  property  except  extension :  it  may 
be  resolved  into  parts  by  the  mind,  but  these  parts 
are  not  capable  of  actual  separation  from  each 
other,  and  it  cannot  give  any  resistance  to  bodies 
moving  through  it. 

Besides  these,  matter  possesses  a  property  which 
is  called  inertia^  or  inactivity ;  by  which  it  would 
always  continue  in  whatever  state  it  was  put, 
wheilier  of  rest  or  motion,  unless  prevented  by 
some  external  force. 

Most  of  the  bodies  with  which  we  are  generally 
acquainted  are  capable  of  existing  in  two  distinct 
states;  viz.  that  of  solidity  and  fluidity. 

In  solids^  the  parts  cohere  together,  and  the 
body  must  be  moved  in  a  mass:  a  block  of  stone 
and  a  piece  of  wood  are  familiar  instances. 

In  fluids,  the  particles  are  but  weakly  con- 
nectedf  their  mutual  cohesion  being  in  a  great 
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measure  prevented  by  some  interfering  cause. 
Fluids  have  been  defined  to  be  bodies  whose  parts 
yield  to  the  smallest  force  impressed,  and  by 
yielding,  are  easily  moved  among  each  other. 
It  should  be  observed,  however,  that  all  fluids 
offer  some  resistance  to  bodies  moving  through 
them.  The  essential  difference  between  the  state 
of  solidity  and  that  of  fluidity  is  not  accurately 
known;  it  has  been  supposed  by  some,  that  the 
particles  of  fluids  are  spherical,  and  hence  admitted 
of  free  motion  over  each  other,  whilst  those  of 
solids  are  angular,  which  occasioned  an  entangling: 
but  solids  and  fluids  are  oflen  convertible  into  each 
other;  as  water  into  ice,  metals  into  a  state  of 
iusiqn,  mercury  into  a  solid  state  by  freezing,  &c. ; 
and  it  cannot  be  supposed  that  in  these  cases  the 
figures  of  the  particles  are  changed. 

Others  have  supposed  that  the  particles  of  fluids 
are  never  in  actual  contact,  being  kept  apart  by 
caloric,  or  the  matter  of  heat:  this  doctrine  is  ren- 
dered plausible,  by  observing  that  most  solids  are 
rendered  fluid  by  the  addition  of  a  sufficient  quan- 
tity of  heat ;  and,  on  the  contrary,  most  fluids  are 
reduced  to  the  solid  state  by  its  abstraction  ;  but 
while  we  are  ignorant  of  the  actual  form  and  mode 
of  existence  of  the  particles  of  matter,  this  subject 
must  remain  extremely  obscure. 

Fluids  are  distinguished  into  non-elastic  and 
elastic.  Noruelastic  Fluids  are  those  whose  dimen- 
sions are  not,  at  least  as  to  ordinary  sense,  affected 
by  compression;  hence  they  are  also  called  incovu 
pressibk  fluids ;  such  as  water,  oil,  mercury,  &c. 

Of  non-elastic  fluids,  some  are  distinguished  by 
the  property  of  liquidity  or  humidity;  which  im- 
plies wetting  or  adhering  to  other  substances:  thus 
water,  oil,  milk,  &c.  are  liquids.    Melted  metals 
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and  mercury,  though  fluids,  have  not  this  property 
of  adhering  to  bodies  in  contact  with  them. 

Elastic  JbddSf  on  the  contrary,  are  those  which 
are  reduced  into  less  space  by  pressure,  and  which 
return  to  their  former  volume  when  the  pressure  is 
withdrawn;  hence  they  are  called  also  compressible 
fluids:  such  are  the  difierent  kinds  of  air. 

As  all  bodies  seem  to  possess  attraction,  in  a 
greater  or  less  degree,  it  has  been  considered  by 
some  as  one  of  the  properties  of  matter;  but  this 
quality  does  not  necessarily  enter  into  oiu*  idea  of 
body  or  substance,  as  distinguished  from  mere 
space ;  and  while  we  are  ignorant  of  the  cause  of 
attraction,  and  also  of  the  nature  of  many  species 
of  bodies,  it  would  be  too  much  to  assume  this  as 
necessary  to  the  existence  of  matter:  and  we  are 
uncertain  whether  it  be  an  adventitious  quality,  or 
whether  it  forms  one  of  the  essential  properties  of 
substance. 

MOTION. 

Motion  has  been  defined  to  be  a  change  of*  place, 
or  the  act  by  which  a  body  corresponds  with  difier- 
ent parts  of  space  at  difierent  times.  It  is  by  motion 
alone  that  we  know  the  existence  of  bodies,  and 
that  a  relation  is  established  between  them  and 
our  senses :  all  the  phenomena  of  nature,  all  the 
changes  that  happen  in  the  system  of  bodies,  de- 
pend immediately  upon  it ;  hence  modern  philoso- 
I^iers  have  applied  Uiemselves  with  peculiar  ardour 
to  investigate  its  laws. 

In  considering  motion,  several  circumstances 
must  be  attended  to. 

1.  The  force  which  impresses  the  motion. 

2.  The  direction  of  the  motion. 

3.  The  space  passed  over  by  the  moving  body. 
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4.  The  time  employed  in  going  over  this  apace. 

.5.  The  quantity  of  matter  in  the  moving  body. 

6.  The  force  with  which  it  strikes  another  body 
that  is  opposed  to  it. 

In  a  mechanical  sense,  every  body,  by  its  inertia, 
resists  all  change  of  state.  If  at  rest,  it  will  not 
begin  to  move  of  itself;  and  if  motion  is  commu- 
nicated to  it  by  another  body,  it  will  continue  to 
move  for  ever  uniformly,  except  it  be  stopped  by 
an  external  agent.  It  is  true,  we  do  not  see  any 
instances  of  bodies  continuing  to  move  for  ever, 
after  being  once  put  in  motion ;  but  the  reason  of 
this  is,  that  all  the  bodies  which  we  see  are  acted 
upon  in  such  a  manner,  as  to  have  their  motions 
gradually  destroyed  by  friction.  For  if  the  friction 
is  diminished  by  any  means,  the  motion  will  con- 
tinue much  longer;  but  as  it  is  impossible  to  destroy 
fnction  entirely,  it  lessens,  and  at  last  destroys,  all 
motions  on  the  surface  of  the  earth.  A  familiar  in- 
stance maybe  mentioned  to  illustrate  this  tendency 
of  bodies  to  continue  in  their  present  state,  whether 
of  rest  or  motion.  If  a  man  be  standing  in  a  boat, 
with  his  back  to  the  shore  when  it  is  pushed  off, 
he  is  in  danger  of  falling  backwards,  until  he 
gradually  acquires  the  motion  of  the  boatf  and  if, 
after  the  boat  has  been  in  motion  some  time,  it  be 
suddenly  stopped,  he  will  fall  forwards,  because  his 
tendency  will  then  be  to  ccmtinue  in  a  state  of 
motion. 

The  velocity  of  motion  is  estimated  by  the  time 
employed  in  moving  over  a  certain  space,  or  by  the 
space  moved  over  in  a  certain  time.  The  less  the 
time,  and  the  greater  the  space  moved  over,  the 
greater  is  the  velocity.  To  ascertain  the  d^ree 
of  this  swiftness  or  velocity,  the  space  run  over 
must  be  divided  by  the  time.    For  example,  sup- 
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pose  a  body  moves  over  one  thousand  yards  in  ten 
minutes,  its  velocity  will  be  one  hundred  yards  per 
kninute;  because  one  hundred  is  the  quotient  of 
one  thousand,  divided  by  ten.  If  we  would  com* 
pare  the  velocity  of  two  bodies  A  and  B,  of  which 
A  moves  over  fifty-four  yards  in  nine  minutes,  and 
B  ninety-six  yards  in  six  minutes,  the  velocity  of  A 
will  be  that  of  B  in  the  proportion  of  six  (the  quo- 
tient of  fifty-four  divided  by  nine)  to  sixteen,  (the 
quotient  of  ninety-six  divided  by  six.)  To  know 
the  space  run  over,  the  velocity  must  be  multiplied 
by  the  time:  for  it  is  evident,  that  if  either  the  ve- 
locity or  the  time  be  increased,  the  space  run  over 
Will  be  greater.  If  the  velocity 'be  doubled^  then 
the  body  will  move  over  twice  the  space  in  the 
same  time ;  or  if  the  time  be  twice  as  great,  then 
the  space  will  be  doubled :  but  if  the  velocity  and 
time  be  both  doubled,  then  will  the  space  be  four 
times  as  great. 

It  follows  from  this,  that  when  two  bodies  move 
over  unequal  spaces  in  unequal  times,  their  veloci- 
ties are  to  each  other,  as  the  quotients  arising  from 
divid'mg  the  spaces  run  over  by  the  times.  If  two 
bodies  move  over  unequal  spaces  in  the  same  time, 
their  velocities  will  be  in  proportion  to  the  spaces 
passed  over.  And  if  two  bodies  move  over  equal 
spaces  in  unequal  times,  then  their  respective  ve- 
locities will  be  inversely  as  the  time  employed; 
that  is,  if  A  in  one  minute,  and  B  in  two  minutes, 
run  over  one  hundred  yards,  the  velocity  of  A  will 
be  that  of  B,  as  two  to  one. 

If  a  body  in  motion  tend  always  to  the  same 
point,  its  motion  is  said  to  be  rectilinear^  or  in  a 
straight  line.  If  it  continually  changes  its  direc- 
tion, it  is  said  to  have  a  curvilinear  motion. 
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If  a  body  be  acted  upon  only  by  one  force»  or 
by  several  in  the  same  direction,  its  motion  will  be 
in  the  same  direction  in  which  the  moving  force 
acts ;  such  is  the  motion  of  a  boat  which  a  man 
draws  to  him  with  a  rope.  This  is  called  simple 
motioTU  But  if  several  powers,  differently  directed, 
act  upon  it  at  the  same  time,  as  it  cannot  obey 
them  all,  it  will  move  in  a  direction  somewhere  be- 
tween them ;  this  is  denominated  compound  motion. 

Suppose  a  body  A  (plate  1.  fig  1.)  to  be  acted 
upon  by  another  body  in  the  direction  A  B ;  while 
at  the  same  time  it  is  impelled  by  another  in  the 
direction  AC;  then  it  will  move  in  the  direction 
A  D ;  and  if  the  lines  A  B,  A  C,  be  made  of 
lengths  proportionate  to  the  forces,  and  the  lin^ 
C  D,  D  B,  drawn  parallel  to  them,  so  as  to  com- 
plete the  parallelogram  A  B  C  D;  then  the  line 
which  the  body  A  will  describe,  vwill  be  the  diago- 
nal A  D ;  and  the  length  of  this  line  will  represent 
the  force  with  which  the  body  will  move.  It  is 
evident,  that  if  a  body  be  impelled  by  equal  forces 
acting  at  right  angles  to  each  other,  that  it  will 
move  in  the  diagonal  of  a  square;  but  whatever 
may  be  the  direction,  or  degree  of  force  by  which 
the  powers  act,  the  above  method  will  always  give 
the  direction  and  force  of  the  moving  body. 

It  follows  from  this,  that  if  we  know  tlie  effect 
which  the  joint  action  of  two  powers  have  upon  a 
body,  and  the  force  and  direction  of  one  of  them, 
it  is  easy  to  find  that  of  the  other.  For  suppose  A  D 
to  be  the  direction  and  force  with  which  the  body 
moves,  and  A  B  to  be  one  of  the  impelling  forces, 
then,  by  completing  the  parallelogram,  lie  other 
power  A  C  is  found. 

Instances  in  nature,  of  motion  produced  by 
several  powers  acting  at  the  same  time,  are  innu- 
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merable.  A  ship  impelled  by  the  wind  and  tide  is 
well  known.  A  paper  kite  acted  upon  by  the 
wind  and  the  string,  is  another. 

A  body  is  said  to  have  an  uniform  motion,  when 
it  moves  over  equal  spaces  in  equal  times.  Motion 
is  said  to  be  accelerated^  if  its  velocity  con- 
tinually increases ;  to  be  tmiforrnly  accelerated^  if 
its  velocity  increases  equally  in  equal  times. 

If  we  suppose  a  body  to  be  put  in  motion  by  a 
single  impulse,  and  moving  uniformly,  to  receive  a 
a  new  impulse  from  the  same  direction,  its  velocity 
will  be  augmented,  and  it  will  go  on  with  the 
augmented  velocity.  If  at  each  instance  of  its 
motion,  it  receive  a  new  impulse,  the  velocity  will 
be  continually  increasing ;  and  if  this  impulse  be 
always  equal,  the  velocity  will  be  uniformly 
accelerated. 

Motion  is  said  to  be  retarded^  if  its  velocity  con- 
tinually decreases ;  and  to  be  uniformly  retarded^ 
if  its  velocity  decreases  equally  in  equal  times. 

Motion  has  been  also  divided  into  absolute  and 
relative. 

Absolute  motion  is  the  change  of  absolute  pi  Ace, 
or  the  application  of  a  body  to  different  parts  of 
infinite  and  immoveable  space. 

Relative  motion  is  a  change  of  the  situation  of  the 
body  with  respect  to  other  bodies. 

These  two  kinds  of  motions  may  be  explained  in 
the  following  manner:  were  the  earth  immoveably 
fixed,  then  a  boat  going  down  a  river  would  be  in 
absolute  motion,  while  a  man  sitting  on  the  deck 
would  partake  of  this  motion,  yet  he  would  not 
change  his  situation  with  respect  to  the  parts  of  the 
boat. 

Agun,  if  the  man  were  to  walk  on  the  deck 
from  the  stem  to  the  stern,  just  as  fast  as  the  boat 


4, 


ATTRACTION. 

moved,  he  would  be  in  motion  relatively  to  the 
boat,  but  would  not  change  his  situation  with 
respect  to  the  banks  of  tlie  river,  and  would,  in 
fact,  be  absolutely  at  rest. 

But,  in  strictness,  as  the  earth  is  in  constant 
motion  round  its  own  axis,  and  also  round  the  sun, 
all  the  bodies  on  its  surface  can  only  be  considered 
as  relatively  at  rest,  the  whole  partaking  in  reality 
of  the  motion  of  the  earth.  Again,  we  can  only 
judge  of  the  motion  of  the  earth  relatively  to  the 
sun,  which  seems  the  fixed  body;  yet  it  is  the 
opinion  of  astronomers,  that  the  sun,  and  perliaps 
all  the  stars,  are  in  motion;  but  we  can  have 
no  idea  of  their  absolute  motion,  because  we  have 
no  knowledge  of  any  heavenly  body  we  can  be 
certain  is  absolutely  at  rest,  to  which  we  can  refer 
their  motions. 

Hence  we  can  consider  all  the  motions  with 
which  we  are  acquainted  only  as  relative;  abso- 
lute motion  we  have  no  means  of  ascertaining. 

The,^ce  with  which  a  body  moves,  or  which  it 
would  exert  upon  another  body  opposed  to  it,  is 
always  in  proportion  to  its  velocity  multiplied  by 
its  weight  or  quantity  of  matter.  This  force  is 
called  the  momentum  of  the  body ;  for  if  two  equal 
bodies  move  with  different  velocities,  it  is  evident 
that  their  forces,  or  momenta,  are  as  their  velo- 
cities ;  and  if  two  bodies  move  with  the  same 
velocity,  their  momenta  are  as  their  quantities  of 
matter;  therefore,  in  all  cases,  their  momenta 
must  be  as  the  products  of  their  quantities  of  mat- 
ter and  their  velocities.  This  rule  is  the  fouo« 
dation  of  mechanics. 

ATTRACTION. 

By  attraction^  we  mean  the  tendency  that  bodies 
have  to  approach  each  other 
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Attraction  is  distinguished  into  various  kinds; 
but  as  the  causes  of  each  are  entirely  unknown,  it 
is  uncertain  whether  some  of  them  be  not  different 
modifications  of  the  same. 

Tliey  are,  the  attraction  of  cohesion^  of  gravis 
tation^  of  electricity^  of  magnetism^  and  chemical 
attractions. 

The  attraction  of  cohesion  takes  place  between 
bodies  only,  when  they  are  at  such  very  small  dis- 
tances from  each  other,  that  they  appear  to  the 
eye  to  be  in  contact. 

If  two  pieces  of  lead  be  scraped  clean  with  a 
knife,  and  squeezed  together,  they  will  adhere  so 
firmly,  that  they  can  scarcely  be  separated.  The 
same  will  take  place  with  planes  of  glass,  or  mar- 
ble, which  have  been  wetted  with  water. 

It  is  probably  the  various  degrees  of  cohesion 
which  different  sorts  of  matter  possess,  that  give 
their  relative  degrees  of  tenacity  or  hardness. 

The  attraction  of  solids  acting  on  fluids  at  very 
small  distances  constitutes  capillary  attraction.  If 
a  glass  tube  with  a  fine  bore  be  held  perpen- 
dicularly in  water,  it  will  be  perceived  that  the 
water  will  rise  in  the  tube  above  the  level  of  that 
in  the  vessel :  and  if  a  number  of  tubes  having 
bores  of  different  diameters  be  used  together,  it 
will  be  seen  that  the  water  will  rise  highest  in  the 
tube  with  the  smallest  bore.  Also,  if  two  pieces 
of  glass  be  kept  perpendicularly,  and  very  near  to 
each  other  in  water,  the  fluid  will  rise  between  the 
glasses.  This  is  owing  to  the  attraction  of  the 
glass  which  acts  upon  the  water.  If  a  woollen 
thread  be  hung  over  the  edge  of  a  basin  full  of 
water,  the  water  will  be  attracted  by  the  thread, 
and  made  to  flow  over  in  drops. 
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It  is  by  this  attraction  that  the  sap  rises  in  trees 
and  plants,  and  that  water  will  ascend  in  a  sponge^ 
or  other  porous  substance. 

The  attraction  of  gravitation  or  gravity  is  the 
force  which  all  the  masses  of  matter  exert  upon 
each  other  at  all  distances. 

The  reason  why  a  body  falls  to  the  ground  w^as 
long  unknown,  and  it  was  Sir  Isaac  Newton  who 
firstaccountedfbrit,  by  the  attraction  of  gravitation. 

This  idea  is  said  to  have  occurred  to  him,  on 
observing  an  apple  fall  whilst  sitting  in  his  garden, 
which  is  a  striking  instance  of  the  use  to  which  a 
man  of  genius  turns  every  observation  he  makes : 
he  supposed  that  the  stone  fell  towards  the  earth, 
because  it  was  drawn,  or  attracted  by  it.  By  re- 
flecting upon  this  principle,  he  extended  it  to 
account  for  many  of  the  phenomena  which  till 
then  could  not  be  explained. 

It  is  now  considered  as  one  of  the  laws  of 
nature,  that  every  particle  of  matter  is  endued 
with  an  attractive  power,  which  it  exerts  at  all 
distances  on  every  other  particle,  though  the 
attraction  diminishes  in  proportion  to  the  distance. 

By  this  attraction,  the  heavenly  bodies  are  re- 
tained in  their  places  by  their  action  on  each 
other;  the  planets  and  comets  all  gravitating 
towards  the  sun  and  towards  each  other,  as  well 
as  the  sun  towards  them,  and  that  in  proportion  to 
the  quantity  of  matter  in  each. 

If  two  bodies,  which  contain  equal  quantities  of 
matter,  were  placed  at  ever  so  great  a  distance  from 
one  another,  and  then  left  at  liberty  in  free  space, 
aind  if  there,  were  no  other  bodies  in  the  universe 
to  affect  them,  they  would  fall  equally  swift  towards 
each  other,  and  would  meet  in  a  point  which  was 
half  way  between  them  at  first.    Or  if  two  bodies. 
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containing  unequal  quantities  of  matter,  were 
placed  at  any  .distance,  and  left  in  the  same  manner 
at  liberty,  they  would  fall  towards  one  another 
with  velocities  which  would  be  in-  an  inverse  pro- 
portion to  their  respective  quantities  of  matter; 
and  moving,  faster  and  faster  in  their  mutual  ap- 
proach, would  at  last  meet  in  a  point  as  much 
nearer  to  the  place  from  which  the  heavier  body 
began  to  fall,  than  to  the  place  from  which  the 
lighter  began  to  fall,  as  the  quantity  of  matter  in 
the  former  exceeded  that  in  the  latter. 

The  earth  attracts  all  bodies  on  its  sui-face,  and 
they  are  all  drawn  towards  the  center  of  the  earth ; 
consequently  bodies  fall  every  where  perpendicular 
to  its  surface,  and  therefore  in  opposite  directions 
on  opposite  sides  of  the  earth.  As  it  acts  upon  * 
all  bodies  in  proportion  to  their  quantities  of  mat- 
ter, it  is  this  attractive  force  that  constitutes  the 
xoeight  of  bodies. 

In  all  places  equidistant  from  the  center  of  the 
globe,  the  force  of  gravity  is  equal:  but  this 
power  is  greatest  at  the  earth's  surface,  from 
whence  it  decreases  both  upwards  and  downwards, 
but  not  both  ways  in  the  same  proportion;  for^ 
upwards,  the  force  of  gravity  decreases  as  the 
square  of  the  distance  from  the  centre  increases; 
80  that  at  a  double  distance  from  the  centre  above 
the  surface,  the  force  would  be  only  one  fourth 
of  what  it  is  at  the  surface :  but  below  the  surface 
of  the  earth,  the  power  decreases  in  such  a  manner 
that  its  intensity  is  directly  as  the  distance  from  '' 
the  centre,  and  not  as  the  squjtre  of  the  distance; 
so  that  at  the  distance  of  half  a  semi-diameter 
from  the  centre,  the  force  would  be  but  half  what 
it  is  at  the  surface;  at  one  third  of  the  semi^ 
diameter^  the  force  woidd  be  one  thirds  and  so  on* 
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As  all  bodies  gravitate  towards  the  earth,  so  does 
the  earth  gravitate  towards  all  bodies,  as  well  as 
bodies  to  particular  paits  of  the  earth,  as  has  been 
proved  by  the  attraction  wliich  mountains  exhibit 
on  a  plumb-line,  drawing  it  towards  them  so  that 
it  does  not  tend  exactly  to  the  centre  of  the  earth. 

The  cause  of  gravity  is  totally  unknown. 

It  is  obterved  that  bodies  fall  to  the  earth  with 
a  velocity  constantly  increasing,  which  is  an  in- 
stance of  accelerated  motion  caused  by  the  con- 
stant SLCtion  of  gravity. 

To  illustrate  this,  let  us  suppose  the  time  of  de- 
scent of  a  falling  body  to  be  divided  into  a  number 
of  very  small  equal  parts;  the  impression  of  granty 
in  the  first  instant  would  make  the  body  descend 
with  a  proportionate  and  uniform  velocity;  but  in 
the  second  instant,  the  body,  receiving  a  new  im- 
pulse from  gravity  in  addition  to  the  first,  would 
move  with  twice  the  velocity  as  before;  in  the 
third  instant,  it  would  have  three  times  the  velocity, 
and  so  on. 

To  illustrate  the  doctrirte  of  accelerated  motion, 
let  us  suppose  that,  in  the  triangle  ABC,  (Rate  1. 
fig  2.)  A  B  expresses  the  time  which  a  body 
takes  to  fall,  and  B  C  the  velocity  acquired  at  the 
end  of  the  fall.  Let  A  B  be  divided  into  a  number 
of  equal  parts  indefinitely  small,  and  from  each  of 
these  divisions  suppose  lines,  as  D  E,  drawn  parallel 
to  B  C;  it  is  evident  from  what  has  been  said,  that 
those  lines  will  express  the  velocities  of  the  falling 
body  in  the  several  respective  points  of  time,  each 
being  greater  than  the  other,  by  a  certain  quantity 
of  increase,  which  follows  from  the  nature  of  the 
triangle.  Now,  the  spaces  described  in  the  same 
time  are  in  proportion  to  the  velocities ;  and  the 
sum  of  the  spaces  described  in  all  the  small  portions 
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of  time  is  equal  to  the  space  described  from  the 
b^neii^  of  the  Ml.  £kit  the  sum  of  all  lines 
parallel  to-  6  C,  taken  indefinitely  near  to  each 
^her,  constitutes  the  area  of  the  triangle.  There- 
fore the  space  described  by  a  falling  body,  in  the 
time  expressed  by  A  B,  with  an  uniformly  accele- 
rated vdocity,  of  which  the  last  degree  is  expressed 
by  B  C,  will  be  represented  by  the  area  of  the 
triangle  ABC*. 

Let  us  now  suppose,  that  gravity  ceased  to  act, 
and  that  the  body  moved  during  another  portion 
of  time,  B  F,  equal  A  B,  with  the  acquired  velocity 
represented  by  B  C.  As  the  space  moved  over  is 
found  by  multiplying  the  velocity  by  the  time,  the 
rectangle  B  C  F  G  will  represent  the  space  moved 
over  in  this  second  portion  of  time,  wldch  is  twice 
the  triangle  ABC;  and  consequently  twice  the 
space  is  moved  over  with  the  accelerating  velocity 
in  the  same  time. 

But  if  we  suppose  gravity  still  to  act,  besides 
the  space  B  C  F  G,  which  it  would  have  moved 
over  by  its  acquired  velocity,  we  must  add  the 
triangle  C  G  H  for  the  effect  of  the  constant 
action  of  gravity ;  therefore,  in  this  second  portion 
of  time,  the  body  moves  over  three  times  the  space 
as  in  the  first.  In  like  manner,  it  may  be  easily 
seen  by  the  figure,  that  in  the  next  portion  it 
would  move  over  five  times  the  space;  in  the  next, 
seven  times  the  space ;  and  30  on  in  arithmetical 
progression.  And  as  the  velocities '  of  falling 
bodies  are  in  proportion  to  the  spaces  rtin  over,  it 
foUows  that  the  velocities  in  each  instant  increase 
as  the  numbers  1,  3,  5,  7$  9,  &c. 

It  follows  from  this,  that  the  space  run  over  is  as 
the  square  of  the  time;  that  is,  in  twice  the  time, 
a  body  will  fall  with  four  times  the  velocity;  in 

VOL.  I.  c 


18  ATT9AGJ10K. 

thrice  the  tisde.  Math  nine  times  the  velocity,  &c.i 
SoVf  ip  the  first  time,  there  was  but  one  space  run 
over  i  the  square  of  1  is  1 ;  at  the  end  of  the 
second  time  there  are  four  spaces  run  over,  one  in 
the  first,  and  three  in  the  second;  the  square  of  S 
is  4 :  at  the  end  of  the  third  time,  there  are  nine 
tq[mces  run  over ;  the  square  of  3  is  9 :  and  so  ou. 
This  may  be  seen  in  the  figure. 

It  is  found  by  experiment,  that  a  body  falling 
from  a  height  moves  at  the  rate  of  16^  feet  in  the 
first  secood ;  and,  as  has  been  shown  above,  ac- 
quires a  velocity  of  twice  that»  or  32^-  feet  in  a 
^second.  At  the  end  of  the  next  second,  it  will 
hav^  fallw  64f  feet,  the  space  being  as  the  squar? 
t^the  time :  the  square  of  3  is  4,  and  4  times  16^^ 
is  64|.  By  the  same  rule  it  may  be  found,  that 
in  the  third  second  it  will  fall  144  feet  i  in  the 
next  256  feet,  and  so  on.  It  is  to  be  understood^ 
however,  that  by  this  velocity  is  meant,  what 
bodies  would  acquire,  if  they  were  to  fall  through 
a  space  where  there  was  no  air ;  for  its  resistance 
considerably  diminishes  their  velocity  in  falling. 

It  has  been  already  shown,  that  if  two  forces 
act  uniformly  upon  a  body,  they  will  cause  it  to 
move  in  a  straight  line  ;  but  if  one  only,  or  both, 
continually  change  their  direction,  or  intensity  of 
force,  the  body  will  describe  a  curve.  If  one  of 
the  forces  uniformly  impel  the  body  in  a  straight 
line,  while  the  other  uniformly  draws  it  towards  a 
centre,  the  body  will  move  in  a  circle:  an  ex- 
ample of  which  is  seen  in  a  stone  in  a  sling  that  is 
swung  round  by  the  hand.  If  at  any  pcnnt  of  the 
revolution  one  of  the  forces  should  cease  to  act, 
then  the  body  will  obey  the  other  force ;  it^  for 
instance,  the  string  be  let  go,  the  stone  will  fly  off 
in  a  straight  line^  which  will  be  a  tangent  to  the 
circle  in  which  it  moved. 
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It  is  this  tendency  to  recede  from  the  centrei 
which  is  cadled  the  cenlrffugal  force :  the  power 
which  draws  it  to  the  centre  is  called  the  centric 
petal  force« 

If  the  direction  of  the  forces  continue  the  same^ 
and  if  one  c£  them  is  accelerating  or  retarding,  the 
body  will  likewise  describe  a  curve.  Thus  if  a 
ball  be  projected  from  a  cannon,  it  receives  an 
impulse,  which,  if  there  was  no  resistance  from  the 
air,  and  if  it  were  not  acted  upon  by  gravity, 
would  cause  it  to  move  always  in  a  straight  line : 
but  as  soon  as  it  leaves  the  mouth  of  the  cannon, 
gravity  acts  upon  it  in  a  direction  perpendicular  to 
the  ground,  and  continuing  to  do  so,  becomes  an 
uniformly  accelerating  force :  hence  the  ball  comes 
at  length  to  the  ground,  having  described  in  a 
course  a  curved  line. 

if  the  air  were  wanting,  it  can  be  calculated 
that  this  curve  would  be  a  parabola ;  and  thiB  is 
the  foundation  of  the  theory  of  projectiles  and  the 
art  of  gunnery.  But  the  resistance  of  the  air  and 
other  causes  occasion  projected  bodies  to  deviate 
considerably  from  the  parabolic  curve,  and  render 
it  more  difficult  than  it  would  otherwise  be  to  cal- 
culate the  distance  to  which  they  may  be  sent. 

Although  it  has  been  stated  above,  that  probably 
all  bodies  have  attraction,  yet  in  several  acknow- 
ledged species  of  matter  no  weight  is  discoverable. 
Matter  has  accordingly  been  divided  also  into  poiu 
derable  and  imponderable. 

The  first  consists  of  all  known  solid  bodies 
and  non-elastic  fluids,  t(^ther  with  air  or 
gas,  all  of  which  have  a  sensible  weight  or 
gravity.  The  second  includes  caloric  or  the 
matter  of  heat,  light,  electricity,  the  magnetic 
fluid,  &c. }  none  <^  which  can  be  discovered  to 
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have  any  weight.  But  it  should  be  noticed,  that 
"We  are  not  yet  sufficiency  acquainted  with  this 
latter  class:  among  modem  philosophers,  there 
are  various  opinions  even  as  to  their  existence  as 
distinct  species  of  matter,  some  considering  the 
phenomena  occasioned  by  them  as  arising  from 
various  modifications  of  motion  only. 

CENTRE  OF  GRAVITY. 

The  centre  of  gravity  of  a  body  is  that  point 
about  which  all  its  parts  exactly  balance  each 
other. 

Hence  if  a  body  be  suspended  or  supported  by 
this  point,  it  will  rest  in  any  position  into  which  it 
is  put.  Also»  whatever  supports  that  point  bears 
the  weight  of  the  whole  body ;  and  while  it  is  sup- 
ported, the  body  x^annot  &11.  We  may  therefore 
consider  the  whole  weight  of  a  body  as  centred  in 
this  point. 

The  common  centre  of  gravity  of  two  or  more 
bodies  is  the  point  about  which  they  would  equi- 
ponderate or  rest  in  any  position.  If  the  centres 
of  gravity  of  two  bodies,  A  and  B,  (Plate  1 . 
fig.  3.)  be  connected  by  the  right  line  A  B,  the 
distances  A  C,  and  B  C,  from  the  common  centre 
of  gravity  C,  are  reciprocally  as  the  weights  or 
bodies  A  and  B;  that  is,  AC:BC::B:A. 

If  a  line  be  drawn  from  the  centre  of  gravity  of 
a  body,  perpendicular  to  the  horizon,  it  is  called, 
the  line  qf  SrecHon^  because  it  is  the  line  that  the 
centre  of  gravity  would  describe  if  the  body  fell 
freely.  ,     •       , 

It  is  the  property  of  this  line,  that,  while  it  fiiUs 
within  the  base  upon  which  the  body  stands^  the 
body  cannot  fall ;  but  if*  it  ftll  without  the  base, 
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the  body  will  tumble.  Thus  the  incliniog  body 
A  B  C  D  (fig.  .4.)  whose  centre  of  gravity  is  £, 
stands  firmly  on  its  base  C  D  I  K,  because  the  line 
of  direction  £F  falls  within  the  base.  But  if  a 
weight;  as  A  B  G  H»  be  laid  upon  the  top  of  the 
body,  the  centre  of  gravity  of  the  whole  body  and 
weight  together  is  raised  to  L:  and  then,  as  the 
line  of  direction  L  D  falls  without  the  base  at  D, 
the  centre  of  gravity  is  not  supported,  and  the 
whole  body  and  weight  will  tumble  down  together. 
'  Hence  appears  the  absurdity  of  people's  rising 
hastily  in  a  coach  or  boat,  when  it  is  likely  to 
overset;  for  by  that  means,  they  raise  the  centre  of 
gravity  so  far  as  to  endanger  throwing  it  quite  out 
of  the  base,  and  if  they  do,  they  overset  the 
vehicle  efiectually :  whereas,  had  they  kept  down 
to  the  bottom,  they  would  have  brought  the  line 
of  direction,  and  consequently  the  centre  of  gra- 
vityr,  farther  within  the  base,  and  by  that  means 
might  have  saved  themselves. 

The  broader  the  base,  and  the  nearer  the  line  of 
direction  is  to  the  middle  or  centre  of  it,  Uie  more 
firmly  does  the  body  stand.  On  the  contrary,  the 
narrower  the  base,  and  the  nearer  the  line  of  direc- 
tion is  to  the  side  of  it,  the  more  easily  may  the 
body  be  overthrown;  a  less  change  of  position 
being  sufficient  to  remove  the  line  of  direction  out 
of  the  base  in  the  latter  case  than  in  the  former. 
And  hence  it  is,  that  a  sphere  is  so  easily  rolled 
upon  a  horizontal  plane ;  and  that  it  is  so  difficult, 
if  not  impossible,  to  make  things  which  are  sharp- 
pmnted,  to  stand  upright  on  the  point* 

From  what  has  been  said,  it  plainly  appears, 
that  if  the  plane  on  which  a  heavy  body  is  placed, 
be  inclined^  the  body  will  slide  down  upon  the 
plane,  whilst  the  line  of  direction  falls  within  the 
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base ;  but  it  VfiH  tumble  or  roll  down,  when  that 
line  falls  without  the  base.  Thus  the  body  £ 
(fig.  5.)  will  only  slide  down  the  inclined  plane  C  D, 
whilst  the  body  B  rolls  down  upon  it. 

When  the  line  of  direction  falls  within  the  base 
of  our  feet,  we  stand,  and  most  firmly,  when  it  is 
in  the  middle;  but  when  it  is  out  of  the  base,  we 
immediately  fall.  And  it  is  amusing  to  reflect 
upon  the  various  methods  and  postures  which  we 
use,  to  retain  this  position,  or  to  recover  it  when 
lost,  without  our  being  sensible  of  it.  Thus  we 
bend  our  body  forward  when  we  rise  from  a  chair, 
or  when  we  go  up  stairs ;  and  for  this  purpose  a 
man  leans  forward  when  he  carries  a  burden  upon 
his  back,  and  backward  when  he  carries  it  on  his 
breast;  and  to  the  right  or  left  side,  as  he  carries 
it  on  the  opposite  side. 

Many  of  the  feats  of  balancing  depend  solely 
upon  this  principle. 

REPULSION. 

As  observation  has  shewn  us,  that  there  are 
powers  in  nature,  by  which  not  only  the  larger 
masses,  but  also  the  smaller  portions  of  matter  have 
a  general  tendency  to  approach  each  other,  so  the 
same  experience  convinces  us  that  matter  is,  in 
some  cases,  endowed  with  a  repulsive  power,  by 
•which  the  parts  recede  or  fly  off  from  each 
other.  Striking  instances  of  this  .may  be  seen  in 
4iie  magnet,  when  the  disagreeing  poles  are  pre- 
sented to  each  other ;  and  also  in  electricity.  It 
would  appear  that  all,  or  most  bodies,  are  sur- 
rounded by  a  power  of  repulsion,  by  which  they 
are  prevented  from  being  in  actual  contact,  even 
when  they  appear  to  the  sight  to  touch :  and  it 
may  be  calculated,  that  it  requires  a  considerable 
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pressure  to  overcome  this  repulsion,  so  as  to  make 
bodies  really  touch  each  other.  Sir  Isaac  NeWtoir 
states,  that  when  two  pieces  of  glass  are  placed 
so  as  to  appear  to  be  in  contact,  thej  are  still  dis- 
tant from  each  other  toocw  of  an  inch  j  and  that 
by  pressure  this  distance  is  diminished,  although 
perhaps  the  coiitadt  is  never  quite  perfect: 

Oil  and  water  seem  to  repel  each  other;  and 
when  drops  of  rain  run  over  green  cabbage  leaves, 
it  may  be  seen  that  there  is  no  actual  contact,  from 
the  light  that  is  reflected  from  the  under  surface 
of  the  drop,  and  from  the  leaf  not  being  wetted; 
Many  other  familiar  instances  might  be  adduced 
of  the  existence  of  a  repulsive  power*  Its  laws  are 
less  known  than  those  of  attraction,  and  its  cause 
is  equally  obscure. 

« 

MECHANIC  POWERS. 

The  mechanical  powers  are  simple  instruments 
by  which  men  are  enabled  to  raise  weights,  move 
heavy  bodies,  and  overcome  resistances,  which 
they  could  not  do  with  their  natural  strength  alone. 

These  simple  machines  are  six  in  number:  the 
lever^  the  pulley ^  the  wheel  and  aa:iSf  the  inclined 
plane,  the  wedge,  and  the  screw;  and  of  combi- 
nations of  these  all  mechanical  engines  consist. 

To  calculate  the  effect  produced  by  theses  as 
well  as  by  all  other  machines,  it  is  necessary,  first, 
to  consider  what  must  be  the  power  to  keep  the 
weight  or  resistance  in  a  state  of  equilibrium  or 
balance :  and  for  this  purpose,  in  the  theoretical 
part  of  the  calculation,  all  planes  are  considered 
as  perfectly  smooth ;  levers  to  be  inflexible,  and 
without  thickness  or  weight;  cords  perfectly  pU. 
able^  and  without  diameter ;  and  machines  to  have 
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DO  frictioD  or  iDertia.  Wheo  this  equilibrium  ia 
oUbUshedt  it  will  be  tbea  aecesaary  to  add  so 
mudi  more  power  as  will  be  sufficient  to  overoHne 
the  fiictioo  of  the  mmchinet  and  to  give  the  requi- 
site velocity. 

THE  LEVEB. 

The  lever  is  the  simplest  of  all  machines,  and 
is  onljr*a  straight  bar  of  iron,  wood,  or  other  ma- 
terial, supported  on,  and  moveable  round*  a  prop 
called  the  .^t&rtim. 

In  the  lever,  there  are  three  circumstances  to  be 
principally  attended  to:  ].  Tlie  Jubrumf  or  prop, 
by  which  it  is  supported,  or  on  whicli  it  turns  as  an 
axis,  or  centre  of  motion :  3.  The  power  to  raise 
and  support  the  weight:  3.  The  retutatux  or 
weight  to  be  raised  or  sustained. 

The  points  of  suspension  are  those  points  where 
the  weights  really  are,  or  from  which  they  hang 
freely. 

The  power  and  the  weight  are  always  siippostetl 
to  act  at  right  angles  to  the  lever,  except  it  be 
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or  to  raise  great  weights  to  small  heights,  in  order 
to  get  ropes  under  ^em,  or  other  means  of  raising 
them  to  still  greater  heights. 

ABC(Flatel.  %60isthislever;  inwhichB 
is  the  fulcrum,  A  the  end  at  which  the  power  ia 
applied,  and  C  the  end  where  the  weight  acts. 

To  find  when  an  equilibrium  will  take  place  be- 
tween the  power  and  the  weight,  in  this  as  in  every 
other  species  of  lever,  it  is  necessary  to  recur  to 
what  has  formerly  been  mentioned,  that  when  the 
momenta,  or  quantities  of  force,  in  two  bodies  were 
equal,  they  would  balance  each  other.  Now,  let  us 
consider  when  this  will  take  place  in  the  lever.  Sup- 
pose the  lever  A  B  (fig.  70  to  be  turned  on  its  aids, 
or  fulcrum,  so  as  to  come  into  the  situation  DC; 
as  the  end  D  is  farthest  from  the  centre  of  motion, 
and  as  it  has  moved  through  the  arch  A  D  in  the 
same  time  as  the  end  B  moved  through  the  arch 
B  C,  it  is  evident  that  the  velocity  of  A  B  must 
have  been  greater  than  that  of  B.  But  the  mo- 
menta being  the  products  of  the  quantities  of  mat- 
ter multiplied  into  the  velocities,  the  greater  the 
velocity,  the  less-  the  quantity  of  matter  need  be  to 
get  the  same  product  Therefore,  as  the  velocity 
of  A  is  tiie  greatest,  it  will  require  less  matter  to 
produce  an  equilibrium  than  B. 

Let  us  next  see  how  much  more  weight  B  will  re- 
quire than  A,  to  balance.  As  the  radii  of  circles 
ar^  in  proportion  to  their  circumferences,  they  are 
also  proportionate  to  similar  parts  of  them ;  there- 
fore, as  the  arches  A  D,  C  B,  are  similar,  the  ra- 
dius, or  arm,  D  £,  bears  thef  same  proportion  to 
£  C  that  the  arch  A  P  bears  to  C  B.  But  the 
arches  A  D  and  C  B  represent  the  velocities  of  the 
ends  of  tfie  lever,  because  they  are  the  spaces 
which  they  moved  over  in  the  same  time ;  therefore 
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the  amis  D  £  and  £  C  may  also  represent  these 
vdodtiea. 

It  is  evident  then,  that  an  eqMUibriuni  will  take 
place,  when  the  length  of  the  arot  A  K  multi- 
plied into  the  power  A,  shall  equal  £  B  multiplied 
into  the  weight  B ;  and  consequently,  that  the 
shorter  £  B  is,  the  greater  must  be  the  weight  B; 
that  'a,  the  power  and  the  wei^it  must  be  to  each 
other  inversely  as  their  distances  trom  the  fulcrum. 
Thus,  suppoK  A  £,  the  distance  of  the  power  from 
the  prop,  to  be  twenty  inches;  and  £  B,  the  distance 
of  the  weight  from  the  prop,  to  be  eight  inches ; 
also  the  weight  to  be  raised  at  B  to  be  five  pounds ; 
then  the  power  to  be  applied  at  A  must  be  two 
pounds}  because  the  distance  of  the  weight  from 
the  fulcrum  eight,  multiplied  into  the  weight  five, 
makes  forty;  therefore  twenty,  the  distance  of  the 
power  from  the  prt^  must  be  multiplied  by  two,  to 
get  an  equal  prodact ;  which  will  produce  an  equili- 
brium. 

It  is  obvious  that  while  the  distance  of  tlic  power 
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cm  irliich  the  power  acts,  be  seven  times  •as  far 
from  A  as  the  point  Z,  on  which  the  weight  acts, 
then  one  pound  applied  at  C  will  raise  seven  pounds 
at  B. 

TTiis  lever  shews  the  reason  why  two  men  carryi- 
ing  a  burden  upon  a  stick  between  them,  bear  shares 
of  the  burden  which  are  to  one  another  in  the  in- 
verse proportion  of  their  distances  from  it.  For  it 
is  wen  known,  that  the  nearer  either  of  them  is  to 
the  burden,  the  greater  share  he  bears  of  it ;  and 
if  he  go  directly  under  it,  he  bears  the  whole.  So 
if  one  man  be  at  A,  and  the  other  at  a,  having  the 
pole  or  stick  resting  ton  their  shoulders ;  and  if  the 
burden  or  weight  B  be  placed  five  times  as  near 
the  man  at  A,  as  it  is  to  the  man  at  a,  the  former 
will  bear  five  times  as  much  weight  as  the  latter. 

This  is  likewise  applicable  to  the  case  of  two 
horses  of  unequal  strength  being  so  yoked,  as  that 
each  horse  may  draw  a  part  proportionable  to  his 
strength  ;  which  is  done  by  so  dividing  the  beam 
they  pull,  that  the  point  of  traction  may  be  as 
much  nearer  to  the  stronger  horse  than  to  the 

weaker,  as  the  strength  of  the  former  exceeds  that 
of  the  latter. 

To  this  kind  of  lever  may  be  reduced  oars,  rud- 
ders  of  ships,  doors  turning  upon  hinges,  cutting- 
knives  which  are  fixed  at  the  point,  &c. 

If  in  this  lever  we  suppose  the  power  and  weight 
to  change  places,  so  that  the  power  may  be  be- 
tween the  weight  and  the  prop,  it  will  become  a 
lever  of  the  third  kind  ;  in  which,  that  there  may 
be  a  balance  between  the  power  and  the  weight, 
the  intensity  of  the  power  must  exceed  the  inten- 
sity of  the  weight  just  as  much  as  the  distance  of 
the  weight  from  the  prop  exceeds  the  distance  of 
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the  power.  Thus,  let  £  (fig.  90  be  the  pn^  of 
the  lever  £  F,  and  W  a  weight  of  one  poiind> 
placed  three  times  as  far  from  the  prop  as  the 
power  Pactd  at  F,  by  the  cord  going  over  the 
fixed  pulley  D :  in  this  case,  the  power  most  be 
equal  to  three  pounds,  in  order  to  support  the 
weight  of  one  pound. 

To  this  sort  of  lever  are  generally  referred  the 
bones  of  a  man's  arm ;  for  when  he  lifts  a  weight 
by  the  hand,  the  muscle  that  exerts  its  force  to 
raise  that  weight  is  fixed  to  the  bone  about  one* 
tenth  part  as  far  below  the  elbow  as  the  hand  is. 
And  the  elbow  being  the  centre  round  which  the 
lower  part  of  the  arm  turns,  the  muscle  must  there* 

fore  exert  a  force  ten  times  as  great  as  the  weight 
that  is  raised. 

Since  in  this  kind  of  lever  there  is  a  loss  of  power, 
it  is  used  only  through  convenience ;  as  in  the 
case  of  raising  a  ladder,  which  being  fixed  at  one 
one  end,  is  by  the  strengtli  of  a  man's  arms  reared 
against  a  wall. 

What  is  called  the  hammer^lever  difiers  in  no- 
thing but  its  form  from  a  lever  of  the  first  kind. 
Its  name  is  derived  from  its  use,  that  of  drawing  a 
nail  out  of  wood  by  a  hammer. 

Suppose  the  shaft  of  a  hammer  to  be  five  times 
as  long  as  the  iron  part  which  draws  the  nail,  the 
lower  part  restibg  on  the  board  as  a  fidcrum ; 
then,  by  pulling  backwards  the  end  of  the  shaft,  a 
man  will  draw  a  nail  with  one-fiflh  part  of  the 
power  that  he  must  use  to  pull  it  out  straight  with 
a  pair  of  pincers ;  in  which  case,  the  nail  would 
move  as  fast  as  his  hand ;  but  with  the  hammer, 
the  hand  moves  five  times  as  much  as  the  nail,  by 
the  time  that  the  nail  b  drawn  out. 
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-  Let  ACB  (fig«  lO.)  represent  a  lever  of  tliis 
sort,  bended  at  C,  which  is  its  prop,  or  centre  of 
motion.  P  is  a  power  acting  upon  the  longer  arm 
A  Q  at  A,  by  the  means  of  the  cord  D  A  going 
over  the  pulley  D ;  and  W  is  a  wei^t  or  resist- 
ance acting  upon  the  end  B  of  the  sliorter  arm 
C  B.  If  the  power  be  to  the  weight  as  C  B  is  to 
C  A,  they  are  in  equilibrio :  thus,  suppose  W  to 
be  five  pounds,  acting  at  the  distance  of  one  foot 
from  the  centre  of  motion  C,  and  F  to  be  one 
pound,  acting  at  A,  five  feet  from  the  centre  C, 
the  power  and  weight  will  just  balance  each  other. 

Thus  we  see,  that  in  every  species  of  lever  there 
will  be  Ml  equilibrium,  when  the  power  is  to  the 
weight  as  the  distance  of  the  weight  from  the  ful- 
crum is  to  the  distance  of  the  power  from  the 
fulcrum.  , 

In  making  experiments  with  models  of  the 
mechanic  powers,  some  difficulties  arise  from  the 
weight  of  the  materials ;  but  as  it  is  impossible 
to  find  any  that  are  without  weight,  care  must  be 
taken  that  they  are  perfectly  balanced,  before  the 
weights  and  powers  are  applied.  Thus  the  bar, 
used  in  making  experiments  on  levers,  has  the 
short  end  so  much  thicker  than  the  long  arm,  as 
will  be  sufficient  to  balance  it  on  the  prop. 

If  the  weight  to  be  raised  be  of  considerable 
bulk,  and  if  it  be  fixed  either  above  or  below  the 
end  of  the  lever,  it  will  vary  in  its  intensity,  ac- 
cording to  the  position  of  the  lever.  Let  A  B 
(fig.  11.)  represent  a  lever  having  a  weight  fixed 
above  it,  as  A,  of  which  the  centre  of  gravity  is  a, 
and  the  line  of  direction  a  b ;  then  is  b  the  point 
in  the  lever  on  which  the  weights  acts :  but  if  the 
lever  be  moved  into  the  position  C  D,  the  line  of 
direction  of  the  weight  will  fall  nearer  to  the  ful- 
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crutn  of  the  lever*  and  consequeatly  act  with  less 
fiirce  upon  it ;  but  if  it  be  placed  in  the  positiott* 
£  F,  the  line  of  .diiection  will  fall  farther  from  the: 
fulcrum,  and  therefave  act  more  on  the  lever. 

On  the  contraiy,  it  ia  evident  from  fig.  1^  that 
opposite  eflfects  take  place,  when  the  weight  » 
below  the  lever. 

Nothing  of  this  kind  can  happen,  when  the 
weight  is  suspended  from  the  lever  by  a  rope,  be-^ 
cause  the  point  of  suspension,  or  point  of*  action^ 
isnot  altered. 

When  two  draymen  carry  a  barrel  on  a  coulstafl;  * 
to  which  it  is  suq[>ended  by  a  chain,  the  point  on 
which  the  weight  acts  not  being  altered  by  incline 
ing;  the  staff  in  going  up  or  down  hill,  there  will 
be  no  variation  in  the  weight  that  each  man  had 
to  support  on  beginning.  But  if  they  carry  the 
barrel  upon  two  dogs,  then  the  weight  does  not 
swing,  and  the  centre  of  gravity  is  below  the  lever; 
therefore  the  point  on  which  the  weight  acts,  will, 
by  inclining  the  lever,  be  made  to  approach  the 
highest  end ;  and  the  first  man,  in  going  down 
hiU,  by  having  this  point  removed  from  him,  will  be 
eased  in  part  of  his  burden  j  and  the  last  man  will 
have  ,his  equaUy  increased. 

Hitherto  we  have  supposed  that  the  power  and 
weight  acted  perpendicularly  upon  the  lever ;  but 
if  they  do  not,  they  act  with  less  force  upon  it ; 
the  power  should,  therefore,  if  possible,  be  always 
made  to  act  at  right  angles  to  the  lever. 

If  several  levers  be  combined  together  in  such  a 
manner,  as  that  a  weight  being  appended  to  the 
first  lever,  may  be  supported  by  a  power  applied 
to  the  last,  as  in  Plate  1.  fig.  IS.  which  consists  of 
three  levers  of  the  first  kind,  and  is  so  contrived, 
that  a  power  applied  at  the  point  L  of  the  lever  C, 
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may  sustain  a  weight  at  the  point  S  of  the  ieyer  A, 
the  power  must  here  be  to  the  weight  in  a  ratio, 
or  prc^rtion,  compounded  of  the  several  ratios 
which  those  powers  that  can  sustain  die  weight  by 
the  help  of  each  lever,  when  used  singly  and  apart 
from  the  rest,  have  to  the  weight.  For  instance^ 
if  the  power  which  can  sustain  the  weight  P,  by 
the  help  of  the  lever  A,  be  to  the  weight  as  1  to  5 ; 
and  if  the  power  which  can  sustain  the  same 
weighty  by  the  lever  B  alone,  be  to  the  weight  as 
1  to  4  ;  and  if  the  power  which  could  sustain  the 
same  weight  by  the  lever  C,  be  to  the  weight  as 
1  to  5 ;  then  the  power  which  will  sustain  the 
weight  by  help  of  the  three  levers  joined  together^ 
will  be  to  the  weight  in  a  proportion  consisting  of 
the  several  proportions  multiplied  together,  of  1  to 
4,  and  1  to  5 ;  that  is,  of  1  to  100. 

For  since,  in  the  lever  A,  a  power  equal  to  one- 
fifUi  of  the  weight  P  pressing  down  the  lever  at  L, 
is  sufficient  to  balance  the  weight,  and  since  it  is 
the  same  thing  whether  that  power  be  applied  to 
the  lever  A  at  L,  or  the  lever  B  at  S,  the  point  S 
bearing  on  the  point  L,  a  power  equ^l  to  one-fiflh 
of  the  weight  P,  being  applied  to  the  point  S  of 
the  lever  B,  will  support  the  weight;  but  one- 
fourth  of  the  same  power  being  applied  to  the 
point  L  of  the  lever  B,  and  pushing  the  same  up- 
ward, will  as  effectually  depress  the  point  S  of  the 
same  lever,  as  if  the  whole  power  were  applied  at 
S ;  consequently  a  power  equal  to  one-fourth  of 
one-fifth,  that  is,  one-twentieth  of  the  weight  P, 
being  applied  to  the  point  L  of  the  lever  B,  and 
and  pushing  up  the  same,  will  support  the  weight: 
in  like  manner,  it  matters  not  whether  that  fprce 
be  applied  to  tlie  point  L  of  the  lever  B,  or  to  the 
point  S  of  the  lever  C,  since,  if  S  be  raised,  L, 
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vhich  rests  on  it,  must  be  rased  also ;  but  one- 
fifth  of  the  power  applied  at  the  point  L  of  the 
lever  C,  and  pressing  it  downwards,  will  as  eflbc- 
tually  raise  the  point  S  of  the  same  lever,  as  if  the 
whole  power  were  applied  at  S,  and  pushed  up  die 
same ;  consequently  a  power  equal  to  one^fth  of 
one-twentieth,  that  is,  one-hundredth  part  of  the 
weight  P,  being  applied  to  the  point  L  of  the 
lever  C,  will  balance  the  woght  at  the  point  S  of 
the  lever  A. 

This  method  of  combining  levers  is  frequently 
used  in  machines  and  instruments,  and  is  of  great 
service,  either  in  obtaining  a  greater  power,  or  in 
applying  it  with  more  convenience. 

The  baJaace,  an  instrument  of  very  extensive 
use  in  ccnnparing  the  wei^ts  of  bodies,  is  a  lever 
of  the  first  kind,  whose  arms  are  of  equal  length. 
The  points  from  which  the  weights  are  suspended* 
being  equally  distant  from  the  centre  of  motion, 
will  move  with  equal  velocity;  consequently,  if 
equal  weights  be  applied,  their  momenta  vrill  be 
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sion  be  in  the  same  right  line,  the  balance  will 
have  no  tendency  to  one  position  more  than  an- 
other, but  will  rest  in  any  position  it  may  be 
placed  in,  whether  the  scales  be  on  or  ofl^  empty 
or  loaded. 

If  the  centre  of  gravity  of  the  beam,  when  level, 
be  immediately  above  the  fulcrum,  the  beam  WiU^^ 
overset  by  the  smallest  action }  that  is,  the  end 
which  is  lowest  will  descend ;  and  it  will  do  this 
with  more  swiftness,  the  higher  thei  centre  of  gravity 
be,  and  the  less  the  points  of  suspension  be  loaded. 

But  if  the  centre  of  gravity  of  the  beam  be  im- 
mediately below  the  fulcrum,  the  beam  will  not 
rest  in  any  position  but  when  .  level ;  and  if  dis- 
turbed from  that  position,  and  then  left  at  liberty, 
it  will  vibrate,  and  at  last  come  to  rest  on  the  level. 
In  a  balance,  tho^fore,  the  fulcrum  ought  always 
to  be  placed  a  little  above  the  centre  of  gravity* 
Its  vibrations  will  be  quicker,  and  its  horizontal 
tendency  stronger,  the  lower  the  centre  of  gra- 
vity, and  the  less  the  weight  upon  the  points  of 
suspension. 

i.  The  friction  of  the  beam  upon  the  axis  ought 
to  be  as  little  as  possible ;  because,  should  the 
friction  be  great,  it  will  require  a  considerable 
force  to  overcome  it;  upon  which  account,  though 
one  weight  should  a  little  exceed  the  other,  it  will 
not  preponderate,  the  excess  not  being  sufficient  to 
overcome  the  friction,  and  bear  down  the  beam^^ 
The  axis  of  motion  should  be  formed  with  an  edge 
like  a  knife,  and  made  very  hard :  these  edges  are 
at  first  made  sharp,  and  then  rounded  with  a  finte 
bone,  or  piece  of  buff  leather,  which  causes  a  suffi- 
cient bluntness,  or  rolling  edge.  On  the  regular 
form  and  excellence  of  this  axis  depends  chiefly 
the  perfection  of  this  instrument 

VOL.  r.  D 
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^>  The  pivots,  vfhkh  &tm  the  axis  or  fulcinMi^ 
should  be  in  a  strai^t  line»  and  at  right  tfi^lei  t» 
the  beam. 

6.  The  arms  8b<Aild  be  as  long  as  posstUe,  rek" 
tively  to  their  thickness,  and  the  purposes  for 
ijiihich  they  are  intended ;  as  the  longer  they  are» 
ijhe  nH>re  sensible  is  the  balance. 

They  should  also  be  made  as  st^  amd  inflexible 
as  ppsdible ;  for  if  the  beam  be  too  weak,  it  will 
bead,  and  become  untrue. 

7.  The  rings,  or  the  pieces  on  which  the  axis 
h&ur%  should  be  hard  and  i^ell  polished,  parallel 
to  each  other,  and  of  an  ovai  form ;  that  the  axia 
may  always  keep  its  proper  bearing,  or  remaaa 
always  at  the  lowest  point. 

&  If  the  arms  of  a  balance  be  unequal,  the 
weights  in  equipoise  witt  be  unequal  in  the  same 
pri^rlion.  Tlie  equality  of  the  arms  is  of  osti^ 
in  scientific  pursuits,  chiefly  in  the  making  of 
weights  by  bisection.  A  balance  with  unequal 
arms  will  weigh  as  accurately  as  another  of  the 
same  workmanship  with  equal  arms,  provided  the 
standard  weight  itself  be  first  counterpoised,  then 
taken  out  of  the  scale,  and  the  thing  to  be  weighed 
be  put  into  the  scale,  and  adjusted  against  the 
counterpoise.  Or,  when  proportional  quantities  only 
are  considered,  the  bodies  under  examination  may 
be  weighed  against  the  weights,  taking  care  always 
to  put  the  weights  in  the  same  scale ;  for  then, 
though  the  bodies  may  not  be  really  equal  to  the 
weights,  yet  their  proportions  amongst  each  other 
will  bef  the  same  as  if  they  had  been  accmrately  so. 

9*  Very  delicate  balances  are  not  only  useful  in 
nice  experiments,  but  are  likewise  much  more  ex« 
j»editious  than  others  in  common  weighing.  If  a 
pair  of  Scales  with  a  certain  load  be  barely  sensible 
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to  one^enth  of  a  griiHj  it  will  require  a  consider- 
able time  to  ascertain  the  weight  to  that  degree  of^ 
accuracy,  because  the  turn  must  be  observed 
several  times  over,  and  is  very  small.  But  if  no 
greater  accuracy  were  required,  and  scales  were 
used  which  would  turn  with  one-hundredth  of  a 
^rain,  a  tenth  of  a  grain  more  or  less  would  make 
so  great  a  diflerence  in  the  turn,  that  it  would  be 
seen  immediately. 

10.  If  a  balance  be  found  to  turn  with  a  certain 
addition,  and  is  not  moved  by  any  smaller  weight, 
a  greater  sensibility  may  be  given  to  the  balance 
by  producing  a  tremulous  motion  in  its  parts. 
Thus,  if  the  edge  of  a  blunt  saw,  a  file,  or  other 
similar  instrument,  be  drawn  along  any  part  of  the 
case  or  support  of  the  balance,  it  will  produce  a 
jarring  which  will  diminish  the  friction  in  the  mov- 
ing parts  so  much,  that  the  turn  will  be  evident 
with  one-third,  or  one-fourth  of  the  addition  that 
would  else  have  been  required.  In  this  way,  a 
beam,  which  would  barely  turn  by  the  addition  of 
the  tenth  of  a  grain,  will  turn  with  the  thirtieth  or 
fortieth  of  a  grain. 

To  those  who  are  engaged  in  making  nice  philo- 
sophical experiments,  an  accurate  balance  is  of  the 
greatest  importance.  One  of  the  best  ever  made 
is  that  belonging  to  the  Royal  Society,  executed 
by  the  late  Mr.  Ramsden. 

The  stateraj  or  Roman  steel-yard^  is  a  lever  of 
the  first  kind  ;  and  is  used  for  finding  the  weights 
of  different  bodies,  by  one  single  weight  placed  at 
different  distances  from  the  prop  or  centre  of 
iMtion  D  (fig.  14.)  The  shorter  arm  D  G  is  of 
such  a  weight  as  exactly  to  counterpoise  the  longer 
arm  D  X.     If  this  arm  be  divided  into  as  many 
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equal  parts  as  it  will  contain,  each  equal  to  6  D, 
the  single  weight  P  (which  we  may  suppose  to  be 
one  pound)  will  serve  for  weighing  any  thing  as 
heavy  as  itself,  or  as  many  times  heavier  as  there  are 
divisions  in  the  arm  D  X,  or  any  quantity  between 
its  own  weight  and  that  quantity.  As  for  ex* 
ample,  if  P  be  one  pound,  and  placed  at  the  first 
division  1  in  the  arm  D  X,  it  will  balance  one 
pound  in  the  scale  at  W ;  if  it  be  removed  to  the 
second  division  at  %  it  will  balance  two  pounds  in 
the  scale  ;  if  to  the  third,  three  pounds ;  and  so 
on  to  the  end  of  the  arm  D  X.  If  any  of  these 
integral  divisions  be  subdivided  into  as  many  equal 
parts  as  a  pound  contains  ounces,  and  the  weight 
P  be  placed  at  any  of  these  subdivisions,  so  as  to 
counterpoise  what  is  in  the  scale,  the  pounds  and 
odd  ounces  therein  will  by  that  means  be  ascer- 
tained. 

THE  WHEEL  AND  AXIS. 

This  mechanic  power  consists  of  a  wheel  with 
an  axis  or  axle  fixed  to  it,  so  as  to  turn  round  with 
it ;  the  power  being  applied  at  the  circumference 
of  the  wheel,  the  weight  to  be  raised  is  fastened  to 
a  rope  which  coils  round  the  axle. 

A  B  (Plate  2.  fig.  1.)  is  a  wheel,  and  C  D  an 
axis  fixed  to  it,  and  which  moves  round  with  it. 
If  the  rope  which  goes  round  the  wheel  be  pulled, 
and  the  wheel  turned  once  round,  it  is  evident  that 
as  much  rope  will  be  drawn  ofi^  as  the  circumfer- 
ence of  the  wheel ;  but  while  the  wheel  turns 
once  round,  the  axis  turns  once  round ;  and  con- 
sequently the  rope  by  which  the  weight  is  sus- 
pended will  wind  once  round  the  axis,  and  the 
weight  will  be  raised  through  a  space  equal  to  the 
circumference  of  the  axis. 


The  velocity  of  the  power,  therefore,  will  be  to 
that  of  the  weight,  as  the  circumference  of  the 
whed  to  that  of  the  axis. 

That  the  power  and  the  weight  may  be  in  equi- 
librio^  Uierefore,  the  power  must  be  to  the  weight 
as  the  circumference  of  the  wheel  to  that  of  the 
axis. 

It  is  proved  by  geometry,  that  the  circumfer- 
ences of  different  circles  bear  the  same  proportion 
to  each  other  as  their  respective  diameters  do; 
consequently  the  power  is  to  the  weight,  as  the 
diameter  also  of  the  axis  to  that  of  the  wheel. 

Thus,  suppose  the  diameter  of  the  wheel  to  be 
eight  inches,  and  the  diameter  of  the  axis  to  be 
one  inch ;  then  one  ounce  acting  as  the  power  P 
will  balance  eight  ounces  as  a  weight  W ;  and  a 
small  additional  force  will  cause  the  wheel  to  turn 
with  its  axis,  and  raise  the  weight ;  and  for  every 
inch  which  the  weight  rises,  the  power  will  fall 
eight  inches. 

The  wheel  and  axis  may  be  considered  as  a  kind 
of  perpetual  lever,  of  which  the  fulcrum  is  the 
centre  axis,  and  the  long  and  short  arms  the  dia- 
meter of  the  wheel  and  the  diameter  of  the  axis. 
See  Plate  2.  fig.  2. 

From  this  it  is  evident,  that  the  longer  the 
wheel,  and  the  smaller  the  axis,  the  stronger  is  the 
power  of  this  machine  ;  but  then  the  weight  must 
rise  slower  in  proportion. 

A  capstan  is  a  cylinder  of  wood,  with  holes  in 
it,  into  which  are  put  bars,  or  levers,  to  turn  it 
round ;  these  are  like  the  spokes  of  a  wheel  with- 
out the  rim. 

Sometimes  the  axis  is  turned  by  a  winch  fas- 
tened  to  it,  which,  in  this  respect,  serves  for  a 
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wheel»  and  is  more  powerful,  in  proportion  to  tbe 
largeness  of  the  circle  it  describes,  compared  wkk 
the  diameter  of  the  axis. 

When  the  parts  of  the  axis  difier  in  thicknessi, 
and  weights  are  suspended  at  the  different  partfl^ 
they  may  be  sustained  by  one  and  the  same  power 
applied  to  the  circumference  of  the  wheel,  pro^ 
vided  the  product  arising  from  the  multiplication 
of  the  power  into  the  diameter  of  the  wheel,  be 
equal  to  the  sum  of  the  products  arising  from  the 
multiplication  of  the  several  weights  into  the  dia- 
meters of  those  parts  of  the  axis  £rom  which  they 
are  suspended. 

In  consid^ng  the  theory  of  the  wheel  and  axls^ 
we  have  supposed  the  rope  that  goes  round  the 
axis  to  have  no  sensible  thickness ;  but,  as  in 
practice  this  cannot  be  the  case,  if  it  be  a  thick 
xc^e,  or  if  there  be  several  folds  of  it  round  tbe 
4pds,  we  must  measure  to  the  middle  of  the  outside 
rope,  to  obtain  the  diameter  of  the  axis ;  for  the 
distance  of  the  weight  from  the  centre  is  increased 
by  the  coiling  up  of  the  rope. 

If  teeth  be  cut  in  the  circumference  of  a  wheel, 
and  if  they  work  in  the  teeth  of  another  wheel  of 
the  same  size  as  Plate  2.  fig.  S.  it  is  evident  that 
.both  the  wheels  will  revolve  in  the  same  time;  and 
the  weight  appended  to  the  axis  of  the  wheel  B 
will  be  raised  in  the  same  time  as  if  tbe  axis  had 
been  fixed  to  the  wheel  A.  But  if  the  teeth  of 
the  second  wheel  be  made  to  work  in  teeth  made  in 
the  axis  of  the  first,  as  at  fig.  4.,  since  every  part  of 
the  circumference  of  the  second  wheel  is  applied 
successively  to  the  circumference  of  the  axle  of 
the  first,  and  since  the  former  is  much  greatei;  than 
the  latter,  it  is  evident  that  the  first  wheel  must  go 
round  as  many  times  more  than  the  second^  as  the 
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circumference  of  tiie  second  nirheel  exceeds  that  of 
the  first  axis. 

In  order  to  a  balance  here,  the  power  must  be  to 
the  weight,  as  the  product  of  the  efrcumferences, 
or  diaiiieters  of  the  two  axes  multiplied  together, 
is  to  the  circumierences  or  diameters  of  the  two 
wheels. 

This  will  become  sufficiently  dear,  if  it  be  cdn^ 
sidersd  as  a  compound  lever,  which  was  explained 
abo^e.  Instead  of  a  combination  of  two  wheels, 
three  or  four  wheels  may  work  in  each  other,  or 
say  number ;  and  by  thus  increasing  the  number 
of  wheels,  or  by  proportioning  the  wheels  to  the 
axes,  «ny  degree  of  power  may  acquired. 

To  this  sort  of  engine  belong  aU  cranes  for  rais- 
ing great  weights;  and  m  this  case,  the  wheel  may 
have  cogs  all  round  it  instead  of  handles ;  and  a 
small  lanthom,  or  trundle,  may  be  made  to  work 
m  the  cogs,  and  be  tamed  by  a  winch ;  which 
will  make  the  power  of  the  engine  to  exceed  the 
power  of  the  mnia  who  works  it,  as  much  as  the 
lumber  of  revolutions  of  the  winch  exceeds  those 
of  the  axle  C  D  (Plate  2.  fig.  1).  when  multiplied 
l^  the  excess  of  the  length  of  the  windi  above  the 
lengt^i  of  the  semi-diameter  of  the  axle,  added  to 
the  semi-diameter  or  half«thidcness  of  tlie  rope  IC 
by  which  the  weight  is  drawn  up.     TIius,  suppose 
the  diameter  of  the  rope  and  axis  taken  togefchet 
to  be  13  inches,  and  consequently  half  their  dia- 
meter to  he  6^  inches,  so  that  the  wei^t  W  will 
hang  at  6^  inches  perpendicular   distance   from 
b«few  ijke  centre  of  the  axle  :  now,  let  us  suj^ose 
the  wheel    A  B,   which  is  fixed  on  the  axle,  to 
have  80  -cogs,  and  to  be  turned  by  means  of  a 
wincfa  6}  inches  long,  fixed  on  the  axle  of  a 
tnindle  dT  eight  staves,  or  rounds,  working  in  the 
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cogs  of  the  wheel ;  here  it  is  plain,  that  the  winch 
and  trundle  would  make  ten  revolutions  for  one  of 
the  wheel  A  B  and  its  axis  C  D  on  which  the  rope 
K  winds  in  raising  the  weight  W ;  and  the  winch 
being  no  longer  than  the  sum  of  the  semi-dia^ 
meters  of  the  great  axle  and  ropCi  the  trundle 
could  have  no  more  power  on  the  wheel  than  a 
man  could  have  by  pulling  it  round  by  the  edge, 
because  the  winch  would  have  no  greater  velocity 
than  the  edge  of  the  wheel  has,  which  we  here 
suppose  to  be  ten  times  as  great  as  the  velocity  of 
the  rising  weight ;  so  that,  in  this  case,  the  power 
gained  would  be  as  is  10  to  1.  But  if  the  length 
of  the  winch  be  13  inches,  the  power  gained  will  be 
as  20  to  1 J  if  I9jt  inches  (which  is  long  enough 
for  any  man  to  work  by),  the  power  gained  will  be 
as  SO  to  I ;  that  is,  a  man  could  raise  30  times  as 
much  by  such  an  engine,  as  he  could  do  by  his 
natural  strength  without  it,  because  the  velocity 
of  the  handle  of  the  winch  would  be  30  times,  as 
great  as  the  velocity  of  the  rising  weight;  the 
absolute  force  of  any  engine  being  in  proportion 
of  the  velocity  of  the  power,  to  the  velocity  of  the 
weight  raised  by  it.  But  then,  just  as  much  power 
or  advantage  as  is  gained  by  the  engine,  so  much 
time  is  lost  in  working  it ;  which  is  common  in  all 
mechanical  cases  whatever. 

In  this  sort  of  machines,  it  is  requisite  to  have  a 
ratchet  wheel  on  the  end  of  the  axle  C,  with  a 
catch  to  fall  into  its  teeth ;  which  will  at  any  time 
support  the  weight,  and  keep  it  from  descending, 
if  the  person  who  turns  the  handle  should,  through 
inadvertency  or  carelessness,  quit  his  hold  while 
the  weight  is  raising.  By  this  means,  the  danger 
is  prevented  which  might  otherwise  lumpen  by  the 
running  down  of  the  weight  when  left  at  liberty. 
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THE  PULLEY. 

The  pulley  is  a  small  wheel  turmng  on  an  axis, 
with  a  drawing  rope  passing  over  it :  the  small 
wheel  is  usually  called  a  sheeve,  and  is  so  fixed  in  a 
^oxs  or  blocks  as  to  be  moveable  round  a  pin  passing 
through  its  centre. 

Pulleys  are  of  two  kinds.  1.  Fired,  which  do 
not  move  out  of  their  places.  2,  Moveable,  wldch 
rise  and  fall  with  the  weight. 

When  a  pulley  is  fixed,  as  Plate  2.  fig.  5.  two 
equal  weights,  suspended  to  the  ends  of  a  rope 
passing  over  it,  will  balance  each  other ;  for  they 
stretch  the  rope  equally ;  and  if  either  of  them  be 
puUed  down  through  any  given  space,  the  other 
will  rise  through  an  equal  space  in  the  same  time ; 
and  consequently,  as  the  velocities  of  both  are 
equal,  they  must  balance  each  other.  This  kind 
of  pulley,  therefore,  gives  no  mechanical  advan- 
tage ;  so  that  you  can  raise  no  greater  weight  by 
it  than  you  could  do  by  your  natural  strength.  Its 
use  consists  in  changing  the  direction  of  the 
power,  and  sometimes  enabling  it  to  be  applied 
with  more  convenience.  By  it,  a  man  may  raise  a 
weight  to  any  point,  without  moving  from  the 
place  he  is  in  ;  whereas,  otherwise,  he  would  have 
been  obliged  to  ascend  with  the  weight :  it  also 
enables  several  men  together  to  apply  their  strength 
to  the  weight  by  means  of  the  rope. 

The  moveable  pulley  represented  at  A,  (Plate  2. 
fig.  6.)  is  fixed  to  the  weight  W,  and  rises  and 
fiedls  with  it.  In  comparing  this  to  a  lever,  the  ful* 
cram  must  be  considered  as  at  A  (Fig.  6.) ;  the 
weight  acts  upon  the  centre  c,  and  the  power  is 
applied  at  the  extremity  of  the  lever  IX  The  power. 


therefore)  being  twice  as  &r  from  the  fiilcnim  u 
the  weight  is,  the  propOTtion  between  the  power 
and  weight,  in  order  to  balance  each  other,  must  be 
as  1  to  2.  Whence  it  appears,  that  the  use  of  this 
pulley  doubles  the  power;  and  that  a  man  maj 
raise  twice  as  much  by  it  as  by  his  strength  alone. 
Or  it  may  be  considered  in  this  way;  every  move- 
able pulley  hangs  by  two  ropes  equally  stretched, 
and  which  must,  consequently,  bear  equal  parts  of 
tiie  weight;  but  the  rope  A  B  being  made  fast  at 
B,  half  the  weight  is  sustained  by  it ;  and  the  other 
part  of  the  rope,  to  which  the  power  is  applied, 
has  but  half  the  weight  to  support;  consequently, 
the  advantage  gained  by  this  pnlley  is  as  2  to  1. 

When  the  upper  and  fixed  block  contains  two 
pulleys  which  only  turn  upon  their  axis,  and  the 
lower  moveable  block  cootidns  also  two^  which  not 
only  turn  on  thdr  axis,  but  rise  with  the  weight  F 
(Fig.  7.)  the  advantage  gained  is  aa  4  to  1 ;  for 
each  lower  pulley  will  be  acted  upon  by  an  equal 
part  of  thewei^t;  and,  because  10  each  puU^ 
that  moves  with  the  weight,  a  double  increase  of 


top,  M  in  6g»  9»  m  different  proportioQ  between  the 
power  and  the  weight  wUl  take  place.  Here  it  is 
evident,  that  each  pulley  doubles  the  power;  thus, 
if  there  are  two  pulleys,  the  power  will  sustain  four 
times  the  weight;  if  three  pulleys,  eight  times 
the  weight;  if  four  pulleys,  sixteen  times;  and 
soon. 

When  pulleys  in  blocks  are  placed  perpendiciir 
iarly  under  each  other,  on  separate  pins,  th^y 
occupy  considerable  space,  and  would  not  in  general 
answer;  it  is,  therefore,  c<Nnmon  to  place  all  the 
poUeys  in  each  block  on  the  same  pin,  by  the  side 
of  each  other,  as  in  fig.  10;  but  the  advantage 
and  rule  for  the  power  are  the  same  here  as  in 
%.  7  and  8. 

A  pair  of  blocks  with  the  r<^  fastened  round 
it;  is  commonly  called  a  tackle. 

THE  INCLINED  PLANE. 

Thb  mechanic  power  is  of  very  great  use  in 
rolling  up  heavy  bodies,  such  as  casks,  wheelbar- 
rows, &c.  It  is  formed  by  placing  boards,  earth, 
or  other  materials  in  a  sloping  direction. 

The  force  wherewith  a  body  descends  upon  an 
inclined  plane  is  to  the  force  of  its  absolute  gravity, 
by  which  it  would  descend  perpendicularly  in  free 
space,  as  the  height  of  the  plane  is  to  its  length. 
For  suppose  the  plane  A  B  (Plate  3.  fig.  1.)  to 
be_ parallel  to  Uie  horizon,  the  cylinder  C  will  keep 
at  rest  on  any  part  of  the  plane  where  it  is  laid. 
If  the  plane  be  placed  perpendicularly,  as  A  jB, 
fig.  2,  the  cylinder  C  will  descend  with  its  whole 
force  of  gravity,  because  the  plane  contributes 
nothing  to  its  support  or  hindrance ;  and  therefore 
it  would  require  a  power  equal  to  its  whole  weight 
to  keep  it  from  descending. 


Let  A  B  (Fig.  a.)  be  a  plwie  pualld  to  the  hori- 
aon,  and  A  D  a  plane  inclined  to  it;  and  siippose 
the  whole  length  A  D  to  be  three  times  as  great  t» 
the  perpendicular  D  B.  In  this  case,  the  cylinder 
E  will  be  supported  upon  the  plane  D  A,  and  kept 
ffom  rolling,  by  a  power  equal  to  a  diird  part  oT 
the  weight  of  the  cylinder;  therefore  a  weight  may 
be  rolled  up  in  this  inclined  plane  by  a  third  part 
of  the  power  which  would  be  sufficient  to  draw  it 
up  by  the  side  of  an  upright  wall. 

It  must  also  be  evident,  that  the  less  the  angle 
of  elevation,  or  the  gentler  the  ascent  is,  the 
greater  will  be  the  weight  which  a  given  power 
can  draw  up;  for  the  steeper  the  inclined  plane  is, 
the  less  does  it  support  of  the  weight;  and  the 
greater  the  tendency  which  the  weight  has  to  rcdl, 
consequently  the  more  difficult  for  the  power  to 
support  it :  the  advantage  gained  by  this  mechanical 
power,  therefore,  is  as  great  as  its  length  exceeds 
its  perpendicular  height. 

To  the  inclined  plane  may  be  reduced  all  hat- 
chets, chisels,  and  other  edge-tools. 
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tween  the  pow^  impelling  the  wedge  downward 
and  the  resistance  of  the  wood  acting  against  the 
two  sides  of  the  wedge,  when  the  power  is  to  the 
resistance,  as  half  the  thickness  of  the  wedge  at 
its  back  is  to  the  length  of  either  of  its  sides;  be- 
cause the  resistance  then  acts  perpendicular  to  the 
sides  of  the  wedge.  But  when  die  resistance  oo' 
each  side  acts  parallel  to  the  back,  the  power  that 
balances  the  resistances  on  both  sides  will  be,  aa 
the  length  of  the  whole  back  of  the  wedge  is  te 
double  its  perpendicular  height 

When  the  wood  cleaves  at  any  distance  before 
the  wedge  (as  it  generally  does)  the  power  impell* 
ing  the  wedge  will  not  be  to  the  resistance  of  the 
wood  as  the  length  on  the  back  of  the  wedge  is  to. 
the  length  of  both  its  sides,  but  as  half  the  lei^^ 
of  the  back  is  to  the  length  of  either  side  o£  the 
deft  estimated  from  the  top  or  acting  part  of  the 
wedge.  For,  if  we  suppose  the  wedge  to  be 
lengthened  down  from  the  top  C  £  to  the  bottom 
of  the  clefl  at  D,  the  same  proportion  will  hold; 
namely,  that  the  power  will  be  to  the  resistance,  as 
half  the  length  of  the  back  of  the  wedge  is  to  the 
length  of  either  of  its  sides:  or,  which  amounts  ta 
the  same  thing,  as  the  whole  length  of  the  back  is 
to  the  length  of  both  the  sides. 

The  wedge  is  a  mechanic  power  of  great  effect, 
since  not  only  wood,  but  even  rocks,  can  be  split . 
by  it ;  which  it  would  be  impossible  to  accomplish 
by  the  lever,  wheel  and  axle,  or  pulley ;  for  the 
force  of  the  blow  or  stroke  shakes  the  cohering 
parts,  and  thereby  makes  them  separate  more 
easily. 

THE  SCREW. 

The  screw  can  scarcely  be  called  a  simple  ma- 
chine, because  it  is  never  used  without  the  appli* 
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cation  of  a  lever  or  winch  to  assist  in  turning  it; 
and  then  it  becomes  a  compound  engine  of  a  veiy 
great  force^  either  in  pressing  the  parts  of  bodies 
closer  together,  or  in  raising  great  weights.  It 
may  be  conceived  to  be  made  by  cutting  a  piec6  of 
papier,  ABC  (Plate  3.  fig.  6.)  into  the  form  of  an 
inclined  plane  or  half  wedge,  and  then  wrapping 
it  round  a  cylinder  (Fig.  7.)  the  edge  oi  the  paper 
A  C  will  form  a  spiral  line  round  the  cylinder, 
which  will  give  the  thread  of  the  screw.  It  being 
evident,  that  the  winch  must  turn  the  cylinder 
once  round,  before  the  weight  of  resistance  can  be 
moved  from  one  spiral  winding  to  another,  as  from 
d  to  e;  therefore,  as  much  as  the  circumference  of 
a  cirde  described  by  the  handle  of  the  winch  is 
greater  than  the  interval  or  distance  between  the 
^nrals,  bo  much  is  the  force  of  the  screw.  Thus^ 
supposing  the  distance  of  the  spirals  to  be  half  an 
in^,  and  the  length  of  the  winch  12  inches» 
the  circle  described  by  the  handle  of  the  winch 
where  the  power  acts  will  be  76  inches  nearly,  or 
about  152  half  inches;  and  consequently  15%  times 
as  great  as  the  distance  between  the  spirals:  and 
therefore  a  power  at  the  handle,  whose  intensity  is 
equal  to  no  more  than  a  single  pound,  will  balance 
15^  pounds  acting  against  the  screw;  and  as  much 
additional  force  as  is  sufficient  to  overcome  the 
friction  will  raise  the  152  pounds;  and  the  velocity 
of  the  power  will  be  to  the  velocity  of  the  weight, 
as  152  to  1.  Hence  it  appears,  that  the  longer  the 
wineh  is,  and  the  nearer  the  spirals  are  to  one 
another,  so  much  the  greater  is  the  force  of  the 
screw. 

A  machine  for  showing  the  force  or  power  of  the 
screw  may  be  contrived  in  the  following  manner. 
Let  the  wheel  C  have  a  screw  (Fig.  8.)  on  it!f  axis, 


WMl^g  IB  fhe  teeih  ef  the  wheel  D^  whi^  sup- 
pose to  be  48  in  number.  It  is  plant,  that  for  c^iy 
tmie  the  wheel  C  and  the  screw  are  turned  round 
by  the  winch  A,  the  wheel  D  will  be  mo^edt  one 
tooth  by  the  screw;  and  therefore,  in  48  revoliMioM 
of  the  winch,  the  wheel  D  will  be  turned  oMe 
roimd.  Then,  if  the  circun^erence  of  a  circle,  de^^ 
scribed  by  the  handle  of  the  winch  A,  be  equal  ttt 
the  drcuorferenee  of  a  groove  round  the  wheel  D^ 
the  velocity  of  the  handle  will  be  48  times  as  great 
as  the  vdocity  ef  any  given  point  in  the  gro6ve. 
Gowe^ently,  if  a  line  6  goes  round  the  grothre, 
aad  hasa  weight  of  48  pounds  hiing  to  it^  a  power 
equal  to  one  pound  at  the  handle  will  balance  and 
wapfoit  Ike  weight.  To  prove  this  by  expenment, 
let  the  drcumferences  of  the  grooves  of  the  wheels 
€  and  D  be  eqaal  to  one  another;  and  then  if  a 
weight  Hy  af  one  pound,  be  suspended  by  a  fine 
going  round  the  groove  of  the  wheel  C,  it  will 
balance  a  weight  of  48  pounds  hanging  by  the  line 
6;  and  a  small  addition  to  the  weight  H  will 
cause  it  to  descend,  and  so  raise  i?p  the  other 


K  a  line  G,  instead  of  going  round  the  groove 
of  the  wheel  D,  goes  round  its  axle  I,  the  power  of 
the  machine  will  be  as  much  increased  as  the  cir- 
cumference of  the  groove  exceeds  the  circumference 
of  the  axis:  supposing  it  to  be  six  times,  then  one 
pound  at  H  will  balance  six  times  48,  or  S88 
pounds,  hung  to  the  line  on  the  axis:  and  hence 
the  power  or  advantage  of  this  machine  will  be  as 
288  to  1.  That  is  to  say,  a  man,  who  by  his 
natural  strength  could  lift  a  hundred  weight,  will 
be  able  to  raise  288  cwts.  by  this  engine.  If  a 
tffstem  of  pulleys  were  applied  to  the  cord  H,  the 
power  would  be  increased  to  an  amazing  degree. 
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When  a  screw  acts  in  a  wheel  in  this  manner^ 
it  is  called  an  endless  screw. 

When  the  screw  is  not  employed  in  turning  a 
wheeU  it  consists  of  two  parts :  ^e  first  is  called 
the  malef  or  outside  screw,  being  cut  in  such  a 
manner  as  to  have  a.  prominent  part  going  round 
the  cylinder  in  a  spiral  manner,  which  prominent 
part  is  called  the  thread  of  the  screw :  the  other 
part,  which  is  called  the  female^  or  inside  screw,  is 
a  solid  body,  containing  a  hollow  cylinder,  whose 
concave  surface  is  cut  in  the  same  manner  as  the 
convex  sur&ce  of  the  male  screw,  so  that  the  pro- 
minent parts  of  the  one  may  fit  the  concave  parts 
of  the  other. 

A  very  considerable  degree  of  friction  always 
acts  against  the  power  in  a  screw;  but  this  is  fuUy 
compensated  by  other  advantages :  for  on  this  ac- 
count the  screw  continues  to  sustain  a  weight,  even 
after  the  power  is  removed,  or  ceases  to  act,  and 
presses  upon  the  body  against  which  it  is  driven. 
Hence  the  screw  will  sustain  very  great  weights; 
insomuch,  that  several  screws,  properly  applied, 
would  support  a  large  building,  whilst  the  foun- 
dation was  mending,  or  renewed. 

Of  COMPOUND  MACHINES. 

Although  it  be  evident  from  the  principles  de- 
livered above,  that  any  one  of  the  mechanic 
powers  is  capable  of  overcoming  the  greatest 
possible  resistance,  in  theory :  yet,  in  practice,  if 
used  singly,  for  producing  very  great  effects,  they 
would  be  frequently  so  unwieldy  and  unmanageable^ 
as  to  render  it  impossible  to  apply  them.  For  thia 
reason,  it  is  generally  found  more  advantageous  to 
combine  them  together;  by  which  means  the  power 
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is  more  easily  applied,  and  many  other  advantages 
obtained.  In  all  machines,  simple  as  well  as  com- 
pound, what  is  gained  in  power  is  lost  in  time.  Sup- 
pose that  a  man,  by  a  fixed  pulley,  raise  a  beam  to 
the  top  of  a  house  in  two  minutes,  it  is  clear  that 
he  will  be  able  to  raise  six  beams  in  twelve  minutes ; 
bat  by  means  of  a  tackle,  with  three.lower  pulleys, 
he  will  raise  the  six  beams  at  once  with  the  same 
ease  as  he  before  raised  one;  but  then  he  will  be 
six  times  as  long  about  it,  that  is,  twelve  minutes: 
thus  the  work  is  performed  in  the  same  time 
whether  the  mechanical  power  be  used  or  not. 
But  the  convenience  gained  by  the  power  is  very 
great ;  for  if  the  six  beams  be  joined  in  one,  they 
may  be  raised  by  the  tackle,  though  it  would  be 
impossible  to  move  them  by  the  unassisted  strength 
of  one  man. 

Consequently,  if  by  any  power  you  are  able  to 
raise  a  pound  witli  a  given  velocity,  it  will  be  im- 
possible, by  the  help  of  any  machine,  to  raise  two 
pounds  with  the  same  velocity ;  yet,  by  the  assist- 
ance of  a  machine,  you  may  raise  two  pounds  ¥rith 
half  that  velocity,  or  even  one  thousand  with  the 
thousandth  part  of  that  velocity;  but  still  there  is 
no  greater  quantity  of  motion  produced,  when  a 
thousand  pounds  are  moved,  than  when  one  pound 
is  moved;  the  thousand  pounds  moving  propor- 
tionally slower. 

No  real  gain  of  force  is,  therefore,  obtained  by 
mechanical  contrivances:  on  the  contrary,  from 
friction,  and  other  causes,  force  is  always  lost;  but 
by  machines  we  are  able  to  give  a  more  convenient 
direction  to  the  moving  power,  and  to  apply  its 
action  at  some  distance  from  the  body  to  be  moved, 
which  is  a  circumstance  of  infinite  importance.  By 
machines,  also,  we  can  so  modify  the  energy  of  the 

VOL.  I.  E 


90  MKCHAMC  roWEM. 

■wring  pow«r»  u  to  obtAiD  efiects  ^fhich  it  eouU 
Jtat  produce  without  this  modification. 

In  machines  compoaed  of  several  of  the  mecbk- 
nic  poven,  the  pover  will  be  to  the  weight,  when 
they  are  in  equilibrio,  in  a  proportion  formed  bj 
the  multiplication  of  the  several  proportionB  wbtA 
the  power  bears  to  the  weight  in  every  separate  me- 
chanic power  (^  which  the  machine  consists. 

Sui^Kwe  a  machine,  for  instance,  compoaed  of 
the  axis  in  the  wheel,  and  a  pulley;  let  the  axis 
and  wheel  be  such,  that  a  power  consisting  of  one- 
sixth  of  the  weight  will  balance  it ;  and  let  the  pul- 
leys be  such,  that  by  means  of  them  alone,  a  power 
equal  to  ooe-fourth  of  the  weight  would  supprat  it : 
then,  by  means  of  the  axis  in  the  wheel,  and  the 
pulleys  combined,  a  power  equal  to  one-fourth  of 
one-sixlji,  that  is,  l-34th  of  the  weight,  will  be  in 
equilibrio  with  it. 

In  contriving  machines,  simplici^  ought  particu- 
larly to  be  attended  to;  for  a  complicated  machine 
is  not  only  more  expensive,  and  more  apt  to  be  out 
of  order,   but  there  is  also  a  greater  degree  of 
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of  the  pinion  5,  then  the  pinion  iriU  go  If  times 
round  for  once  of  the  wheel,  because  60^  difidttd 
by  ^f  gives  12  for  a  quotient. 

Hence,  if  you  have  any  number  of  wheels  act* 
iog  on  so  many  pinions,  you  must  divide  theproduct 
of  the  teeth  in  the  wheels  by  those  in  the  pinions^ 
and  the  quotient  will  give  the  number  of  turns  of 
the  last  pinion  in  one  turn  of  the  first  wheel.  Thut^ 
if  a  wheel  A  (Plate  3.  fig.  9.  of  48,  acts  on  a  pinion 
B  of  8,  on  whose  axis  there  is  a  wheel  C  of  40, 
driving  a  pinion  D  of  6,  carrying  a  wheel  £  of  S6f 
wUch  moves  a  pinion  F  of  6,  carrying  an  index : 
then  the  number  of  turns  made  by  the  index,  wiH 
be  found  in  this  manner:  Vx  V^  V=*«r=a40, 
the  number  of  turns  which  the  index  will  make 
while  the  wheel  A  goes  once  round. 

Any  number  of  teeth  on  the  wheels  and  pintons 
having  the  same  ratio,  will  give  the  same  number 
of  revolutions  to  an  axis:  thus,  «x%^x  V='\VV*' 
=:i240,  as  before.  It  therefore  depends  upon  the 
skill  of  the  engineer,  or  mechanic,  to  determine 
what  numbers  will  best  suit  his  design. 

It  is  evident,  that  the  same  motion  may  be  per« 
formed,  either  by  one  wheel  and  pinion,  or  by 
many  wheels  and  pinions,  provided  tiie  number  of 
turns  of  all  the  wheels  bear  the  same  proportion 
to  all  the  pinions  which  that  one  wheel  bears  to  its 
pinion. 

When  a  wheel  is  moved  immediately  by  the 
power,  it  is  called  a  leader  ;  and  if  there  is  another 
whed  on  the  same  axis,  it  is  called  the  JblUywer. 
Thus  A,  being  moved  immediately  by  the  power,  is 
to  be  considered  as  a  leader,  and  B  as  a  fbUower; 
the  wheel  C  being  driven  by  B  becomes  a  leader, 
and  D  a  follower;  £  (Fig.  10.)  is  a  leader,  and  the 
cylinder  F  may  be  considered  as  a  follower. 
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Sometimes  the  same  wheel  acts  both  as  a  leader 
and  a  follower ;  as  in  Fig.  1 1 ,  where  B  is  moved  by 
A,  and  consequently  is  a  leader ;  while,  as  it  drives 
C,  it  is  also  a  follower.  Therefore,  as  tu  multiply 
both  the  divisors  and  dividend  by  the  same  number 
does  not  alter  the  quotient,  so  in  mechanical  cal- 
culations, every  wheel  that  is  both  a  leader  and  a 
follower  may  be  entin>ly  omitted. 

The  power  of  a  machine  is  not  at  all  altered  by 
the  size  of  the  wheels,  provided  the  proportions 
to  each  other  are  the  same.  Formerly  the  wheels 
of  engines  being  mostly  of  wood,  they  were  made 
of  a  large  size,  on  account  of  strength ;  but  now 
that  wheels  are  so  easily  made  of  cast  iron,  the 
size  of  them  is  veiy  much  diminished,  wliich  has 
the  advantage  of  occupying  much  less  room,  with 
greater  durability. 

MOVING  POWERS  IN  MACHINERY. 

Ilie  motion  of  macliines  must  be  excited  and 
kept  up  by  some  cause  which  is  called  the  maviag 
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indines  upwards,  making  a  small  angle  with  the 

horizontal  plane. 

A  horse  drawing  a  weight  over  a  single  pulley, 

can  draw  200  lbs.  for  eight  hours  a  day,  and  walk- 
ing at  the  rate  of  ^i  miles  in  an  hour,  which  is 
about  3^  feet  in  a  second ;  and  if  the  same  horse  be 
made  to  draw  240  lbs.,  he  can  work  hut  six  hours  a 
day,  and  cannot  go  quite  so  fast.  To  this  may  be 
referred  the  working  of  horses  in  all  sorts  of  mills 
and  water-works,  where  we  ought  to  know,  as-near 
as  we  can,  how  much  we  make  every  horse  draw,, 
that  we  may  judge  of  what  the  effect  will  be  when- 
proper  allowance  shall  have  been  made  for  all  the 
frictions  and  hindrances,  before  we  cause  any  ma- 
chine to  be  erected. 

When  a  horse  draws  in  a  mill,  or  gin  of  any 
kind,  great  care  should  be  taken  that  the  hoj;se- 
walk,  or  circle  in  which  he  moves,  be  large  enough 
in  diameter,  otherwise  the  horse  cannot  exert  all 
his  strength;  for,  in  a  small  circle,  the  tangent 
in  which  the  horse  draws  deviates  more  from  the 
circle  in  which  he  is  obliged  to  go,,  thau  in  a 
larger  circle.  The  horse-walk  should  not  be  less 
than  40  feet  in  diameter,  when  there  is  room  for  it. 
In  a  walk  of  19  diameter,  it  has  been  calculated 
that  a  hoi-se  loses  two-fifths  of  liis  strength. 

The  worst  way  of  applying  the  force  of  a  horse 
is  to  make  him  carry  or  draw  up  hill ;  for,  if  the  hill 
be  steep,  three  men  will  do  mpre  than  a  horse ; 
each  man  loaded  with  100  lbs.  will  move  up  faster 
than  a  horse  that  is  loaded  with  300  lbs.  This  is 
owing  to  the  position  of  the  parts  of  a  man's  body, 
which  are  better  adapted  for  climbing  than  those 
of  a  horse. 

As  a  horse,  from  the  structure  of  his  body,  can 
exert  most  strength  in  drawing  almost  horizontally 
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in  a  irtraigfat  line^  a  man  exerts  the  least  strength 
that  way;  as,  for  example*  if  a  man  weighing 
140  Ifos.,  walking  by  a  river  or  canal  side»  draws 
along  a  boat,  or  barge,  by  means  of  a  rope  coming 
over  his  shoulders,  or  otherwise  fastened  to  his 
body,  he  cannot  draw  above  S7  lbs.,  or  about  1-S7th 
a£  what  a  horse  can  draw  in  that  case.  Five  men 
are  about  equal  in  strength  to  one  horse,  and  estn 
with  the  same  ease  push  round  the  horizontal 
beam  in  a  40  foot  walk ;  but  three  of  the  same 
men  will  push  round  a  beam  in  a  19  foot  walk, 
which,  a  horse,  (otherwise  equal  to  five  men)  can 
but  draw  round. 

A  man  turning  a  horizontal  windlass  by  a 
handle,  or  winch,  should  not  have  above  30  lbs« 
weight  acting  against  him,  if  he  is  to  work  ten 
hours  a  day,  and  raise  the  weight  at  the  rate  of 
three  feet  and  a  half  in  a  second.  This  supposes, 
however,  that  the  semi-diameter  of  the  windlass  is 
equal  to  the  distance  from  the  centre  to  the  elbow 
of  the  handle ;  for  if  there  be  a  mechanical  advan- 
tage, as  there  usually  is,  by  having  the  diameter  of 
the  axle  on  which  the  rope  winds  four  or  five  times 
less  than  the  diameter  of  the  circle  described  by 
the  hand,  then  may  the  weight  (taking  in  also  the 
resistance,  on  account  of  the  friction  and  stifihess 
of  the  rope)  be  four  or  five  times  greater  than 
SO  lbs. ;  that  is,  so  much  as  it  rises  slower  than  the 
hand  moves. 

In  this  operation,  the  efiect  of  a  man^s  force 
varies  in  every  part  of  the  circle  described  by  the 
handle.  The  greatest  force  is,  when  a  man  pulls 
ihe  handle  upwards  from  about  the  height  of  his 
knees  ;  and  the  least  force  when  (the  handle  being 
at  top)  he  thrusts  from  him  horizontally;  then 
again  the  efiect  becomes  greater,  as  a  man  lays  on 
his  weight  to  push  down  the  handle ;    but  that 
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action  cannot  be  so  great  as  when  he  puUs  up, 
because  he  lays  on  no  more  than  the  "whole  weight 
of  his  body ;  whereas,  in  pulling,  he  can  exert  his 
whole  strength.  Lastly,  he  has  but  small  force  to 
pull  the  handle  towards  him  horizontally,  when  at 
its  lowest* 

Let  us  suppose  a  man  of  moderate  strength  to 
weigh  140  lbs. ;  he  may  in  the  four  principal  parts 
of  pushing  and  pulling,  in  the  whole  circumference 
of  motion,  exert  the  following  forces ;  viz.  in  the 
strongest  point,  a  force  equal  to  160  lbs. ;  in  the 
weakest,  a  force  equal  to  27  lbs. ;  in  the  next  strong 
point,  190  lbs. ;  and  in  the  last,  or  second  weak 
point,  90  lbs.  Let  us  add  all  these  forces  together, 
which  will  make  347  ;  which  divide  by  4,  and  n^e 
shall  have  84^  lbs.  for  the  weight  that  a  man  might 
lift  by  a  winch,  if  he  could  exert  his  whole  force 
continually,  without  stopping  to  take  breath  ;  but 
as  that  cannot  be,  the  weight  must  return,  and 
overpower  at  the  first  weak  point,  especially  when 
the  handle  moves  slowly,  as  it  must,  if  a  man  would 
exert  his  whole  strength  all  round.  Besides,  for 
rainng  such  a  weight,  we  must  suppose  the  man 
acting  always  along  the  tangent  of  the  circle  of 
motion,  which  does  not  happen  in  the  operation. 
Then  there  must  be  a  sufficient  velocity  given, 
that  the  force  applied  at  the  strong  points  may  not 
be  spent  before  the  hand  comes  to  the  weak  ones, 
so  that  it  is  difficult  for  a  man  to  continue  that 
irregular  motion ;  and,  therefore,  when  there  are 
no  other  advantages,  the  resistance  ought  to  be  but 
30  lbs.  If  a  fly  be  added  to  the  windlass  when  the 
motion  is  pretty  quick,  as  about  four  or  five  feet 
in  a  second,  a  man  may  for  a  little  while  act  with 
a  force  of  80  lbs.  and  work  a  whole  day  with  a  re- 
sistance of  40  lbs. 
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If  two  men  work  at  the  end  of  a  roller,  or  wind- 
lass, as  in  drawing  up  coals  or  ore  from  a  mine,  or 
water  from  a  well,  they  may  more  easily  draw  up 
70  lbs.  (still  supposing  the  weight  and  power  to 
have  equal  velocities)  than  one  man  can  30  lbs., 
provided  the  elbow  of  one  of  the  handles  be  at 
right  angles  to  the  other  ;  for  then  one  man  will 
act  at  the  strongest  point  when  the  other  acts  at 
the  weakest  point  of  the  revolution ;  by  which 
means  the  two  men  will  mutually  and  successively 
help  one  another.  A  very  common  way  is  to  put 
on  the  handles  opposite .  to  one  another,  which 
cannot  give  the  advantage  above-mentioned,  though 
there  is  some  little  force  gained  even  in  that  posi- 
tion, 'because  one  man  pulling  while  the  other 
thrusts,  works  at  the  strongest  of  the  two  weak 
points,  whilst  the  other  works  at  the  weakest,  and 
so  helps  him  a  little. 

When  a  man  carries  a  burden  upon  his  back,  he 
exierts  a  great  force  very  effectually,  many  muscles 
being  at  once  employed  in  that  operation ;  the 
muscles  of  his  neck,  back,  and  loins,  keep  his  body 
and  head  in  the  proper  position  to  sustain  the 
weight ;  those  of  his  shoulders  and  arms  help  to 
keep  it  in  its  place ;  and  the  muscles  of  his  l^s 
and  thighs  raise  the  weight  of  all  the  body  and 
burden  as  the  man  walks  along.  In  this  way  of 
working,  three  men  do  much  more  than  a  horse, 
and  two  oAen  do  as  much,  as  may  be  observed  in 
the  daily  labour  of  the  I^ndon  porters.  A  porter 
will  carry  200  lbs.  and  walk  at  the  rate  of  three 
miles  an  hour  ;  a  coal-heaver  will  carry  250  lbs. ; 
but  then  be  does  not  go  far  with  his  load.  Chair- 
men do  not  act  with  the  same  muscles  as  porters ; 
but  as  they  have  straps  brought  down  from  their 
shoulders  to  the  poles  of  the  chair,  the  muscles  of 
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the  loins  and  back  are  concerned,  and  likewise  the 
extensors  of  the  legs  and  thighs  ;  two  of  them  will 
walk  with  300  lbs.  (that  is,  150  lbs.  each,)  at  the 
rate  of  four  miles  an  hour. 

The  last  and  most  effectual  way  of  a  man's  ex- 
erting his  strength,  is  in  rowing  a  boat ;  he  there 
acts  with  more  muscles  than  in  any  other  oper- 
ation ;  and  the  weight  of  his  body  also  assists  him. 

FRICTION. 

By  friction  is  meant  the  rubbing  of  bodies 
against  each  other.  The  subject  of  friction  is  of 
great  importance  in  mechanics,  as,  in  consequence 
of  it,  the  actual  performance  of  machines  is  much 
less  than  what  might  be  expected  from  calculation. 

However  smooth  bodies  may  appear  to  the  eye, 
yet  if  they  are  examined  with  a  microscope,  nume- 
rous inequalities  will  be  observed,  and  when  sur- 
faces move  over  each  other,  the  prominences  of 
one  fall  into  the  hollows  of  another,  and  some 
force  must  be  required  to  lift  or  drag  one  over  the 
other,  or  its  prominences  must  be  broken  off. 

Friction  is  greater  in  moving  bodies  in  propor- 
tion to  their  weight  or  pressure  against  each  other: 
and  also  in  some  degree  in  proportion  to  the  velo- 
citv  of  their  motion. 

Polished  substances,  as  might  be  expected,  have 
less  friction  than  rough  ones ;  and  oil,  grease,  and 
black  lead,  by  filling  up  the  inequalities  of  the 
surfaces  of  bodies,  lessen  the  friction. 

Metals  have  more  friction  when  moving  on 
metals  of  the  same  kind,  than  when  they  move  on 
different  metals.  Thus,  steel  and  brass  are  fre- 
quently employed  together  to  lessen  the  friction  : 
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this  may  be  seen  in  clocks  and  watches,  where  the 
wheels  are  of  brass,  and  the  pinions  of  steeL 

Hard  substances,  also,  being  less  subject  to  wear, 
are  employed  to  diminish  friction ;  thus  jewels  are 
used  ih  watches  for  the  axles  of  the  wheels  to 
work  in. 

Hard  wood  rubbing  against  hard  wood  lias  less 
friction  than  when  rubbing  against  soft  wood. 

The  wearing  of  the  parts  of  a  machine,  by 
altering  the  shapes  of  the  parts,  and  increasing  the 
inequalities,  occasions  more  friction. 

The  friction  of  a  single  lever  is  very  little. 

The  friction  of  the  wheel  and  axle  is  in  propor- 
tion to  the  weight,  velocity,  and  the  diameter  of 
the  axle ;  the  smaller  the  diameter  of  the  axle,  the 
less  will  be  the  friction. 

The  friction  of  pulleys  is  very  great,  on  account 
of  the  smallness  of  their  diameters  in  proportion  to 
that  of  their  axes ;  because  they  very  oflen  bear 
against  the  blocks,  and  through  the  wearing  of 
their  wheels  and  axles. 

In  the  wedge  and  screw,  there  is  a  great  deal  of 
friction.  Screws  with  sharp  threads  have  more 
friction  than  those  with  square  threads }  and  end- 
less screws  have  more  than  either. 

The  most  complete  method  of  lessening  the 
friction  of  wheels  is  to  make  their  axles  turn  on 
the  surfaces  of  smaller  wheels,  which  hence  are 
cailedjriction  wheels. 

OF   THE    COMMUNICATION    OF    MOTION   IN 

MACHINES. 

Numerous  are  the  methods  by  which  motion 
may  be  communicated  from  one  part  of  a  machine 
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to  anodier ;  and  much  of  the  skill  of  the  aigineer 
consists  in  his  adapting  certain  methods  to  his  par- 
ticular purposes. 

Sometimes  a  simple  cord,  or  a  cord  with  puUeySy 
may  be  used.  Levers,  either  simple  or  combined^ 
and  either  straight  or  bent,  are  employed  to  omod- 
municate,  and  also  change  the  direction  of  the 
motion.  Rods  also  are  employed,  which  may  be 
carried  to  a  great  distance  by  being  connected 
together. 

But  of  all  the  methods  of  communicating  mo- 
tion, that  by  means  of  wheels  is  the  most  frequent. 
'  Wheels  may  be  made  to  turn  each  other  even 
by  the  simple  contact  of  their  surfaces  when 
pressed  together ;  or  their  circumferences  may  be 
formed  into  brushes  with  short  thick  hair,  which 
enable  them  to  turn  each  othex  with  considerable 
power ;  or  they  may  have  cords  or  straps  of  leather 
or  chainiy  passing  from  one  to  another,  and  then 
aometimes  there  are  points  or  protuberances  on 
the  rims  of  the  wheels. 

The  most  usual  method,  however,  of  making 
wheels  drive  each  other  is  by  means  of  teeth. 
These  are  either  cut  into  the  substance  of  which 
the  wheel  is  formed  when  it  is  metal;  or  formed  at 
the  same  time  as  the  rest  of  the  wheel  when  this  is 
cast  metal ;  or  formed  by  inserting  them  when  the 
wheels  are  of  wood. 

The  proper  method  of  shaping  the  teeth  of 
wheels,  so  as  to  communicate  the  motion  equably^ 
and  with  as  little  friction  as  possible,  is  a  matter  of 
very  great  nicety,  and  has  given  rise  to  much 
study  among  mechanics.  The  ends  of  the  teeth 
should  be  curves,  but  not  parts  of  circles.  They 
inay  be  formed  of  the  curve  called  the  epicycloid ; 
or  of  the  involutes  of  circles,  which  are  curves  de« 
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scribed  by  a  point  of  a  thread  wliich  has  been^ 
wound  round  the  wheel  while  it  is  uncoiled. 

A  wheel  which  has  teeth  cut  upon  the  circum- 
ferences so  as  to  project  out  in  the  plane  of  its 
face,  is  called  a  spur  wheel,  (Plate  25.  fig.  1 .) ;  and 
when  the  projection  of  the  teeth  is  at  right  angles 
to  the  face  of  the  wheel  and  parallel  to  the  axis, 
the  wheel  is  called  a  crown,  or  contrate  wheel,  as 
at  B :  C  is  a  spur  wheel. 

Sometimes  the  faces  of  the  two  wheels  are  in 
the  same  plane,  and  consequently  the  axes  parallel 
as  at  fig.  1 ;  sometimes  the  axes  are  at  right  angles 
to  each  other,  as  fig.  2.,  one  being  a  spur  and  the 
other  a  contrate  wheel :  sometimes  also  the  axes 
are  inclined  to  each  other  at  various  angles. 

A  method  much  used  for  placing  the  teeth  of 
wheels,  is  by  bevelling  the  edge,  and  cutting  the 
teeth  on  the  bevel,  by  which  means  wheels  can  turn 
each,  though  variously  inclined,  and  the  teeth  have 
also  great  .strength.  These  are  called  bevelled 
wfieels,  or  bevel  geer. 

Their  principle  consists  in  two  cones  rolling  on 
the  surface  of  each  other,  as  the  cone  A  and  B- 
revolving  on  their  centres  a  b^ac  (Plate  4.  fig.  4); 
if  their  bases  are  equal,  they  will  perform  their 
revolutions  in  one  and  the  same  time ;  or  any  other 
two  points  equally  distant  from  the  centre  a,  as 
rf  1,  rf  2,  rf  3,  &c.  will  revolve  in  the  same  time  as 
jTl, ^ 2, y" 3,  &c.  In  the  like  manner,  if  the 
cones  a  d  ehe  twice  the  diameters  at  the  base  d  e, 
as  the  cones  a^e  are,  then  if  they  turn  about  their 
centres  when  the  cone  a  f  d  (Fig.  5.  and  6.)  has 
made  one  revolution,  the  cone  a  d  e  will  have 
made  but  half  a  revolution ;  or  when  a  f  e  has 
made  two  revolutions,  a  d  e  will  have  made  but 
one,  and  every  part  equally  distant  from  the  centre 
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flf,  as  y  1,  y  2,  y  3,  &c.  win  have  made  two  revo- 
lutions to  e  1,  e  2,  e  3,  &c.  and  if  the  cones  were 
fluted,  or  had  teeth  cut  in  them,  diverging  from 
the  centre  a  to  the  bases  d  c^  e  f  (Fig.  7)>  they 
would  then  become  bevel-geer.  The  teeth  at  the 
point  of  the  cone  being  small,  and  of  little  use, 
may  be  cut  off  at  E  and  F  (Fig.  7.  and  8.)  where 
the  upright  shaft  a  A,  with  the  bevel-wheel  c  rf, 
turns  the  bevel- wheel  ef  with  its  shaft  b  g^  and 
the  teeth  work  freely  into  each  other.  The  teeth 
may  be  made  of  any  dimension,  according  to  the 
strength  required;  and  this  method  will  enable 
them  to  overcome  a  much  greater  resistance,  and 
work  smoother  than  a  face-wheel  and  wallower  of 
the  common  form  can  possibly  do ;  besides,  it  is  of 
great  use  to  convey  a  motion  in  any  direction,  or 
to  any  part  of  a  building,  with  the  least  trouble 
and  ftiction. 

The  method  of  conveying  motion  in  any  direc- 
tion, and  i)roportioning  or  shaping  the  wheels 
thereto,  is  as  follows :  Let  the  line  a  b  fig.  9.  re- 
present a  shaft  coming  from  a  wheel ;  draw  the 
line  c  d  to  intersect  the  line  a  b  in  the  direction 
that  the  motion  to  be  conveyed  is  intended,  which 
will  now  represent  a  shaft  to  the  intended  motion. 

Again,  suppose  the  shaft  c  rf  is  to  revolve  three 
times,  whilst  the  shaft  a  b  revolves  once;  draw 
the  parallel  line  1  /,  at  any  distance  not  too  great 
(suppose  one  foot  by  a  scale,;  then  draw  the 
parallel  line  k  k^X  three  feet  distance ;  after  which, 
draw  the  dotted  line  w  x  through  the  intersection 
of  the  shafVs  a  b  and  c  cf,  and  likewise  through  the 
intersection  of  the  parallel  lines  i  %  and  k  A:,  in  the 
points  X  and  y^  which  will  be  the  pitch-line  of  the 
two  bevel-wheels,  or  the  line  where  the  teeth  of 
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the  two  wheels  act  on  each  other,  as  may  be  seen 
iig.  10.,  where  the  motion  may  be  conveyed  in  any 
direction.  *  " 

Hook's  universal  joint,  as  represented  Plate  4. 
fig.  11.,  may  be  applied  to  commanicate  motion 
instead  of  bevel-geer,  where  the  speed  is  to  be  con- 
tinued the  same,  and  where  the  angle  does  not 
exceed  SO  or  40  degrees,  and  the  equality  of 
motion  is  not  regarded ;  for  as  it  recedes  from  a 
right  line,  its  motion  becomes  more  irregular. 
This  joint  may  be  constructed  by  a  cross,  as  repre- 
sented in  the  figure ;  or  with  four  pins  fastened  at 
right  angles  upon  the  circumference  of  a  hoop,  or 
solid  ball.  It  is  of  great  use  in  cotton  mills,  where 
the  tumbling  shafts  are  continued  to  a  great  dis- 
tance from  the  moving  power.  But  by  applying 
this  joint,  the  shafb  may  be  cut  into  convenient 
lengths,  by  which  it  will  be  enabled  to  overcome 
greater  resistance. 

REGULATION  OF  MOTION  BY  FLY  WHEELS. 

In  all  machines,  the  moving  power  acts  with 
more  or  less  irregularity,  being  sometimes  stronger, 
and  at  other  times  weaker. 

To  correct  this,  and  render  the  motion  uniform, 
an  additional  part,  called  a  JS^,  is  sometimes  im- 
plied, which  is  generaUy  either  a  heavy  wheel,  or 
a  cross  bar  loaded  with  equal  weights.  This, 
being  made  to  revolve  about  its  axis,  keeps  up  the 
force  of  the  powelr,  and  distributes  it  equally  in  all 
parts  of  its  revolution  ;  for,  on  account  of  its 
weight,  a  small  variation  in  force  does  not  sensibly 
alter  its  motion ;  whilst  friction,  and  the  resistance 
of  the  machine,  prevent  it  from  accelerating.     If 
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the  motion  of  the  machine  slackens,  it  helps  it 
forward  :  if  it  tends  to  move  too  fast,  it  will  keep 
it  back. 

Every  regtilating*wheel  should  be  fixed  upon 
that  axis  where  the  motion  is  swiftest,  and  should 
be  heavy  when  the  motion  is  designed  to  be  slow, 
and  light  where  it  is  designed  to  be  swift.  In  all 
cases,  the  centre  of  motion  should  coincide  with 
the  centre  of  gravity  of  the  wheel.  The  axis  may 
be  either  perpendicular,  or  parallel  to  the  horizon. 

A  onall  force  is  sufficient  to  put  a  heavy  wheel 
in  motion,  which,  if  long  continued,  will  accumu- 
late in  such  a  manner,  as  to  produce  effects  in 
raising  weights  and  overcoming  resistances,  that 
could  not  by  any  means  be  accomplished  by  the 
aj^cation  of  the  original  moving  force. 

On  this  subject,  Mr.  Atwood  has  demonstrated, 
that  a  force  of  20  pounds  applied  for  87  seconds  to 
the  circumference  of  a  cylinder  of  a  10  feet  radius, 
and  weighing  47IS  pounds,  would,  at  the  distance 
of  one  foot  from  the  centre,  give  an  impulse  to  a 
musket  ball  equivalent  to  wh^t  it  receives  from  a 
full  charge  of  gunpowder.  The  same  effect  would 
be*  produced  in  six  minutes  and  ten  seconds  by  a 
man  turning  the  cylinder  with  a  winch  one  foot 
long,  in  which  he  constantly  exerted  a  force  of  20 
pounds.  In  this  case,  however,  there  is  no  abso* 
lute  increase  of  power ;  for  the  cylinder  has  no 
principle  of  motion  in  itselt^  and  cannot  have  more 
than  it  receives. 

This  accumulation  of  motion,  however,  in  heavy 
wheels,  is  of  great  sci*vice  in  the  construction  of 
machines  for  various  purposes,  rendering  them 
much  more  powerful,  and  easy  to  be  worked  by 
animals,  as  well  as  more  regular  and  steady,  when 
set  in  motion  by  water,  or  any  inanimate  power. 
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Hence  the  use  of  flies,  ballast-wheels,  &c.  which 
are  commonly  supposed  to  increase  the  power  of  a 
machine,  though  in  reality  they  take  something 
from  it,  and  act  upon  a  different  principle. 

In  all  machines  in  which  flies  are  used,  a  consi- 
derably greater  force  must  at  first  be  applied  than 
what  is  necessary  to  move  the  machine  without  it, 
or  the  fly  must  have  been  set  in  motion  some  time 
before  it  is  applied  to  the  machine.  This  super- 
fluous power  is  collected  by  the  fly,  which  serves 
as  a  kind  of  reservoir  from  whence  the  machine 
may  be  supplied  when  the  motion  slackens. 

This,  we  must  observe,  will  always  be  the  case 
with  machines  worked  by  animals,  for  none  are 
able  to  exert  a  great  power  with  absolute  con- 
stancy :  some  intervals  of  rest,  even  though  almost 
imperceptible,  are  requisite,  otherwise  the  crea- 
ture's strength  would  in  a  short  time  be  exhausted. 
When  he  begins  to  move  in  a  machine,  he  is  vigor- 
ous, and  exerts  a  great  power  ;  in  consequence  of 
which  he  overcomes  not  only  the  resistance  of  the 
machine  itself,  but  communicates  a  considerable 
degree  of  power  to  the  fly.  The  machine,  when 
moving,  yields  for  a  time  to  a  smaller  impulse ; 
during  which  time  the  fly  itself  acts  as  a  moving 
power,  and  the  animal  recovers  the  strength  he  has 
lost.  By  degrees,  however,  the  motion  of  the 
machine  decreases,  and  the  animal  is  obliged  to 
renew  his  efforts.  The  velocity  of  the  machine 
would  now  be  considerably  increased,  were  it  not 
that  the  fly  now  acts  as  a  resisting  power,  and  the. 
greatest  part  of  the  superfluous  motion  is  lodged 
in  it,  so  that  the  increase  of  velocity  is  scarcely 
perceptible.  Thus  the  animal  has  time  to  rest 
himself,  until  the  machine  again  requires  an  in- 
creased impulse,  and  so  on  alternately.  . 
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The  case  is  die  same  with  a  machine  moved  bjc 
water,  or  by  a  weight ;  for  though  the  strength  of  ■  *: 
these  does  not  exhaust  itself  like  that  of  an  animal, 
yet  the  yielding  of  the  parts  of  the  machine  renders 
the  impulse  much  less  afler  it  begins  to  move ; 
hence  its  velocity  is  accelerated  for  some  time, 
until  the  impulse  becomes  so  small,  that  the  ma^ 
chine  requires  an  increase  of  power  to  keep  up  the 
necessary  motion.  Then  the  machine  slackens  its 
pace,  the  water  meets  with  more  resistance,  and  of 
consequence  exerts  its  power  more  fully,  and  the 
macliine  recovers  its  velocity. 

But  when  a  fly  is  added  to  the  other  p^rts,  this 
acts  first  as  a  power  of  resistance,  so  that,  the 
machine  does  not  acquire  the  velocity  it  would 
otherwise  do.  When  it  next  begins  to  yield  to  the 
pressure  of  the  water,  and  the  impulse  of  course  to 
slacken,  the  fly  communicates  part  of  its  motion  to 
the  other  parts;  so  that  if  the  machine  be  well 
made,  there  is  very  little  difference  in  the  velocity 
perceptible. 

The  truth  of  what  is  here  advanced  will  easily 
be  seen,  from  considering  the  inequality  of  motion 
in  a  clock,  when  the  pendulum  is  off,  and  how 
very  regularly  it  goes  when  regulated  by  a  pen- 
dulum, which  here  acts  as  a  fly. 

Plies  are  particularly  useful  in  any  kind  of  work 
which  is  done  by  alternate  strokes,  as  the  lifling 
of  large  pestles,  pumping  of  water,  &c.  In  this 
case,  the  weight  of  the  wheel  employed  is  a  prin- 
cipal object ;  and  the  method  of  calculating  this  is 
to  compare  it  with  the  weight  to  be  raised  at  each 
stroke  of  the  machine.  Thus,  suppose  it  is  re- 
quired to  raise  a  pestle  SO  pounds  weight  to  the 
height  of  one  foot,  60  times  in  a  minute  ;  let  the 
diameter  of  the  fly  be  seven  feet,  and  suppose  the 
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pestle  to  be  lifted  once  at  every  revolution  of  the 
fly ;  we  must  then  consider  what  weight,  passing 
through  S2  feet  in  a  second,  will  be  equivalent  to 
90  pounds  moving  through  one  foot  in  a  second. 
This  will  be  30  divided  by  22,  or  i;^  pounds. 
Were  a  fly  of  this  kind  to  be  applied,  therefore^ 
and  the  machine  set  a-going,  the  fly  would  just  be 
able  to  lift  the  pestle  (Mice,  after  the  moving  power 
was  withdrawn :  but  by  increasing  the  weight  of 
the  fly  to  10,  12,  or  20  pounds,  the  machine,  when 
left  to  itself,  would  make  a  considerable  number  of 
strokes,  and  be  worked  with  mudi  less  labour  than 
if  no  fly  had  been  used,  though,  no  doubt,  at  the 
first,  it  w6ukl  be  found  a  considerable  incumbrance 
to  the  motion.. 

This  is  equally  applicable  to  the  action  of 
pumps  i  but  Uie  weight  which  can  be  most  advan- 
tageously given  to  a  fly,  has  never  yet  been  deter- 
mined by  mechanics.  It  is  certain,  however,  that 
the  fly  does  not  communicate  any  absolute  increase 
of  power  to  the  machine  ;  for  if  a  man,  or  other 
animal,  is  not  able  to  set  any  engine  in  motion 
without  a  fly,  he  will  not  be  able  to  do  it  though  a 
fly  be  applied,  nor  will  be  able  to  keep  it  in  motion, 
though  set  a-going  with  a  fly,  by  means  of  a  greater 
power. 

This  may  seem  to  be  contradicted  by  the  ex- 
ample of  a  common  clock ;  for  if  the  pendulum  be 
once  stopped,  the  weight  is  not  able  to  set  it  in 
motion  again,  though  it  will  keep  it  going  when 
once  put  in  motion  by  an  external  power.  This, 
however,  depends  not  upon  the  insufficiency  of 
the  weight,  but  on  the  particular  mechanism  of 
fche  pallet-wheel,  which  is  such,  that  when  once 
ihQ  pendulum  is  stepped,  it  would  require  a  much 
greater  weight  than  that  commonly  applied  to  set 
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it  in  motioii ;  and  if  the  usual  i^eight  were  to  act 
fairly,  it  would  be  more  than  sufficient  to  move  all 
the  madiinery,  and  make  the  pendulum  vUnn^ 
also  with  much  greater  force  than  it  does. 

OF  MILLS. 

A  milU  in  the  strict  sense  of  the  word,  signifies 
a  machine  ^  grinding  com,  though  the  term  notf- 
work  is  frequently  applied  to  all  kinds  of  ma- 
chinery  where  large  wheels  ace  used. 

Mills  are  distinguished  into  various  kinds,  either 
according  to  the  powers  by  which  they  are 
movedy  or  the  uses  to  which  they  are  applied. 
Thus,  there  are  water-mUs^  horse-mils^  and  wnd-- 
milb  ;  Cornells fJulUng-mittSf  pawder-miUs^  boring- 
mlls^kc 

The  limits  of  this  work  not  permitting  us  to 
enter  into  the  detail  of  all  these  difierent  sorts  of 
mills,  we  shall  confine  ourselves  to  that  most  useful 
machine,  the  com-milL 

In  aincient  times,  corn  was  ground  only  by  hand- 
raiUs  consisting  of  two  stones  similar  to  those  used 
in  water-mills,  but  much  smaller,  the  upper  one 
having  a  piece  of  wood  fixed  into  it  to  move  it  by. 
They  are  still  used  in  some  parts  of  Scotland,  and 
are  called  querns. 

These,  however,  have  given  place  to  water-mills 
and  wind-mills,  which  are  now  commonly  used. 

Water-mills  are  of  three  kinds: — breasUmiUs^ 
undershot-mills^  and  overshot-mUls^  according  to  the 
manner  in  which  the  water  is  applied  to  the  great 
wheel.  In  the  first,  the  water  falls  down  upon  the 
wheel  at  right  angles  to  theJloaUboards^  or  bucket, 
placed  ail  round  the  wheel  to  receive  it  In  the 
which  is  used  where  there  is  no  fall  of 
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water,  the  .fttream  strikes  the  float-boards  at  the 
lower  part  of  the  wheel.  In  the  third,  the  water 
is  pourejd  over  the  top,  and  is  received  in  buckets 
formed  all  roudd  the  wheel. 

■  The  following  is  a  description  of  a  corn-mill  of 
the  most  common  sort : 

A  B  (Plate  S.  fig.  12.)  is  the  water  wheel,  which 
is  generally  from  18  to  24  feet  in  diameter,  reck- 
oned from  the  outermost  edge  of  any  float-board  at 
A,  to  that  of  the  opposite  one  at  B.  The  water 
striking  on  the  floats  of  this  wheel,  drives  it  round, 
and  gives  motion  to  the  milU  The*  wheel  is  fixed 
upon  a  very  strong  axis,  or  shaft  C,  one  end  of 
.which  rests  on  D,  and  the  other  on  £,  within  the 
-mill-house. 

On  this  shaft,  or  axis,  and  within  the  mill-house, 
is  a  wheel  F,  about  eight  or  nine  feet  in  diameter, 

•  having  cogs  all  round,  which  work  in  the  upright 
staves,  or  rounds,  of  a  trundle  G.  This  trundle  is 
fixed  upon  a  strong  iron  axis,  called  the  spindle, 
the  lower  end  of  which  turns  in  a  brass  foot  fixed 
at  H,  in  a  horizontal  beam  H,  called  the  bridge- 
tree  ;  and  the  upper  end  of  the  spindle  turns  in  a 
wooden  bush  fixed  into  the  nether  milUstone, 
which  lies  upon  beams  in  the  floor  I.    The  top 

•  of  the  spindle  above  the  bush  is  square,  and  goes 
into  a  square  hole  in  a  strong  iron  cross,  ah  c  d 
(Kg.  13.),  called  the  ryndj  under  which,  and 
close  to  the  bush,  is  a  round  piece  of  thick  leather 
upon  the  spindle,  which  it  turns  round  at  the  same 
time  as  it  does  the  rynd. 

The  rynd  is  let  into  grooves  in  the  under  sur- 
face of  the  running  mill-stone  K,  and  so  turns  it 
4  round  in  the  same  time  that  the  trundle  G  is 
"^turned  round  by  the  cog-wheel  F.    This  mill-stone 
has  a  large  hole  quite  through  its  middle,  called 
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the  eye  of  the  stone^  through  which  the  middle 
part  of  the  rynd  and  upper  end  of  the  spindle  may 
be  seen  ;  whilst  the  four  ends  of  the  rynd  lie  below 
the  stone  in  their  grooves. 

One  end  of  the  bridge-tree  which  supports  the 
spindle  rests  upon  the  wall,  whilst  the  other  is  let 
into  a  beam  called  the  brayer,  L  M. 

The  hrayer  rests  in  a  mortice  at  L ;  and  the 
other  end  M  hangs  by  a  strong  iron  rod  N,  which 
goes  through  the  floor  I,  and  has  a  screw-nut  on 
its  top  at  O;  by  the  turning  of  which  niit,  the  end 
M  of  the  brayer  is  raised  or  depressed  at  pleasure, 
and  consequently  the  bridge-tree  and  the  upper 
mill-stone.  By  this  means,,  the  upper  mill-stone 
may  be  set  as  close  to  the  under  one,  or  raised  as 
b^h  £rom  it»  as  the  miller  pleases* 

The  nearer  the  mill-stones  are  to  each  other, 
the  finer  the  com  is  ground ;  and  the  more  remote 
from  one  another,  the  coarser. 

The  upper  mill-stone  is  inclosed  in  a  round  box, 
which  does  not  touch  it  any  where,  and  is  about 
an  inch  distant  from  its  edge  all  round.  On  the 
top  of  this  box  stands  a  frame  for  holding  the 
hopper  P,  to  which  is  hung  the  shoe  Q,  by  two 
lines  fastened  to  the  hinder  part  of  it  fixed  upon 
hooks  in  the  hopper,  and  by  one  end  of  the  string 
R  fastened  to  the  fore  part  of  it ;  the  other  end 
being  twisted  round  the  pin  S.  As  the  pin  is 
turned  one  way,  the  string  draws  up  the  shoe 
closer  to  the  hopper,  and  so  lessens  the  aperture 
between  them  ;  and  as  the  pin  is  turned  the  other 
way,  it  lets  down  the  shoe,  and  enlarges  the 
aperture. 

If  the  shoe  be  drawn  up  quite  to  the  hopper,  no 
com  can  fall  from  the  hopper  into  the  mill :  if  it 
be  let  down  a  little,  some  will  fall ;  and  the  quan- 
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tily  will  be  more  or  less,  according  as  the  shoe  is 
more  or  less  let  down ;  for  the  hopper  is  open  at 
bottom,  and  there  is  a  hole  in  the  bottom  of  the 
shoe,  not  directly  under  the  bottom  of  the  hopper, 
but  nearer  to  the  lowest  end  of  the  shoe,  over  the 
middle  eye  of  the  mill-stone. 

There  is  a  square  hole  in  the  top  of  the  spindle, 
in  which  is  put  the  feeder  £  (Fig.  13.)}  this  feeder, 
as  the  spindle  turns  rounds,  jogs  the  shoes  three 
times  in  each  revolution,  and  so  causes  the  com  to 
run  constantly  down  from  the  hopper  through  the 
shoe,  into  the  eye  of  the  mill-stone,  where  it  falls 
upon  the  top  of  the  rynd ;  and  is,  by  the  motion 
of  the  rynd,  and  the  leather  under  it  thrown  below 
the  upper  stone,  and  ground  between  it  and  the 
lower  one.  The  violent  motion  of  the  stone  creates 
a  centrifugal  force  in  the  com  going  round  with 
it;  by  which  means  it  gets  farther  and  farther 
from  the  centre,  as  in  a  spiral,  in  every  revolution, 
until  it  be  quite  thrown  out ;  and  being  then 
ground,  it  falls  through  a  spout,  called  the  mill* 
eye,  into  a  trough  placed  to  receive  it. 

When  the  mill  is  fed  too  fast,  the  corn  bears  up 
the  stone,  and  is  ground  too  coarse ;  and,  besides, 
it  clogs  the  mill,  so  as  to  make  it  go  too  slow. 
When  the  mill  is  too  slowly  fed,  it  goes  too  fast, 
and  the  stones,  by  their  attrition,  are  apt  to  strike 
fire.  Both  which  inconveniences  are  avoided  by 
turning  i:he  pin  S  backward  or  forward,  whicji 
draws  up  or  lets  down  the  shoe,  and  thus  Tega-^ 
lates  the  feeding,  as  the  miller  sees  convenient. 

The  heavier  the  running  mill-stone  is,  and  the 
greater  the  quantity  of  water  that  falls  upon  the 
wheel,  the  faster  will  the  mill  bear  to  be  fed ;  and 
consequently  it  will  grind  the  more.  And,  on  the 
contrary,  the  lighter  the  stone,  and  the  less  the 
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quantity  of  water,  so  much  slower  must  the  feed- 
ing be.  But  when  the  stone  is  considerably  worn, 
and  become  light,  the  mill  must  be  fed  slowly  at 
any  rate ;  otherwise  the  stone  wilt  be  too  much 
borne  up  by  the  corn  under  it,  which  will  make 
the  meal  coarse. 

The  quantity  of  power  sufficient  to  turn  a  heavy 
mill-atone  is  but  very  little  more  than  what  is  ne* 
cessary  to  turn  a.  light  one  ;  for,  as  it  is  supported 
upon  the  spindle  by  the  bridge-tree,  and  the  end 
of  the  spindle  that  turns  in  the  brass  foot  therein 
being  but  small,  the  diHerence  arising  fram  the 
weight  is  but  xcry  inconsiderable  in  its  action 
against  the  power  or  tbrce  of  the  water.  And, 
besides,  a  heavy  stone  has  the  same  advantage  as  a 
heavy  fly :  namely,  that  it  regulates  the  motion 
much  better  than  a  light  one. 

The  centrifugal  force  carrying  the  corn  towards 
the  circumference,  it  is  natural  that  it  sliould  be 
crushed  when  it  comes  to  a  place  where  the  in- 
terval between  tlie  two  mill-stones  is  less  than  its 
thickness  ^  yet  the  upper  mill-stone  being  sup- 
ported on  a  point  which  it  can  never  quit,  it  does 
not  so  clearly  appear  "why  it  should  produce  a 
greater  effect  when  it  is  heavy  than  when  it  is 
light ;  since,  ii"  it  were  equally  distant  from  tlie 
nether  mULstone,  it  could  only  be  capable  of  a 
limited  impression.  But  as  experience  proves  that 
iJiis  is  really  the  case,  it  is  necessary  to  discover 
the  cause.  The  spindle  of  the  mill-stone  being 
supported  by  a  horizontal  piece  of  timber,  about 
nine  or  ten  feet  long,  resting  only  on  both  its  ends, 
by  the  elasticity  of  this  piece,  the  upper  mill-stone 

I  is  allowed  a  vertical  motion,  playing  up  and  down  ; 
bv  which  movement,  the  heavier  the  stonei  an* 
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the  more  forcibly  is  the  com  wedged  in  between 
them.  / 

In  order  to  cut  and  grind, the  corn,  both  the 
upper  and  under .  mill-stones  have  channels  or  fur- 
rows cut  into  them,  proceeding  obliquely  from 
the  centre  to  the  circumference.  These  furrows 
are  cut  perpendicularly  on  one  side  and  obliquely 
on-  the  other,  which  gives  each  furrow  a  sharp 
edge;  and  in  the  two  stones  they  come,  as  it  were, 
against  one  another,  like  the  edges  of  a  pair  of 
scissors  and  so  cut  the  corn,  to  make  it  grind  the 
easier,  when  it  falls  upon  the  places  between  the 
furrows.  These  are  cut  the  same  way  in  both 
stones,  when  they  lie  upon  their  backs,  which  makes 
them  run  crossways  to  each  other  when  the  upper 
stone  is  inverted  by  turning  its  furrowed  surface 
towards  that  of  the  lower  j  for,  if  the  furrows  of 
both  stones  lay  the  same  way,  a  great  deal  of  the 
corn  would  be  driven  onward  in  the  lower  furrows, 
and  so  come  out  from  between  the  stones,  without 
being  either  cut  or  bruised. 

The  grinding  surface  of  the  under  stone  is  a 
little  convex  from  the  edge  to  the  centre,  and  that 
pf  the  upper  stone  a  little  concave;  so  tliat  they 
are  farthest  from  one  another  in  the  middle,  and 
approach  gradually  nearer  towards  the  edges.  By 
this  means  the  corn,  at  its  first  entrance  between 
the  stones,  is  only  bruised;  but  as  it  goes  farther 
on  towards  the  circumference  or  edge,  it  is  cut 
smaller  and  smaller,  and  at  last  finely  ground,  just 
before  it  comes  out  from  between  them. 

When  the  furrows  become  blunt  and  shallow  by 
wearing,  the  running  stone  must  be  taken  up,  and 
both  stones  new  drest  with  a  chisel  and  hammer; 
and  every  time  the  stone  is  tdken  up,  there  must  be 
some  tallow  put  round  the  spindle  upon  the  bush, 
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which  will  soon  be '  melted  by  the  heat  the  spindle 
acquires  from  its  turning  and  rubbing  against  the 
bush,  and  so  will  get  in  betwixt  them ;  otherwise 
the  bush  would  take  fire  in  a  very  little  time. 

The  bush  must  embrace  the  spindle  quite  close, 
to  prevent  any  shake  in  the  motion,  which  would 
make  some  parts  of  the  stones  grate  and  fire  against 
each  other;  whilst  the  other  part^  of  them  would 
be  too  far  asunder^  and  by  that  means  spoil  the 
meal. 

Whenever  the  spindle  wears  the  bush,  so  as  to 
begin  to  shake  in  it,  the  stone  must  be  taken  up, 
and  a  chisel  driven  intQ  several  parts  of  the  bush; 
and  when  it  is  taken  out,  wooden  wedges  must  be 
forced  into  the  holes ;  by  which  means  the  bush 
will  be  made  to  embrace  the  spindle  again,  close  all 
round.  In  doing  this,  great  care  must  be  taken  to 
drive  equal  wedges  into  the  bush  on  opposite  sides 
of  the  spindle ;  otherwise  it  will  be  thrown  out  of 
the  perpendicular,  and  so  hinder  the  upper  stone 
from  being  set  parallel  to  the  under  one,  which  is 
abscdutely  necessary  for  making  good  work.  When 
any  accident  of  this  kind  happens,  the  perpendicu- 
lar  position  of  the  spindle  must  be  restored,  by 
adjusting  the  bridge-tree  with  proper  wedges  put 
between  it  and  the  brayer. 

It  often  happens,  that  the  rynd  is  a  little 
wrenched  in  laying  down  the  upper  stone  upon  it, 
or  is  made  to  sink  a  little  lower  on  one  side  of  the 
spindle  than  on  the  other ;  and  this  will  cause  one 
edge  of  the  upper  stone  to  drag  all  round  upon  the 
other,  while  the  opposite  edge  will  not  touch.  But 
this  is  eaaily  set  to  rights,  by  raising  the  stone  a 
little  with  the  lever,  and  putting  bits  of  paper,  cards, 
or  thin  chips,  between  the  rynd  and  the  stone. 
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A  less  quantit/  of  water  will  turn  an  overshot* 
mill  (in  which  the  wfaisel  has  buckets  instead  of  float- 
boards)  than  a  breast-mill,  where  the  fall  of  water 
seldom  exceeds  half  the  height  of  the  wheel;  so 
that,  when  there!  is  but  a  small  quantity  of  water, 
and  a  fall  great  enough  for  the  wheel  to  lie  under  it» 
the  bucket,  or  overshot-wheel,  is  always  used:  but 
where  there  is  a  large  body  of  water  with  a  little 
fall,  the  breast  or  float*board  wheel  must  be  used. 
Where  the  water  runs  only  upon  a  small  declivity, 
k  can  act  but  slowly  upon  the  under  part  of  the 
wheel ;  in  which  case,  the  motion  of  the  wheel  will 
be  slow;  and  therefore  the  floats  ought  to  be  very 
long,  though  not  high,  that  a  large  body  of  water 
may  act  upon  them ;  so  that  what  is  wanting  in  ve« 
lod^  may  be  made  up  in  power;  and  then  the 
cog-wheel  may  have  a  greater  number  of  cogs, 
in  proportion  to  the  rounds  in  the  trundle,  in 
order  to  give  the  mill-stone  a  sufficient  degree  of 
velocity. 

It  was  the  opinion  of  Sm£Aton,  that  the  powers 
necessary  to  produce  the  same  effect  on  an  under- 
shot-wheel, a  breast-wheel,  and  an  overshot-wheel, 
must  be  to  each  other  as  the  numbers  2.4,  1.7^» 
and  1. 

Practical  Rides  for  the  Construction  of  Mills. 

]  •  Measure  the  perpendicular  height  of  the  fall 
of  water,  in  feet,  above  that  part  of  the  wheel  on 
which  the  water  begins  to  act,  and  call  that  the 
height  of  the  fall. 

^  Multiply  this  constant  number  64.2882  by 
the  height  of  the  £dl  in  feet,  and  the  square  root 
of  the  product  will  be  the  velocity  of  the  water  at 
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the  bottom  of  the  fall,  or  the  niWih^r  of  feet  that 
the  water  there  moves  per  Mcond. 

3*  Dmde  the  veiodty  of  the  water  by  threat 
and  the  ^fMitimrxX  will  be  the  velocity  of  the  float- 
boards  of  the  wheel,  or  the  number  of  feet  they 
must  each  go  through  in  a  second,  when  the  water 
acts  upon  them  so  as  to  have  the  greatest  power  to 
turn  the  mill. 

4.  Divide  the  circumference  df  the  wheel  in  feet 
by  the  velod^  of  its  floats  in  feet  per  second,  and 
the  qnotient  will  be  the  number  of  seconds  in 
which  the  wiiaol  tarns  round. 

5.  By  this  last  number  of  seconds  divide  60, 
and  the  quotient  will  be  the  number  of  turns  of 
the  wheel  in  a  minute. 

6.  Divide  130  (the  number  of  revolutions  a  mill- 
stone four  feet  and  a  half  diameter  ought  to  have 
in  a  minute)  by  the  number  of  turns  of  the  wheel 
in  a  minute,  and  the  quotient  will  be  the  number  of 
turns  the  mill-stone  ought  to  have  for  one  turn  of 
the  wheel. 

7.  Then,  as  the  number  of  turns  of  the  wheel  in 
a  minute  is  to  the  number  of  turns  of  the  mill- 
stone  in  a  minute,  so  must  the  number  of  staves 
in  the  trundle  be  to  the  number  of  cogs  in  the 
wheel,  in  the  nearest  whole  numbers  that  can  be 
found. 

By  these  rules,  the  following  table  is  calculated 
to  a  water-wheel  18  feet  diameter,  which  may  be  a 
good  size  in  general. 
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10 

119.18 

1 

.            3 

* 

5 

~~ 
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To  construct  a  mill  by  this  table,  find  theJieigbt 
of  the  fall  of  water  in  the  first  column,  and  against 
that  height  in  the  sixth  column,  you  have  tlie 
number  of  cogs  in  the  wheel,  and  staves  in  the 
trundle,  for  causing  4,he  mill-stone,  4  feet  6  inches 
diameter,  to  make  about  ISO  revolutions  in  a 
minute,  as  near  as  possible,  when  the  wheel  goes 
with  one-third  part  of  the  velocity  of  the  water. 
And  it  appears  by  the  7th  cohimn,  thai  the  number 
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of  cogs  in  the  wheel,  and  staves  in  the  trundle,  are 
so  near  the  truth  for  the  required  purpose,  that  the 
least  number  of  revolutions  of  the  mill^stone  in  a 
minute  is  118,  and  the  greatest  number  never  ex- 
ceeds 121;  which  is  according  to  the  speed  of 
some  of  the  best  mills. 

It  is  of  the  greatest  consequence  to  have  the 
teetli  of  wheels  so  formed,  that  the  pressure  by 
which  one  of  them  urges  the  other  round  its  axis» 
be  constantly  the  same.  This  is  by  no  means  the 
case  when  the  common  construction  of  a  spur- 
wheel,  acting  in  the  cylindrical  staves  of  a  lantern, 
or  trundle,  is  used.  The  ends  of  teeth  should 
never  be  formed  of  parts  of  circles,  but. of  a  par- 
ticular curve,  called  the  epicycloid^  which  is  formed 
by  moving  the  circle  D  (Fig.  18.)  called  the 
generating  circle,  round  the  circumference  of 
another  circle  £,  while^  it  turns  also  round  its  own 
centre ;  then  any  point  o  will  describe  an  epicycloid. 

If  a  point  a  (Fig  12.)  on  the  circumference  of 
the  circle  B,  proceed  along  the  plane  a  C,  in  a 
right  line,  and  at  the  same  time  revolve  round  its 
centre,  it  will  describe  a  cycloid* 

Emerson  observes,  that  the  teeth  of  wheels 
ought  not  to  act  upon  each  other  before  they  arrive 
at  the  line  which  joins  their  centres;  and  though 
the  inner  or  under  sides  of  the  teeth  may  be  of  any 
form,  yet  it  is  better  to  make  both  sides  alike,  which 
will  serve  to  make  the  wheels  turn  backwards.  The 
more  teeth  that  work  together,  the  better ;  at  least, 
one  tooth  should  always  begin  before  the  other  has 
done  working.  The  teeth  ought  to  be  so  disposed, 
as  not  to  trouble  or  hinder  one  another  before  they 
begin  to  work. 

If  the  cogs  of  a  wheel  and  rounds  of  a  trundle 
could  be  put  in  as  exactly  as  the  teeth  are  cut  in 
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the  wheels  and  pinions  of  a  clock,  then  the  trundle 
might  divide  the  wheel  exactly;  that  is  to  say»  the 
trandle  might  make  a  given  number  of  revolutions 
for  one  of  the  wheel,  without  a  fraction.  But  as 
any  exact  number  is  not  necessary  in  mill-work, 
and  the  cogs  and  rounds  cannot  be  set  in  so  truly 
as  to  make  all  the  intervals  between  them  equal,  a 
skilful  mill-wright  will  always  give  the  wheel  what 
he  calls  a  hunting  cog  ;  that  is,  one  more  than  what 
will  answer  to  an  exact  division  of  the  wheel  by 
the  trandle.  And  then,  as  every  cog  comes  to  the 
trundle,  it  will  take  the  next  staff,  or  round,  behind 
the  one  which  it  took  in  the  former  revolution ;  and 
by  that  means,  will  wear  all  the  parts  of  the  cogs 
and  rounds  which  work  upon  one  another  equally, 
and  to  equal  distances  from  one  another,  in  a  little 
time. 

ITie  Method Jbr  setting  out  a  Spur^  Wheel  and 

Wallower. 

Draw  the  pitch  lines  A  1,  B  1,  A  2, 2  B,  (Plate  4. 
fig.  1.)  then  divide  them  into  the  number  of  teeth 
or  cogs  required,  as  a  6  c. 

Divide  one  of  those  distances,  as  &  c,  into  seven 
equal  parts,  as  1,  2,  3,  4,  5,  6,  7>  allow  three  parts 
for  the  thickness  of  the  cogs,  as  1,  2,  3,  in  the 
cog  a,  and  four  for  the  thickness  of  the  stave  of  the 
wallower:  one  reason  for  allowing  three  parts  for 
the  cog,  and  four  for  the  stave  is,  the  widlower  is 
in  general  of  less  diameter  than  the  wheel,  there- 
fore subject  to  more  wear,  in  proportion  of  the 
number  of  cogs  to  the  number  of  staves;  but  if 
there  is  the  same  number  of  staves  as  of  cogs,  they 
may  be  of  equal  thickness,  as  1,  2»  3,  4,  in  the 
stave  m;  (Y\g.  S.)  the  height  of  the  cog  is  equal  to 
four  parts;  then  divide  its  height  into  five  equal 
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parts,  as  Ir  2,  3,  4,  5»  in  the  cog  C;  allow  three 
for  the  bottom  to  the  pitch-line  of  the  cog ;  the 
other  two  parts  for  epicycloid^  so  as  to  fit  and  bear 
on  the  stave  equally.  The  mill-wrights  in  general 
pot  the  point  of  a  pair  of  compasses  in  the  dot  3  of 
the  cog  Oj  and  strike  the  line  d  e;  then  remove 
the  point  of  the  compasses  to  the  point  d,  and 
strike  the  curve  line  3  f,  which  they  account  near 
enough  the  igare  of  the  epicycloid. 

The  method  for  a  face-wheel  is  thus :  divide  the 
pitchJine  A  B  (Fig.  2.)  into  the  number  of  cogs 
intendedt  as  a  b  c;  divide  the  distance  b  c,  into 
seven  equal  parts:  allow  three  of  those  parts  for 
the  thickness  of  the  cogs,  as  1,  2,  3,  in  the  cog  a» 
four  for  the  height,  and  four  for  the  width,  as  c{  ^ , 
and  four  for  the  thickness  of  the  stave  m;  draw  a 
line  through  the  centre  of  the  cog,  as  the  line  A  I, 
at  S}  and  on  the  point  5,  describe  the  line  d  e; 
remove  the  compasses  to  the  point  A,  and  draw  the 
line  J'gt  which  forms  the  sliape  of  the  cog ;  then 
shape  the  cog  on  the  sides  to  a  cycloid,  as  d  efg 
(Fig.  1.)  But  this  method  of  setting  out  the 
shape  of  a  cog  is  variable,  according  to  the  cycloid 
in  different  diameters  of  wheels. 

In  common  spur-nuts,  divide  the  pitch-line  A 
into  twice  as  many  equal  parts  as  you  intend  teeth, 
as  tf,  A,  r,  rf,  e  (Fig  3.) ;  with  a  pair  of  compasses 
opened  to  half  the  distance  of  any  of  those  divi- 
sions, from  the  points  a  1,  c  3,  e  5,  draw  the  semi- 
circles a,  c,  and  e,  which  will  form  the  ends  of  the 
teeth.  From  the  points  2, 4,  and  6,  draw  the  semi- 
circles g  h  i,  which  will  form  the  hollow  curves 
for  the  spaces;  but  if  the  ends  of  the  teeth  were 
epicycloids  instead  of  semicircles,  they  would  act 
much  better. 
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THE  PENDULUM. 

By  the  Pendulum  is  meant  a  heavy  body  sus- 
pended  by  a  cord  or  wire,  and  made  to  vibrate  or 
oscillate.  It  is  a  very  important  instrument,  from 
its  enabling  us  to  measure  very  small  portions  of 
time,  and  to  regulate  the  going  of  clocks. 

The  vibration  of  bodies  when  suspended  must 
have  been  long  observed ;  but  it  was  Galileo  who 
first  noticed  the  properties  which  render  it  so  useful, 
which  is.  a  striking  proof  of  the  way  in  which  men 
of  genius  reflect  upon  incidents  which  to  others 
affi)rd  no  interest.  It  is  said,  that  while  observing 
the  oscillations  of  a  lamp  which  was  hung  from  the 
ceiling,  he  noticed,  that  although  they  diminished 
gradually,  yet  whether  great  or  small,  they  were 
performed  in,  equal  times.  Struck  with  this  re- 
markable circumstance,  he  repeated  many  experi- 
ments with  weights  hung  from  cords,  and  thus 
developed  all  those  facts  which  finally  rendered 
the  pendulum  so  valuable.  Galileo,  as  well  as  the 
other  astronomers  of  that  period,  employed  the 
pendulum  for  measuring  time  in  astronomical  ob- 
servations, but  it.  was  reserved  for  Huygens  to 
apply  it  to  the  regulation  of  clocks. 

We  shall  here  consider  the  pendulum  merely  as 
consisting  of  a  weight  and  a  string. 

P  C  (Plate  5.  fig.  90  is  2l  pendulum,  consisting  of 
a  body  P,  attached  to  a  thread  P  C  which  is  fastened 
to  the  point  C  and  is  moveable  round  it.  If  the 
body  P  was  let  free,  and  not  retained  by  the  thread, 
it  would  fall  in  the  vertical  line  P  L;  but  being  re- 
tained by  the  thread  P  C,  it  is  forced  to  describe 
the  arch  P  A,  which  is  the  segment  of  a  circle,  of 
which  P  C  is  the  radius. 
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The  body  P  acquires  a  vdocity  in  falling  through 
the  arch  P  A,  that  has  a  tendency,  when  it  arrives 
at  the  ppint  A,  to  carry  it  off  in  the  tangent  A  D; 
but  being  prevented  from  moving  in  a  straight  line 
by  the  string  which  continually  draws  it  towards  the 
centre,  it  is  forced  to  describe  the  curve  A  £,  which, 
provided  the  pendulum  were  not  affected  by  the 
resistance  of  the  air,  or  the  friction  at  the  centre, 
would  be  exactly  similar  to  the  arch  PA;  tha;t  is, 
it  would  rise  to  the  same  height  as  it  fell  from. 
Having  arrived  at  E,  it  will  fall  back  again  to  A, 
and  go  on  with  its  acquired  velocity  to  P,  and  so 
on,  continually  backwards  and  forwards. 

Each  swing  that  it  makes,  is  called  a  vibration, 
or  osciUatiarL 

If  the  pendulum  vibrated  in  vacuo,  and  there 
was  no  friction  at  the  point  of  suspension,  the  vi- 
brations would  not  only  be  all  equal,  but  they 
would  continue  for  ever;  but  as  this  is  not  the  case, 
the  vibrations  become  less  and  less,  till  at  last  the 
motion  totally  ceases. 

The  longer  a  pendulum  is,  the  slower  are  its  vi- 
brations, and  the  contrary;  consequently,  if  a 
pendulum  be  required  to  vibrate  seconds,  it  must 
have  a  determinate  length.  This  length  is  found 
to  be  39*13  inches  in  Britain. 

Pendulums  of  the  same  length  vibrate  slower, 
the  nearer  they  are  brought  to  the  equator;  because 
the  semi-diameter  of  the  earth's  equator  is  about 
seventeen  miles  longer  than  the  axis  of  the  earth, 
consequently  gravity  is  less  at  the  equator  than  at 
the  poles ;  and  because  the  centrifugal  force  at  the 
equator,  arising  from  the  diurnal  motion .  of  the 
earth,  being  greater  than  that  at  the  poles,  lessens 
gfravity  by  tiv  part.     A  pendulum,  therefore,  to 
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vibrate  seconds  at  the  equator,  must  be  somewhat 
shorter  than  at  the  poles. 

When  we  consider  a  simple  pendulum,  or  a  ball 
suspended  by  a  string  having  no  sensible  weighty 
we  suppose  the  whole  weight  of  the  ball  to  fee  col- 
lected in  its  centre  of  gravity;  and  the  length  of 
the  pendulum  is  the  distance  from  the  centre  of 
gravjty  to  .the  point  of  suspension. 
'  But  when  a  pendulum  consists  of  a  ball,  or  any 
other  figure,  suspended  by  a  metallic  or  wooden 
rod,  the  length  of  the  pendulum  is  the  distance 
from  the  point  of  suspension  to  a  point  in  the  pen- 
dulum called  the  centre  of  oscillation,  which  does 
not  exactly  coincide  with  the  centre  of  gravity  of 
the  ball.  The  centre  of  oscillation  is  that  point  in 
the  pendulum  in  which  all  its  force  is  collected,, 
and  to  which,  if  an  obstacle  were  applied,  all  motion 
would  cease,  and  would  be  received  by  the 
obstacTe. 

A  single  pendulum,  consisting  of  a  ball  and  a 
thread,  whose  length  is  two-thirds  of  the  length  of 
a  bar  without  a  ball,  will  be  found  to  perform  its 
oscillations  in  equal  times  with  the  bar.  Hence,  a 
point  taken  one-third  of  the  length  of  the  bar  from 
the  lower  end  is  its  centre  of  oscillation* 

The  pendulums  of  clocks  usually  vibrate  in  the 
arcs  of  circles.  It  had  formerly  been  thought  an 
advantage  to  make  them  vibrate  in  the  arcs  of  cy- 
cloids ;  but  the  difficulties  that  attend  the  practical 
application  of  this  principle  are  such,  that  there  is 
good  reason  to  think  that  they  produce  greater 
errors  in  the  measurement  of  time  than  those  they 
are  intended  to  remedy. 

As  heat  expands,  and  cold  contracts  all  metals,  a 
pendulum. rod  is  longer  in  warm  than  in  cold  wea- 
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ther;  and  hence  a  soui'ce  of  irregularity  in  docks. 
Various  expedients  have  been  tried  for  remedying 
this  defect;  the  best  of  which  is  the  method  of 
forming  the  pendulum  of  bars  of  brass  and  steel 
80  placed,  that  the  expansion  of  one  corrects  that 
of  the  other,  and  thus  preserves  the  centre  of  oscii« 
lation  always  in  the  same  place.  This  is  called  the 
gridiron  pendulum,  from  its  resemblance  to  a  grid- 
iron. 

Deal-wood  is  found  to  expand  very  little  in  the' 
direction  of  the  grain :  hence  it  is  much  fitter  t&f 
pendulum-rods  than  metal.  Baking,  varnishing, 
gilding,  or  soaking  them  in  any  melted  matter,  is 
said  to  render  them  less  accurate ;  but  rubbing  on 
the  outside  with  wax  and  a  cloth  is  recommended. 

CHRONOMETERS. 

Instruments  for  measuring  time  are  called  Ckran* 
ameterSj  and  no  class  of  machines  has  exercised 
in  a  greater  degree  the  genius  of  mechanics. 

The  ancients  were  entirely  unacquainted  with 
clocks  and  watches,  and  instead  of  them  used  sun- 
dials, and  also  clepsydrce ;  the  latter  were  instru- 
ments which  measured  time  by  the  regular  dropping 
of  water.  Sand-glasses,  constructed  on  the  same 
principle,  are  stiJi  used.  It  is  not  exactly  known 
at  what  period  clocks  were  first  invented;  and 
probably  so  complicated  an  instrument  was  the 
result  of  repeated  trials  and  improvements  by 
different  persons.  The  pidest  clock  of  which  we 
have  any  account,  is  that  made  by  Henry  de  Wick, 
a  German,  for  the  palace  of  Charles  V.  of 
France.  Its  date  is  about  \3Q^.  The  wheels  were 
of  iron,  and  very  large ;  and  it  required  two  men 
to  wind  it  up.     It  is  also  equally  uncertain  who  it 
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was  that  first  reduced  the  portable  spring  clock 
into  a  size  of  a  watch,  though  he  is  also  supposed  to 
have  been  a  German.  Watches  were  common  in 
France  before  1544. 

Tlie  usual  distinction  of  modern  chronometers 
is  into  clocks  and  watches;  the  latter  being  very 
small  and  portable.  When  watches  are  constructed 
with  extraordinary  care  for  astronomical  or  nautical 
purposes,  they  are  called  time-keepers. 

Clocks  sometimes  are  made  to  strike  the  hour, 
and  sometimes  they  do  not;  when  watches  are 
made  to  strike,  they  are  called  repeating  watches. 

In  chronometers  the  moving  power  is  of  two 
kinds;  either  a  weight  or  a  spring:  the  latter  only 
can  be  employed  in  portable  instruments. 

When  a  weight  is  the  moving  power,  it  is  sus- 
pended by  a  cord,  which  passes  several  times  round 
a  cylinder,  which  is  made  to  turn,  as  the  weight 
descends  by  the  action  of  gravity.  Were  there  no 
resistance  from  the  wheels,  the  weight  would  fall, 
as  all  other  bodies,  with  an  accelerated  motion; 
but  the  friction  of  the  teeth  and  the  resistance  of 
the  air  check  this  acceleration,  which  arrives  at 
last  at  its  maximum.  But  it  is  necessary,  for  the 
exact  measuretnent  of  time,  that  all  sources  of  in- 
equality in  the  motion  of  the  machinery  should  be 
removed,  and  this  is  effected  by  a  very  ingenious 
contrivance;  but  which  cannot  be  understood 
*  without  reference  to  a  figure. 

Plate  5.  fig.  1.  represents  the  profile  of  a  clock, 
in  which  P  is  the  weight  that  is  suspended  by  a 
rope  that  winds  about  the  cylinder  or  barrel  C, 
which  is  fixed  upon  the  axis  a  a :  the  pivots  bb  go 
into  holes  made  in  the  plates  T  S,  T  S,  in  which 
they  turn  freely.  These  plates  are  made  of  brass 
#r  iron,  and  are  connected  together  by  four  pillacs 
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Z  Z;  the  whole  together  being  called  the  frame. 
On  the  end  of  the  barrel  C,  of  which  a  front  view 
is  again  represented  in  fig.  2.  at  R,  is  a  ratchet 
wheel  K  K,  the  inclined  teeth  of  which  strike 
against  a  click  C  kept  to  its  place  by  a  slender 
spring.  This  click  and  spring  are  screwed  to  a 
wheel  D,  which  is  not  fastened  on  the  arbor  of  the 
barrel:  consequently  when  the  weight  pulls  down- 
wards, the  ratchet  wheel  pushes  the  cUck,  and 
with  it  the  wheel  P.  But  when  the  weight  has 
run  down,  and  it  is  necessary  to  wind  it  up  again, 
the  click  suffers  the  ratchet  wheel  to  pass,  while 
the  wheel  D  stands  still. 

This  wheel  D  in  fig.  2.'  is  the  satae  as  D  in  fig.  1., 
where  the  profiles  of  it  and  of  the  ratchet  wheel 
are  represented.  A  small  wheel  d  fixed  upon  an 
axis  c  c  is  carried  round  by  the  wheel  D.  A  larger 
wheel  £  £  is  fixed  upon  the  same  axis  c  c.  The 
wheel  E  E  drives  a  small  pinion  e,  on  the  axis  of 
which  is  fixed  the  wheel  F  F,  which  moves  the 
pinion  f^  on  the  axis  of  which  the  scape  wheel 
G  H  is  fixed.  The  pivots  of  the  pinion  y' play  in 
holes  of  the  plates  L,  M,  which  are  fixed  horizon- 
tally to  the  plates  T,  S.  Thus  the  motion  begun  by 
the  weight  is  transported  to  the  scape  wheel  G  H. 

This  scape  wheel  has  teeth  acting  upon  it,  and 
suspended  over  it  are  two  flat  pieces  called  pallets^ 
fixed  upon  a  horizontal  axis,  called  the  verge. 
These  pallets  fall  into  the  teeth  of  the  scape  wheel, 
so  that  as  it  moves  round  they  are  alternately 
moved  backward  and  forward,  and  at  the  same  time 
they  suflfer  the  wheel  to  pass.  Connected  with  the 
axis  of  the  pallets  by  means  of  the  fork  X  U,  is  the 
pendulum  A  B,  which  is  suspended  upon  the  hook  A. 

If  the  pendulum  be  once  put  in  motion  by  a  push 
of  the  hand,  it  will  continue  to  go  alternately  back- 
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wards  and  forwards,  or  to  vibrate;  and  if  it  were  not 
connected  with  the  fork  X  U»  its  motion  would  con- 
tinue until  destroyed  gradually  by  the  resistance  of 
the  air  and  the  friction  on  the  point  of  suspension. 
But  as  it  is  joined  by  the  fork  to  the  axis  rs  of  the 
pallets,  it  receives  at  each  vibration  a  new  impulse, 
which  preserves  its  motion,  and  it  therefore  con- 
tinues to  vibrate.  Now,  as  all  the  vibrations  of  a 
pendulum  are  performed  in  the  same  time,  the 
motion  of  the  pallets  will  be  uniform,  and  conse- 
quently they  will  not  suffer  the  teeth  of  the  scape 
wheel  to  pass  in  an  unequal  manner.  Hence  the 
pendulum  is  the  exact  regulator  of  the  motion  of 
the  scape  wheel,  and  consequently  of  the  whole 
train  of  wheels  connected  with  it.  This  ingenious 
combination  of  the  scape  wheel  and  the  pallets,  is 
called  the  scapement.  As  this  is  a  most  important 
part  of  a  clock,  various  forms  of  scapements  have 
been  invented  to  insure  greater  accuracy.  That 
represented  in  fig.  1.  just  referred  to  is  called  the 
crown  xtheel  and  verge  scapement,  from  the  resem- 
blance of  this  wheel  to  a  royal  diadem.  Tt  is  the 
oldest  scapement,  and  used  chiefly  in  common 
watches  and  table-clocks.  So  far  we  have  shown 
how  an  equable  motion  of  the  machinery  is  insured. 
It  remains  next  to  point  out  in  what  way  this  is 
employed  to  divide  and  show  the  time. 

As  it  is  known  that  all  the  vibrations  of  the 
sam\e  pendulum  are  performed  in  the  same  times, 
so  alsoisit  known  that  pendulums  vibrate  in  difierent 
times,  according  to  their  lengths,  long  pendulums 
making  their  vibrations  in  longer  periods  than  short 
ones.  Hence  the  length  of  a  pendulum  may  be 
determined  that  shall  make  each  of  its  vibrations  in 
a  second  of  time.  This  length  has  lately  been 
accurately  determined  to  be  in  London  39.13829 
iuches. 
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Tlie  showing  the  time  is  contrived  by  the  motiOit 
of  the  indices  or  hands  on  the  dial-plate;  one  of 
Mrhich,  called  the  minute-hand,  goes  completely 
round  the  circle  in  an  hour ;  and  the  other,  called 
the  hour-hand,  once  in  twelve  hours.  To  obtain 
exactly  this  degree  of  velocity  in  the  hands,  they 
are  fixed  on  the  ends  of  axes  which  turn  round  by 
means  of  wheels  attached  to  them,  having  teeth 
on  their  circumferences;  these  teetli  are  connected 
with  that  fixed  on  the  axis  of  the  crownwheel;  and 
it  is  by  proportioning  the  number  of  these  teeth, 
that  the  proper  degree  of  velocity  is  obtained. 
The  minute-hand  is  fixed  on  the  axis  of  tlie  wheel 
£;  consequently  it  must  revolve  once  in  an  hour. 
The  pivot  C  of  this  wheel  passes  through  the  plate 
S  T,  and  continues  to  r:  fixed  upon  the  pivot  C  is 
a  wheel  N,  which  acts  upon  the  wheel  O,  the  pinion 
of  which  p  carries  round  another  wheel  g  that  has 
a  hollow  axis  which  goes  on  the  axis  of  the  wheel 
N  and  turns  on  it:  this  wheel  g  turns  round  once 
in  twelve  hours,  and  has  the  hour-hand  fixed  on  it. 

The  wheel  E  is  driven  by  the  pinion  c  belonging 
to  the  axis  of  the  wheel  F  F,  which  is  moved  by 
the  pinion  f  of  the  crown  or  scape  wheel  G  H. 
Supposing,  then,  that  the  pendulum  makes  two  vi- 
brations in  a  second,  (which  will  be  what  is  called 
a  half-second  pendulum,)  it  will  make  7^00  vi- 
brations in  an  hour.  If  the  balance  wheel  consists 
of  30  teeth,  it  will  turn  once  in  the  time  that  the 
pendulum  makes  sixty  vibrations;  for  at  every  turn 
of  the  wheel  the  same  tooth  acts  once  on  the 
pallet  I,  and  once  on  the  pallet  K,  which  occasions 
two  vibrations  in  the  pendulum;  and  the  wheel 
haviqg  30  teeth,  it  occasions  twice  30  or  (k)  vi- 
brations; consequently  this  wheel  must  perform 
i^O  revolutions  in  an  hour,  because  (iO  vibrations,    v 
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which  it  occasions  at  every  revolution,  are  con* 
tained  120  times  in  7^00,  the  number  of  vibrations 
performed  by  the  pendulum  in  an  hour. 

To  determine  the  number  of  teeth  for  the  wheels 
£  E,  and  their  pinions  e^f^  it  must  be  remarked, 
that  one  revolution  of  the  wheel  £  must  turn  the 
pinion  e  as  many  times  as  the  number  of  teeth  in 
the  pinion  is  contained  in  the  number  of  teeth  in 
the  wheel.  Thus,  if  the  wheel  £  contains  7^  teeth, 
and  the  pinion  e  6,  the  pinion  will  make  twelve 
revolutions  in  the  time  that  the  wheel  makes  one ; 
for  each  tooth  of  the  wheel  drives  forward  the 
tooth  of  the  pinion;  and  when  the  six  teeth  of  the 
pinion  are  moved,  a  complete  revolution  is  per- 
formed ;  but  the  wheel  £  has,  by  that  time,  only 
advanced  six  teeth,  and  has  still  66  to  advance, 
before  its  revolution  is  completed,  which  occasions 
eleven  more  revolutions  of  the  pinion.  For  the 
same  reasod,  the  wheel  F  having  60  teeth,  and  the 
pinion  f  6,  the  pinion  will  make  ten  revolutions 
while  the  wheel  perfonns  one.  Now,  the  wheel  F, 
being  turned  by  the  pinion  e,  makes  twelve  revo- 
lutions for  one  of  the  wheel  £;  and  the  pinion  f 
makes  ten  revolutions  for  one  of  the  wheel  F;  con- 
sequently the  pinion  f  performs  10  times  12,  or 
120  revolutions,  in  the  time  the  wheel  £  performs 
one.  But  the  wheel  G,  which  is  turned  by  the 
pinion  fy  occasions  60  vibrations  in  the  pendulum 
each  time  it  turns  round ;  consequently  the  wheel 
G  occasions  60  times  120,  or  7200  vibrations  of 
the  pendulum,  while  the  wheel  £  performs  one 
revolution ;  but  7200  is  the  number  of  vibrations 
made  by  the  pendulum  in  an  hour,  and  conse- 
quently the  wheel  £  performs  but  one  revolution 
in  an  hour,  and  so  of  the  rest.  From  this  reasonings 
it  is  easy  t6  discover  how  a  clock  may  go  for  any 
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length  of  time  without  being  wound  yp:  1.  By 
increasing  "the  number  of  teeth  in  the  wheels; 
2.  By  diminishing  the  number  of  teeth  in  the 
pinions;  S.  By  increasing  the  length  of  the  cord 
that  suspends  the  weight;  4.  By  increasing  the 
length  of  the  pendulum;  and  5.  By  adding  to 
the  number  of  wheels  and  pinions.  But,  in  pro- 
portion as  the  time  is  augmented,  if  the  weight 
continues  the  same,  the  force  which  it  communi- 
cates to  the  last  wheel  G  H,  will  be  diminished. 
It  only  remains  to  take  notice  of  the  number  of 
teeth  in  the  wheels  which  turn  the  hour  and  minute- 
hands.  The  wheel  £  performs  one  revolution  in 
an 'hour;  the  wheel  N  N,  which  is  turned  by  the 
axis  of  the  wheel  £,  must  likewise  make  one  revo- 
lution  in  the  same  time;  and  the  minute-hand  is 
fixed  to  the  socket  of  this  wheel.  The  wheel  N 
has  30  teeth,  and  acts  upon  the  wheel  O,  which  has 
likewise  80  teeth,  and  the  same  diameter;  conse- 
quently the  wheel  O  takes  one  hour  to  a  revolution : 
now  the  wheel  O  carries  the  pinion  p^  which  has 
six  teeth,  and  which  acts  upon,  the  wheel  q  y,  of 
72  teeth ;  consequently  the  pinion  p  makes  twelve 
revolutions  while  the  wheel  q  q  makes  one;  and, 
of  course,  the  wheel  q  q  takes  twelve  hours  to  one 
revolution,  and  upon  the  socket  of  this  wheel  the 
hour-hand  is  fixed. 

All  that  has  been  said  here  concernhig  the  revo- 
lutions of  the  wheels,  &c.  of  clocks,  is  equally 
applicable  to  the  general  movements  of  watches. 

Thus  it  is  plain  —  Ist^  That  the  weight  P  turns 
all  the  wheels,  and  at  the  same  time  continues  the 
motion  of  the  pendulum;  Sne/,  That  the  quickness 
of  the  motion  and  wheels  is  determined  by  that  of 
the  pendulum ;  Srd^  That  the  wheels  point  out  the 
parts  of  time  divided  by  the  uniform  motion  of  the 
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pendulum.   When  the  cord  upon  which  the  weight 
is  suspended  ia  entirely  run  down  ffom  off  the 
barrel,  it  is  wound  up  again  by  a  key  which  goes 
on  the  square  end  of  the  arbor  at  Q,  by  turning  it 
in  a  contrary  direction  to  that  in  which  the  weight 
descends.     For  this  purpose,  th^  inclined  side  of 
the  teeth  of  the  wheel  R  (Fig.  2.)  removes  the 
click  C,  so  th^t  the  ratchet-wheel  R  turns  while 
the  wheel  D  is  at  rest;  but  as  soon  as  the  cord  is 
wound  up,  the  click  falls  in  between  the  teeth  of  the 
wheel  D,  and  the  right  side  of  the  teeth  again  acts 
upon  the  end  of  the  click,  which  obliges  the  wheel  D. 
to  turn  alongwith  the  barrel;  and  thespring  Akeeps 
the  click  between  the  teeth  of  the  ratchet-wheel  R. 
In  portable  table  clocks  and  watches,  the  moving 
power,  instead  of  being  a  weight,  is  a  springs  which 
is  coiled  up  in  a  spiral  manner  within  a  barrel 
that  is  connected^  with  a  fusee  by   means  of  a 
chain.  The  chainbeing  fixed  atone  end  of  the  fusee, 
and  at  the  other  to  the  barrel,  when  the  qiachine 
is  winding  up,  the  fusee  is  turned  round,  andof  course 
the  barrel,  on  the  inside  of  which  is  fixed  one  end 
of  the  spring,  the  other  end  being  fixed  to  an  im- 
moveable axis  in  the  centre.     As  the  barrel  moves 
round,  it  coils  the  spring  several  times  about  the 
axis,  thereby  increasing  its  elastic  force  to  a  proper 
degree:  all  this  while  the  chain  is  drawn  off  the 
barrel  upon  the  fusee ;  and  then,  when  the  instru- 
ment is  wound  up,  the  spring,  by  its  elastic  force, 
endeavouring  constantly  to  unbend  itself,  acts  upon 
the  barrel,  and  carries  it  round;   by  which  the 
chain  is  drawn  off  from  the  fusee,  and  thus  turns 
it,  and  consequently  the  whole  machinery.     I^qw, 
as  the  spring  unbends  itself  by  degrees,  its  elastic 
force,  by  which  it  affects  the  fusee,  will  gradually 
decrease;  and,  therefore,  unless  there  was  son^e  mf- 
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chanical  contrivance  in  the  figure  of  the  superficies 
of  the  fusee,  to  cause  the  chain  to  be  removed 
farther  from  the  centre  of  the  fusee  as  the  spring 
grows  weak,  so  that  what  is  lost  in  the  spring's 
elasticity  is  gained  in  the  length  of  the  lever;  tb^ 
spring's  force  would  always  be  unequal  upon  the 
fusee,  and  thus  would  turn  it,  and  consequently  the 
whole  machinery,  unequally.  All  this  is  remedied 
by  the  conical  figure  of  the  fusee.  The  fusee  being 
acted  upon,  or  put  in  motion,  by  an  uniform  force, 
the  great  wheel,  which  is  fixed  to  it,  is  put  into 
motion,  and  that  drives  the  pinion  of  the  centre- 
wheel,  which  centre-wheel  drives  the  pinion  of  the 
third  wheel,  and  this  drives  the  pinion  of  the  con- 
trate-wheel,  and  this  the  pinion  of  the  balance- 
wheel,  which  plies  the  two  palettes  on  the  axis  of 
the  balance,  and  keeps  the  balance  in  motion. 

The  balance  in  a  watch  is  instead  of  a  pendulum 
in  a  clock,  both  serving  to  govern  the  motion  of 
the  whole  machinery.  To  this  balance  is  fixed  a 
small  steel  spiral  spring,  which  regulates  its  mo- 
tion, and  makes  it  equable;  whence  it  has  its 
name  of  regulator. 

It  is  customary  for  watch  and  clock  makers  to 
call  that  part  of  the  movement  which  is  designed 
for  carrying  the  hands  round  the  dial  plate,  the 
watch  partf  or  going  part^  in  contradistinction  to 
the  part  of  the  movement  which  contributes  to  the 
striking  of  the  hour,  which  they  call  the  clock  part^ 
or  striking  part. 

The  several  members  of  the  watch  parts  are,  1. 
the  balance,  consisting  of  the  rim,  or  circular  part^ 
and  the  verge,  or  spindle,  to  which  belong  two 
palettes,  or  leaves,  that  play  in  the  teeth  of  the 
crown-wheel.  2.  The  potence,  which  is  the  strong 
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stud  in  pocket-watches,  whereon  the  lower  pivot 
'  of  the  verge  plays,  and  in  the  middle  of  which 
one  pivot  of  the  balance-wheel  plays.  The  bottom 
of  the  potence  is  called  the  foot;  the  middle part» 
the  nose;  and  the  other  part,  the  shoulder.  d«  The 
cock,  which  is  the  piece  covering  the  balance* 

4.  The  regulator  or  pendulum  spring,  which  is  the 
small  spring  in  watches  underneath  the  balance* 

5.  The  pendulum  (see  Plate  5.  fig.  8.)  whose  parts  ' 
are,  the  verge;  palettes  5,  5;  cocks;  the  rod;  the 
fork;    the  flat;    the  bob,  or  great  ball;  and  thb 
corrector,   or  regulator,  being  a  contrivance  for 
bringing   the  pendulum    to    its    nice   vibrations. 

6.  The  wheels,  which  are  the  crown-wheel  in ' 
pocket-pieces,  and  swing-wheel  in  pendulums, 
serving  to  drive  the  balance  or  pendulum.  7*  The 
contrate-wheel,  which  is  that  next  the  crown- 
wheel,  &c.  and  whose  teeth  and  hoop  lie  contrary 
to  those  of  other  wheels;  whence  the  name* 
8.  The  great  or  first  wheel,  which  is  that  which 
the  fusee  immediately  drives,  by  means  of  the 
chain  or  string  of  the  spring-box,  or  barrel ;  after 
which  are  the  second  wheel,  third  wheel,  &c. 
Lastly,  between  the  frame* and  dial  plate,  is  the 
pinion  of  report,  which  is  that  fixed  on  the  arbor 
of  the  great  wheel,  and  serves  to  drive  the  dial- 
wheel,  as  that  serves  to  cirry  the  hand.  The  me- 
thod of  calculation  is  easily  understood;  for  suppose 
the  great  wheel  goes  round  once  in  twelve  hours; 
then,  if  it  is  a  royal  pendulum  clock,  swinging  se- 
conds, we  have  60^60x12-43200  seconds,  or 
beats,  in  one  turn  of  the  great  wheel :  but  because 
there  are  60  beats,  or  seconds,  in  one  minute,  and 
the  seconds  are  shown  by  an  index  on  the  end  of 
the  arbor  of  the  swing-wheel,  which,  in  those 
clocks,  IS  an  horizontal  position ;  therefore  it  is  nc- 
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cessary  that  the  swing- wheel  shbuld  have  60  teeth ; 
whence  *-2^o- =720,  the  number  to  be  broken  into 
quotients  for  finding  the  number  of  teeth  for  the 
other  wheels  and  pinions. 

The  wheels  composing  the  going  part^  or  clock 
partf  are : — ^the  great  or  first  wheel  E,  (Plate  5.  fig,  8.) 
which  is  moved  by  the  weight  or  spring  at  the 
barrel  D :  in  sixteen  or  thirty-hour  clocks,  this  has 
usually  pins,  and  is  called  the  pin  wheel ;  in  eight- 
day  pieces,  the  second-wheel,  L,  is  commonly  the 
pin-wheel,  or  striking-wheel,  which  is  moved  by 
the  former.  Next  the  striking-wheel  is  the  detent- 
wheel,  or  hoop-wheel,  m,  having  a  hoop  almost 
round  it,  wherein  is  a  vacancy  at  which  the  clock 
locks.  The  next  is  the  third  or  fourth  wheel, 
according  to.  its  distance  from  the  first,  called  the 
warning-wheel  n.  To  these  must  be  added  the 
pinion  of  report  z,  which  drives  round  the  locking- 
wheel,  called  also  the  count-wheel,  ordinarily  witli 
eleven  notches  in  it,  unequaUy  distant,  to  make  the 
clock  strike  the  hours.  Besides  the  wheels,  to  the 
dock  part  belong  the  ratch ;  a  kind  of  wheel  with 
twelve  large  fangs  running  concentric  to  the  dial- 
wheel,  and  serving  to  lift  up  the  detents  every 
hour,  and  make  the  clock  strike;  the  detents,  or 
stops,  which  being  lifted  up,  and  let  fall,  lock  and 
unlock  the  clock  in  striking;  the  hammer  s,  which 
strikes  the  bell  R  ;  the  hammer-tails  T,  by  which 
the  striking  piiis  draw  back  the  hammers  ;  latches 
whereby  the  work  is  lifted  up  and  unlocked ;  and 
lifting  pieces,  as  P,  which  lift  up  and  unlock  the 
detent  O. 

The  method  of  calculating  the  numbers  of  a 
piece  of  clock-work  is  as  follows:  1.  Regard  need 
only  to  be  had  to  the  count-wheel,  striking-wheel, 
and  detent-wheel,  which  move  round  in  this  pro- 
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portion:  the  count>wheel  commonly  goes  round 
once  in  twelve  or  twenty-four  hours ;  the  detent- 
wheel  moves  round  every  strdce  the  clock  strikes^ 
or  sometimes  but  once  in  two  strokes :  wherefore 
it  follows,  that,  9.  as  many  pins  as  are  in  the  pin- 
wheel,  so  many  turns  has  the  detent-wheel  in  one 
turn  of  the  pin-wheel ;  or,  which  is  the  same,  the 
pins  of  the  ipin-wheel  are  the  quotients  of  that 
wheel  divided  by  the  pinion  of  the  detent-wheel. 
But  if  the  detent-wheel  move  but  once  round  in 
two  strokes  of  the  clock,  then  the  said  quotient  is 
but  half  the  number  of  pins.  8.  As  many  turns  of 
the  pin-wheel  as  are  required  to  perlbrm  the  strokes 
of  twelve  hours,  (which  are  TB.)  so  many  turns 
must  the  pinion  of  report  have  to  turn  round  the 
count-wheel  once ;  or  thus :  the  quotient  of  78 
divided  by  the  number  of  striking  pins,  shall  be 
the  quotient  for  the  pinion  of  report  and  the  count- 
whed ;  and  this  is  in  case  the  pinion  of  report  be 
fixed  to  the  arbor  of  the  pin-wheel,  which  is  com- 
monly done.  An  example  will  make  this  easy; 
8H8(^6     ^^  locking-wheel  being48,  the  pinion  of 
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middle  of  this  plate  is  perforated  with  a  hole,  re- 
ceiving  f hat  end  of  the  arbor  of  the  centre  wheel 
which  carries  the  minute-hand.  Near  the  plate  is 
fixed  a  pinion  a  b^  of  ten  teeth  ;  this  is  called  the 
pinion  of  report ;  it  drives  a  wheel  c  dj  of  forty 
teeth ;  the  wheel  c  d  carries  a  pinion  e  ^  of  twelve 
teeth  ;  and  this  drives  a  wheel  g  /r,  with  thirty^x 
teeth. 

As,  in  the  body  of  the  watch,  the  wheels  every 
where  divide  the  pinions,  here,  on  the  contraiy, 
the  pinions  divide  the  wheels,  and  by  that  means 
decrease  the  motion,  which  is  here  necessary ;  for 
tile  hour-hand,  which  is  carried  on  a  socket  fixed 
on  the  wheel  ^  A,  is  required  to  move  but  onee 
round,  while  the  pinion  a  b  moves  twelve  times 
round.  To  this  end,  the  motion  of  the  wheel  c  d 
is  one-fourth  of  the  pinion  a  b :  again,  while  tibe 
wheel  c  d,  or  the  pinion  e  fgoes  once  round,  it 
turns  the  wheel  g  h  but  one-third  part  round  \  con- 
sequently the  motion  of  g  h  is  but  one-third  of 
one-fourth  of  the  motion  of  ab:  but  i  of  J  =  ti, 
that  is  the  hour-wheel  gh  moves  round  once  in 
the  time  that  the  pinion  of  report,  on  the  arbor  of 
the  centre  or  minute-wheel,  makes  twelve  motions. 

Dr.  Franklin  contrived  a  clock  to  show  the 
hours,  minutes,  and  seconds,  with  only  three  wheels 
luid  two  pinions  in  the  whole  movement  The 
dial-plate  (Plate  5.  fig.  3.)  has  the  hours  engraved 
upon  it  in  spiral  spaces,  along  two  diameters  of  a 
circle  containing  four  times  60  minutes.  The 
index  A  goes  round  in  four  hours,  and  counts  the 
minutes  from  any  hour  which  it  has  passed  to  the 
next  following  hour.  The  time,  therefore,  in  the 
position  of  the  index  shown  in  the  figure,  is  either 
90  minutes  past  twelve,  four,  or  eight ;  and  so,  in 
y  other  quarter  of  the  circle,  it  points  to  th« 
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number  of  minutes  after  the  hours  which  the  index 
last  left  in  its  motion.  The  small  hand  B,  in  the 
nich  at  top,  goes  round  once  in  a  minute,  and 
shows  the  seconds.  The  wheel- work  of  this  clock 
may  be  seen  in  Fig.  4.  A  is  the,  first,  or  great 
wheel,  containing  160  teeth,  and  going  round  in 
four  hours  with  the  index  A,  in  Fig.  3.  let  down 
by  a  hole  on  its  axis.  The  wheel  turns  a  pinion 
of  ten  leaves,  which  therefore  goes  round  in  a 
quarter  of  an  hour.  On  the  axis  of  this  pinion  is 
die  wheel  C,  of  120  teeth,  which  goes  round  in 
the  same  tiiiie,  and  turns  a  pinion,  D,  of  eight 
leaves,  round  in  a  minute,  with  the  second-hand, 
B,  of  Fig.  3.  fixed  on  its  axis,  and  also  the  common 
wheel  £,  of  30  teeth,  for  moving  a  pendulum  (by 
palettes,)  that  vibrates  seconds  as  in  a  common 
clock.  This  dock  is  wound  up  by  a  cord  going 
over  a  pulley  on  the  axis  of  the  great  wheel,  like  a 
common  thirty-hour  clock.  Many  of  these  very 
simple  machines  were  constructed,  which  mea- 
sured time  exceedingly  well.  It  is  subject,  how- 
ever, to  the  inconvenience  of  requiring  frequent 
winding,  by  drawing  up  the  weights,  and  likewise 
to  some  uncertainty  as  to  the  particular  hour  shown 
by  tile  index  A.  Mr.  Ferguson  has  proposed  to 
remedy  these  inconveniences  by  the  following  con- 
struction :  in  the  dial-plate  of  his  clock  (Fig.  5.) 
there  is  an  opening,  a  b  c  d^  below  the  centre, 
through  which  appears  part  of  a  fiat  plate :  on  this 
the  twelve  hours,  with  their  divisions  into  quarters, 
are  engraved.  This  plate  turns  round  in  twelve 
hours,  and  the  index  A  points  out  the  true  hour, 
&c  B  is  the  minute-hand,  which  goes  round  the 
large  circle  of  60  minutes,  whilst  the  plate,  a  bcd^ 
shifts  its  place  one  hour  under  the  fixed  index,  A. 
There  is  another  opening,  e  f  f^  h^  through  which 
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the  seconds  are  seen  on  a  flat  moveable  ring,  at  the 
extremity  of  a  fleur-de-lis  engraved  on  the  dial- 
plate.  A,  in  Fig.  6.  is  the  great  wheel  of  this 
clock,  containing  ISO  teetli,  turning  round  in 
twelve  hours.    The  axis  of  this  wheel  bears  the 

• 

plate  of  hours,  which  may  be  moved  by  a  pin 
passing  through  small  holes  drilled  in  the  plale, 
without  affecting  the  wheel-work.  The  great 
wheel  A  turns  a  pinion  B,  of  ten  leaves,  round  in 
an  hour,  and  carries  the  minute  hand,  B,  on  its 
axis  round  the  dial-plate  in  the  same  time.  *  On 
this  axis  is  a  wheel  C,  of  120  teeth,  turning  round 
a  pinion  D,  of  six  leaves,  in  three  minutes;  on  the 
axis  of  which,  there  is  a  wheel  E,  of  90  teeth,  that 
keeps  a  pendulum  in  motion^  vibrating  seconds  by 
palettes,  as  in  a  common  clock,  when  the  pen- 
dulum-wheel has  only  SO  teeth,  and  goes  round  in 
a  minute.  In  order  to  show  the  seconds  by  this 
clock,  a  thin  plate  must  be  divided  into  three 
times  60,  or  180  equal  parts,  and  numbered  10, 
40,  30,  40,  50,  60,  three  times  successively,  and 
fixed  on  the  same  axis  with  the  wheel  of  90  teeth, 
so  as  to  turn  round  near  the  back  of  the  dial-plate; 
and  these  divisions  will  show  the  seconds  through 
tlie  opening  e  f  g  /i.  Fig.  5.  This  clock  will  go  a 
week  without  winding. 
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^abk  and  Rules  for  regulating  Cloclcs. 

By  the  following  Table,  clocks  and  watches  m^ 
be  so  regulated  as  to  measure  true  equal  time. 
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The  stars  moke  366  revolutions  from  any  point 
of  the  compass  to  the  same  point  again,  in  865 
days  and  one  minute-}  and  therefore  they  gain  a 
S65th  of  a  revolution  every  twenty^four  hours  of 
mean  solar  time,  near  enough  for  regulating  any 
clock  or  watch.  This  acceleration  is  at  the  rate  of 
3  minutes,  55  seconds,  53  thirds,  59  fourths,  in 
24  hours,  or,  in  the  nearest  round  numbers,  3 
minutes  56  seconds,  by  which  quantity  of  time 
every  star  comes  round  sooner  than  it  did  on 
the  day  before.  Therefore,  if  you  mark  the  pre- 
cise moment  shown  by  a  clock  or  watch  when  any 
star  vanishes  behind  a  chimney,  or  any  other 
object,  as  seen  through  a  small  hole  in  a  thin 
plate  of  metal  fixed  in  a  window-shutter ;  and  do 
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this  for  several  nights  successively  (as  suppose 
twenty) ;  then  if  at  the  end  of  that  time  the  star 
Vanished  as  much  sooner  than  it  did  the  first  night 
by  the  clock,  as  answers  in  the  time  denoted  in  the 
table  for  so  many  days>  the  clock  goes  tnie,  other* 
wise  not.  If  the  difference  between  the  clock  and 
the  star  be  less  than  the  table  shows,  the  clock 
goes  too  fast ;  if  greater,  it  goes  too  slow,  and 
must  be  regulated  accordingly,  by  letting  down  or 
raising  the  ball  of  the  pendulum,  by  little  and  by 
little,  turning  the  screws-nut  under  the  ball,  till  you 
>find  it  keeps  true  equal  time.  Thus,  supposing 
the  star  should  disappear  behind  a  chimney  any 
night  when  it  is  twelve  by  the  clock,  and  that  on 
the  twentieth  night  afterward  the  same  star  should 
disappear  when  the  time  is  41  minutes  23  seconds 
past  ten  by  the  clock,  which  being  subtracted 
from  13  hours  0  minutes  0  second^  leaves  re* 
maining  1  hour  18  minutes  38  seconds  for  the 
time  the  star  is  then  faster  than  the  clock :  look  in 
the  table,  and  against  20,  in  the  lefUhand  column, 
you  will  find  the  acceleration  of  the  star  to  be 
1  hour  18  minutes  38  seconds,  agreeing  exactly 
with  what  the  difference  ought  to  be  between  the 
clock  and  star ;  which  shows  that  the  clock  mea- 
sures true  equal  time,  and  agrees  with  the  mean 
solar  time,  as  it  ought  to  do. 

Amongst  the  most  extraordinary  pieces  of  mo- 
dem clock-work,  are  those  at  Strasburgh  and 
Lyons,  which  are  very  eminent  for  the  richness  of 
their  furniture,  and  the  variety  of  their  motions 
and  figures.  In  the  former  a  cock  claps  his  wings, 
and  proclaims  the  hour;  and  the  angel  opens  a 
door,  and  salutes  the  Virgin,  and  the  Holy  Spirit 
descends  on  her,  &c.  In  the  latter,  two  horsemen 
encounter,  and  beat  the  hour  on  each  other}  a 
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4oor  opens,  and  there  appear  on  the  theatre  tli« 
Virgin,  with  Jesus  Christ  in  her  arms ;  the  magi« 
with  their  retinue,  marching  in  order,  and  presenting 
their  gifbs  two  trumpeters  sounding  all  the  time* 
to  proclaim  the  procession.  These,  however,  were 
excelled  by  two,  which  were  lately  made  by  Eng- 
lish «rtists,  and  sent  as  a  present  from  the  East 
India  Company  to  the  Emperor  of  China.  These 
clocks  were  in  the  form  of  chariots,  in  which 
were  placed,  in  a  fine  attitude,  a  lady  leaning  her 
right  hand  upon  a  part  of  the  chariot ;  under  wliicli 
is  a  clock  of  curious  workmanship,  little  larger  than 
a  shilling,  that  strikes,  repeats,  and  goes  eight  davH. 
Upon  her  finger  sits  a  bird  finely  modelled,  and 
•et  with  diamonds  and  rubies,  with  its  wings  ex- 
panded in  a  flying  posture,  and  which  actually  flut- 
ters  for  a  considerable  time,  on  touching  a  diamond 
button  below  it;  the  body  of  the  bird  (which  con> 
tains  part  of  the  wheels,  tliat  in  a  manner  give  life 
to  it)  is  not  the  size  of  the  sixteenth  part  of  an 
inch.  The  lady  holds  in  her  left  hand  a  gold  tube, 
not  much  thicker  than  a  large  pin,  on  the  top  of 
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on  spiral  wings  ;  the.  wing^  and  feathers  of  which 
are  set  with  AtiDnes  of  Various  colours,  and  appear 
as  if  flying  away  with  the  chariot,  which,  from 
another  secret  motion,  is  contrived  to  run  in  a 
straight,  circukr,  or  any  other  direction.  A  boy, 
that  lays  hold  of  the  chariot  behind,  seems  also  to 
push  it  forward.  Above  the  umbrella,  are  flowers 
and  ornaments  of  precious  stones,  and  it  terminates 
with  a  Aying  dragon  set  in  the  same  manner.  The 
whole  was  of  gold,  most  curiously  executed,  and 
embellished  with  rubies  and  pearls* 
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It  is  very  probable,  that,  in  the  infancy  of  th^ 
arts,  sledges  were  used  before  wheels  were  in^ 
vented,  or  at  least  before  the  application  of  them 
became  general.  Even  now,  indeed,  sledges  are 
employed  for  certain  purposes  in  our  own  country, 
notwithstanding  the  number  of  wheel  carriages 
used  in  it  from  time  immemorial. 

In  some  of  the  cold  climates,  where  ice  is  to  be 
met  with  in  considerable  quantity,  and  the  ground 
is  covered  with  frozen  snow  for  a  great  part  of  the 
year,  sledges  arc  much  in  use,  and  run  upon  the 
smooth  surface  of  the  earth  with  as  great  ease  as 
wheels  run  upon  the  ordinary  ground.  Upon  very 
smooth  ice,  indeed,  or  upon  any  other  body  per- 
fectly smooth,  wheels  would  not  turn  readily  ;  for 
the  only  reason  why  they  turn  in  the  ordinary  way, 
is  the  continual  inequalities  they  meet  with. 

On  common  roads,  wheels  meet  with  obstruc- 
tions at  the  bottom,  which  retard  that  part ;  the 
upper  part  is  in  consequence  drawn  forward,  and 
a  circulating  motion  takes  place. 
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The  advantage  of  wheels  over  sledges  may  be 
understood  from  the  following  considerations.  A 
sledge,  in  sliding  over  a  plane,  suffers  a  friction 
equivalent  to  the  distance  dirough  which  it  moves; 
but  if  we  apply  to  it  an  axle,  the  circumference  of 
which  is  six  inches,  and  wheels  of  eighteen  feet  in 
circumference,  it  is  clear,  that  when  the  carriage 
moves  eighteen  feet  over  the  plane,  the  wheels 
make  but  one  revolution ;  and  as  there  is  no  slid- 
ing of  parts  between  the  plane  and  the  wheels,  but 
only  a  mere  change  of  surface,  no  friction  can 
take  place  there,  the  whole  being  transferred  to 
the  nave  acting  on  the  axle  so,  that  the  only  slid- 
ing of  parts  has  been  betwixt  the  inside  of  the 
nave  and  the  axle ;  which,  if  they  fit  one  another 
exactly,  is  no  more  than  six  inches ;  and  hence  it 
is  plain,  that  the  friction  must  be  reduced  in  the 
proportion  of  one  to  thirty-six.  Another  advan- 
tage  is  also  gained;  by  having  the  surfaces  confined 
to  so  small  an  extent,  by  which  means  they  may 
be  more  easily  kept  smooth,  and  fitted  to  each 
other.  The  only  inconvenience  is  the  height  of 
the  wheels,  which  must  in  all  cases  be  added  to 
that  of  the  carriage  itself. 

By  means  of  this  circulatory  motion,  the  friction 
becomes  very  much  less  than  what  it  would  be  if 
the  weight  were  drawn  along  the  ground  upon  a 
sledge;  insomuch,  that  a  four  wheeled  carriage 
may  be  drawn  .with  five  times  as  much  ease  as  one 
that  slides  as  a  sledge  upon  the  same  surface. 

By  applying  wheels  to  a  carriage,  the  friction  is 
lessened  in  the  proportion  of  the  diameters  of  the 
axles  and  hollow  parts  of  the  naves  to  that  of  the 
wheels. 

Large  wheels  have  also  the  advantage  over  small 
ones  in  overcoming  obstacles,  because  they  act -as 
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levers,  in  proportion  to  their  various  sizes.  All 
wheels,  but  especially  small  ones,  are  apt  to  sink 
into  the  ground  over  which  they  pass,  and  thus 
produce  a  constant  obstacle  to  their  progress,  which, 
the  large  ones  most  easily  overcome^ 

In  all  four-wheeled  carriages,  the  fore-wheels, 
are  made  of  a  less  size  than  the  hind  oneSi,  in  order 
to  enable  them  to  turn  in  less  room ;  but  the  car- 
riage  would  go  much  easier,  if  the  fore-wheels  were 
as  high  as  the  hind  ones. 

It  is  plain,  that  the  small  wheels  must  turn  aai 
much  ollener  round  than  the  great  ones,  ^  thejr^ 
circumferences  are  less^  And,  therefore,,  when 
the  carriage  is  loaded  equ^ly  heavy  on  both  axles, 
the  fore*axle  must  sustain  as  much  more  friction, 
and  consequently  wear  out  aa  much  sooner  thaA 
the  bind  axle,  as  the  fore^wbeels  are  less  than  the^ 
hind  ones.  And  though  this  points  out  that  the 
greatest  weight  should  be  laid  upon  the  largQ 
wheels,  yet  it  is  genei'ally  the  practice  to  put  the 
greatest  load  over  the  small  wheels,  which  not 
only  makes  the  friction  greatest  where  it  should 
be  least,  but  also  presses  the  fore^wheels  deeper 
into  the  ground  than  the  hind  wheels,  notwith^ 
standing  the  former  are  with  more  difficulty  drawn 
out  of  it  than  the  latter. 

It  is  true,  that  when  the  road  is  much  up-hill, 
there  is  danger  in  loading  too  much  the  hind 
wheels,  least  the  fore-wheels  should  be  tilted  up. 

It  is  well  known  that  a  great  outcry  was  raised 
by  the  generality  of  the  carriers,  against  the  broad 
wheel  act ;  and  that  it  was  difficult  to  persuade 
them  to  comply  with  it,  even  though  they  were  al- 
lowed to  draw  with  more  horses,  and  carry  greater 
loads  than  usual.  Their  principal  objection  was, 
that,  as  a  broad  wheel  must  touch  the  ground  in  a 
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great  many  more  points  than  a  narrow  one»  the 
friction  must»  of  course,  be  just  so  much  the 
greater,  and  consequently  there  must  be  so  many 
more  horses  to  draw  the  waggon.  But  they  did 
not  consider,  that,  if  the  whole  weight  of  the  wag- 
gon and  the  load  in  it  bear  upon  a  great  many 
points,  each  sustains  a  proportionally  less  degree 
of  weight  and  friction,  than  when  it  bears  only 
upon,  a  few  points ;  so  that  what  is  wanting  in 
one,  is  made  up  in  the  other ;  and,  therefore,  the 
fKction  will  be  just  equal  under  equal  degrees  of 
weight,  as  may  be  shown  by  the  following  easy 
experiment : 

•  Let  one  end  of  a  piece  of  packthread  be  fastened 
to  a  brick,  and  the  other  end  to  a  common  scale 
for  holding  weights ;  then  put  the  brick  edgeways 
on  the  table,  and  let  the  scale  hang  over  the  side ; 
put  as  much  weight  into  the  scale  as  will  just  draw 
the  brick  along  the  table.  Then  taking  back  the 
brick  to  its  former  place,  lay  it^at,  and  leave  it  to 
be  acted  on  by  the  weight  in  the  scale  as  before, 
and  it  will  draw  it  along  with  the  same  ease  as  when 
it  lay  upon  its  edge.  In  the  former  case,  the  brick 
may  be  considered  as  a  narrow  wlieel  on  the 
ground,,  and  in  the  latter  as  a  broad  wheel.  And 
since  the  brick  is  drawn  along  with  equal  ease, 
whether  its  broad  side  or  narrow  edge  touch  the 
table,  it  shows  that  a  broad  wheel  might  be  drawn 
along  the  ground  with  the  same  ease  as  a  narrow 
one  (supposing  them  equally  heavy,)  even  though 
they  should  drag,  and  not  roll,  as  they  go  along. 

As  narrow  wheels  are  always  sinking  into  the 
roads,  they  must  be  considered  as  constantly  going 
up-hill,  even  on  level  ground ;  and  their  sides  must 
sustain  a  great  deal  of  friction  by  rubbing  against 
the  ruts.  ^  But    both    these    inconveniences    aro 
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avoided  by  using  broad  wheels ;  which,  instead  of 
cutting  and  ploughing  up  the  roads,  roll  them 
smooth,  and  harden  them,  as  experience  testifies 
in  places  where  both  have  been  used. 

If  the  wheels  were  always  to  go  upon  smooth 
and  level  ground,  the  best  way  would  be  to 
make  the  spokes  perpendicular  to  the  naves  and 
to  the  axles ;  because  they  would  then  bear  the 
weight  of  the  load  perpendicularly,  which  is  the 
strongest  way  for  wood.  But  because  the  ground 
is  generally  uneven,  one  whe6l  often  falls  into  a 
cavity,  or  rut,  when  the  other  does  not ;  and  then 
it  bears  much  more  of  the  weight  than  the  other 
does ;  in  which  case,  concave,  or  dishing-wbeels,^ 
are  best ;  because  when  one  falls  into  a  rut,  and 
the  other  keeps  upon  high  ground,  the  spokes  be- 
come perpendicular  in  the  rut,  and  therefore  have 
the  greatest  strength  when  the  obliquity  of  the 
load  throws  most  of  its  weight  upon  them ;  whilst, 
those  on  the  high  ground  have  less  weight  to  bear, 
and  therefore  need  be  at  their  full  strength:  so 
that  the  usual  way  of  making  the  wheels  concave 
is  best 
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Bt  hydrostatics,  in  general,  is  meant  the  science 
which  treats  of  the  mechanical  properties  of  fluids. 
Strictly  speaking,  however,  ^drostatics  trevAM  of 
the  weight  and  equilibrium  of  fluids  at  rest.  When 
diat  equilibrium  is  destroyed,  motion  ensues ;  and 
the  science  which  considers  the  laws  of  fluids  irt 
motion^  is  called  hydraulics. 

A  fluid  is  defined  to  be,  a  body  whose  parts  yield- 
to  any  impression^  and,  in  yielding j  are  easily  moved 
amongst  each  other. 

Fluids  are  of  two  kinds  :  non-elastic  and  incom- 
pressible fluids,  such  as  water,  oil,  mercury,  &c. ; 
and  elastic  and  compressible  fluids,  as  air  of  dif- 
ferent sorts. 

Here  it  must  be  observed  that  the  class  of  fluids 
denominated  incompressible,  are  not  absolutely 
so ;  but  they  are  compressible  in  so  slight  degree, 
that  it  may  be  disregarded  in  practiced  cases,  so 
that  this  division  is  still  retained. 

From  the  expansion  and  contraction  of  water 
by  heat  and  cold,  it  might  have  been  inferred  that 
it  was  compressible  by  some  means  :  but  from 
some  experiments  formerly  made  by  the  Academy 
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Del  Cimento,  at  Florence^  its  absolute  incompres* 
sibility  was  thought  to  be  proved* 

A  globe  of  gold  was  filled  with  ¥rater,  and  ham- 
mered violently ;  but  the  water  oozed  through  the 
gold,  and  stood  like  dew  upon  the  surface.  Lord 
Bacon  had,  however,  tried  the  same  experiment 
with  a  globe  of  lead,  and  with  a  similar  result ;  but 
he  drew  from  it  the  opposite  conclusion. 

Mr.  Canton,  about  fifty  years  ago,  made  some 
experiments  which  showed  that  water  was  com- 
pressible in  a  very  small  d^ree :  and  Mr.  Zim- 
ragman  at  Leipsic,  in  1779»  found  that  sea  water 
when  inclosed  in  the  cavity  of  a  strong  iron  cylin- 
der, and  pressed  by  a  force  equal  to  a  column  of 
sea  water  100()  feet  high,  was  compressed  179  part 
of  its  own  bulk. 

It  has  already  been  stated  that  the  cause  of 
fluidity  does  not  appear  to  consist  in  the  figure  of 
the  particles,  but  in  their  want  of  cohesion. 

Different  fluids  have  different  degrees  of  tena- 
city or  fluidity,  according  to  the  facility  with 
which  the  particles  may  be  moved  amongst  each 
other.  Water  and  mercury  may  be  considered  as 
among  the  most  perfect  fluids.  Others,  as  oil, 
mucus,  &c.  are  viscous  or  imperfect  fluids. 

It  is  from  the  imperfect  cohesion  of  fluids,  that, 
when  in  small  quantities,  they  arrange  themselves 
in  a  spherical  manner,  and  form  drops. 

Although  every  one  knows  that  all  fluids  have 
weight,  and  gravitate  when  considered  as  a  whole, 
it  being  evident  that  a  vessel  weighs  more  when 
full  than  when  empty,  yet,  in  the  early  times  of 
philosophy,  it  was  an  opinion  that  the  parts  of 
fluids  ^d  not  gravitate  upon  each  other,  and  that 
a  portion  of  water  lost  its  gravity  when  plunged 
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under  more  waters    A  simple  experiment,  liow- 
ever,  will  confute  this  idea. 

Suspend  from  a  balance  an  empty  phial,  corked, 
and  loaded  so  as  to  sink  in  water,  and  counterpoise 
it  by  an  equal  weight  in  the  opposite  scale,  when 
it -is  immersed  in  the  water ;  then  pull  out  the 
cork^  and  the  water  will  rush  in  and  fill  the  phial, 
but  the  equilibrium  of  the  balance  will  be  de* 
itioyed;  and  it  will  require  as  much  weight  to 
Kstore  the  equilibrium,  as  the  real  weight  of  the 
water  in  the  phial ;  thus  proving,  that  the  water 
in  the  phial  lost  none  of  its  weight  by  being  sur- 
rounded by  a  fluid  of  the  same  kind. 

Though  fluids  are  subject  to  the  same  laws  of 
gravity  with  solids,,  yet  their  want  of  cohesion  oc- 
casions some  peculiarities. 

The  parts  of  a  solid  are  so  connected  together, 
as  to  form  but  one  and  the  same  whole  ;  and  their 
efibrt  is,  as  it  were,  concentrated  in  a  single  point, 
-called  the  centre  of  gra\ity.  This  is  not  the  case 
with  fluids*  Their  parts  gravitate  independently 
of  each  other.  And  hence  it  is,  that  the  surface 
of  a  fluid  contained  in  an  open  vessel  is  always 
level,  or  parallel  to  the  horizon. 

Fluids  have  this  remarkable  property,  that  they 
{>ress:not  only  in  common  with  solids  perpendicu- 
Jarly,  but  also  upwards,  sideways,  and  in  every 
direction,  equally. 

To  confirm  this  by  experiment,  take  a  glass  tube 
open  at  both  ends,  and,  stopping  one  end  with 
your  finger,  immerge  the  other  in  water.  The 
water  will  be  prevented  from  rising  far  in  the  tube 
by  the  air  which  is  contained  in  it  j  but  if  you  take 
away  your  finger  from  the  upper  end,  the  air  within 
the  tube  will  be  suffered  to  escape,  ^nd  the  water 
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will  rise  in  the  tube  to  the  same  level  as  it  is  in  the 
vessel,  being  pressed  upwards  by  the  surrounding 
water.  The  same  effect  will  take  place,  if  you 
incline  the  tube  in  any  direction,  or  if  you  make 
use  of  tubes  bent  in  any  manner  possible ;  still  you 
will  find  that  the  water  within  them  will  rise  to  the 
same  height  as  in  the  external  vessel.  ; 

If  you  force  water  with  the  bended  tube  A  B 
(Plate  8.  fig.  13.)  the  water  will  stand  at  the  same 
height  in  both  legs  of  the  tube ;  and  were  the 
branches  ever  so  numerous,  yet,  if  they  communi*- 
cated  with  each  other,  the  water  would  stand  at 
the  same  level  in  all  of  them. 

As  fluids  press  equally  in  every  direction,  i( 
follows  that  the  horizontal  bottom  of  a  vessel  susi- 
tains  just  the  pressure  of  a  column  of  the  fluids 
whose  base  is  the  area  of  the  bottom  of  the  vessel^ 
and  whose  perpendicular  height  is  equal  to  the 
depth  of  the  fluid.  Thus,  in  the  vessel  A  B 
(Plate  8.  fig,  1.)  the  bottom  C  B  does  not  sustain 
a  pressure  equal  to  the  whole  quantity  of  fluid 
contained  in  the  vessel,  but  only  of  a  column 
whose  base  is  C  B  (Fig.  2.)  and  height  C  E.  Also 
in  the  vessel  FG,  the  bottom  G  H  sustains  a  pres:* 
«ure  equal  to  what  it  would  be  if  the  vessel  were 
as  wide  at  the  top  as  bottom. 

This  leads  to  what  is  called  the  hydrostatic  par a^ 
dar^  which  is  so  denominated,  because  at  first  view 
it  seems  paradoxical ;  but  it  results  from  the  nature 
of  fluids,  which  press  every  way  alike. 

It  is,  that  a  quantity  qfjiuid,  h(/wever  smailj  may 
be  nuide  to  cowtterpoise  the  greatest  quantity.  Thus, 
if  to  a  wide  vessel  A  B  (Plate  8.  fig.  3.)  you  attach  a 
tube  C  D  communicating  with  the  vessel,  and  then 
pour  water  into  either  of  them,  you  will  find  that 
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it  will  always  stand  at  the  same  height  in  both, 
consequently  there  is  an  equilibrium  between  them. 
And  whatever  shape  the  vessels  are  of,  the  efiect 
will  be  the  same. 

It  may  also  be  illustrated  in  this  manner : 
Let  A  B  D  G  represent  a  cylindrical,  vessel,  to 
the  inside  of  which  is  fitted  the  cover  C  (Fig.  4.) 
which,  by  means  of  leather  at  the  edge,  will  easily 
slide  up  and  down  in  the  internal  cavity  without 
permitting  any  water  to  pass  between  its  edges  and 
the  surface  of  the  cylinder.  In  the  cover  is  in-> 
serted  the  small  tube  C  F,  which  is  open  at  top, 
and  communicates  with  the  inside  of  the  cylinder 
beneath  the  cover  at  C.  The  cylinder  is  filled 
with  water,  and  the  cover  put  on.  Then,  if  the 
cover  be  loaded  with  the  weight,  suppose  of  a 
pound,  it  will  be  depressed,  the  water  will  rise  in 
the  tube  to  £,  and  the  weight  will  be  sustained* 
If  another  pound  be  added,  the  water  will  rise  to 
F,  and  the  weight  will  be  sustained,  and  so  on, 
according  to  the  weight  added,  and  the  length  of 
the  tube.  Now,  the  weight  of  the  water  in  the 
tube  is  but  a  few  grains,  yet  its  lateral  pressure 
serves  to  sustain  as  much  as  the  weight  of  a 
column  of  water  whose  base  is  equal  to  that  of  the 
cylinder,  and  height  equal  to  that  in  the  tube. 
Thus,  the  column  £  C  produces  a  pressure  in  the 
water  contained  in  the  cylinder,  equal  to  what 
would  have  been  produced  by  the  column  AadD; 
and  as  this  pressure  is  exerted  every  way  equally, 
the  cover  will  be  pressed  upwards  with  a  force 
equal  to  the  weight  of  AadD;  consequently  if 
AadT>  would  weigh  a  pound,  £  C  will  sustain  a 
pound;  and  the  like  of  other  heights  and  weights. 
And  by  diminishing  the  diameter  of  the  tube,  any 
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quantity  of  water,  how  small  soever,  will  iiistain 
any  weight,  however  large. 

The  «ame  may  be  shown  thus :  let  A  G  B  D  re- 
present a  hollow  cylinder  of  wood,  which  neariy 
fills  the  cavity.  In  the  cylinder,  suppose  a  little 
water,  whose  surface  is  gb  (Plate  3*  %•  5.);  then, 
if  the  wooden  cylinder  be  put  into  the  hollow  one, 
the  water  will  rise  between  the  surfaces  to  a  and  i/, 
and  the  wood  will  be  sustained  floating.  The 
nearer  the  wooden  cylinder  approaches  to  the  size 
of  the  cavity,  the  less  water  is  necessaiy  for  the 
experiment.     , 

The  hydrostatic  belUms  is  perhips  the  best  ma- 
chine for  demonstrating  the  upward  pressure  of 
fluids.  It  consists  of  two  thick  oval  boards  (Plate  8. 
fig.  6.)  each  about  16  inches  broad,  and  18  inches 
long,  covered  with  leather,  to  open  and  shut  like  a 
common  bellows,  but  without  valves ;  only  a  pipe 
about  three  feet  high  is  fixed  into  the  bellows. 
Let  some  water  be  poured  into  the  pipe ;  it  will 
run  iiito  the  bellows,  and  separate  the  boards  a 
little :  then  lay  three  weights,  each  weighing  100 
pounds,  upon  the  upper  board,  and  pour  more 
water  into  the  pipe,  which  will  run  into  the 
bellows,  and  raise  up  the  board  with  all  the  weights 
upon  it;  and  if  the  pipe  be  kept  full  until  the 
weights  are  raised  as  high  as  the  leather  which 
covers  the  bellows  will  allow  them,  the  water  will 
remain  in  the  pipe,  and  support  all  the  weights, 
even  though  it  should  weigh  no  more  than  a 
quarter  of  a  pound,  and  they  SOO  pounds:  nor 
will  their  utmost  weight  cause  the  boards  to  de- 
scend, and  force  the  water  out  at  the  top  of  the 
pipe. 

The  reason  of  this  will  be  made  evident,  by  con- 
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sidering  what  has  been  already  said  (^  the  result  o£ 
the  pressure  of  fluids  of  equal  heights,  without  any 
regard  to  the  quantities.  For,  if  a  hole  be  made  in 
the  upper  board,  and  a  tube  be  put  into  it,  the 
water  will  rise  in  the  tube  to  the  same  height  that 
it  does  in  the  pipe ;  and  would  rise  as  high  (by. 
supplying  the  pipe)  in  as  many  tubes  as  the  board 
could  contain  holes.  Now,  suppose  only  one  hole 
to  be  made  in  any  part  of  the  board,  of  an  equal 
diameter  with  the  bore  of  the  pipe,  and  that  the 
pipe  holds  just  one  quarter  of  a  pound  of  water ;, 
if  a  person  put  his  finger  upon  the  hole,  and  the 
pipe  be  'filled  with  water,  he  will  find  his  finger 
pressed  upward  with  a  force  equal  to  a  quarter  of  a, 
pound }  and  as  the  same  pressure  is  equal  upon  all 
^qual  parts  of  the  board,  each  part  whose  area  is 
equal  to  the  area  of  the  hole,  will  be  pressed  up« 
ward  with  a  force  equal  to  that  of  a  quarter  of  a 
pound ;  the  sum  of  all  which  pressures  against  the 
under  side  of  an  oval  board  16  inches  broad  and 
18  inches  long,  will  amount  to  300  pounds ;  and, 
therefore,  so  much  weight  will  be  raised  up  and 
supported  by  a  quarter  of  a  pound  of  water  in  the 
pipe. 

Hence,  if  a  man  stand  upon  the  upper  board, 
and  blow  into  the  bellows  through  the  pipe,  he  will 
raise  himself  upward  upon  the  board :  and  the 
smaller  the  bore  of  the  pipe  is,  the  easier  he 
will  be  able  to  raise  himself.  Then,  by  clapping 
his  finger  on  the  top  of  the  pipe,  he  can  sup- 
port himself  as  long  as  he  pleases,  provided  tlie 
bellows  be  air-tight,  so  as  not  to  lose  what  is  blown 
into  it. 

It  is  from  the  pressure  of  fluids  in  all  directions, 
that  a  solid  body  specifically  lighter  than  a  fluid, 
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(that  is,  lighter  than  an  equal  bulk  of  the  fluid,) 
¥^ill  ascend  tx>  the  surface,  if  immersed  below  it. 
For  when  such  a  solid  is  immersed  in  a  fluid,  it 
presses  downwards  with  a  force  equal  to  the  weight 
of  a  column  composed  of  the  body  itself,  and  that 
portion  of  the  fluid  which  lies  upon  it;  and  the 
fluid  presses  upwards  against  the  body  with  a 
force  equal  to  a  column  of  itself  alone :  hence 
the  body  will  rise  with  a  force  equal  to  the 
diflerence  between  the  pressures  of  these  two 
columns. 

In  the  same  manner,  a  body  specifically  heavier 
than  a  fluid  must  sink  in  it,  since  it  must  press 
downwards  more  than  the  fluid  presses  against  it 
upwards. 

Thus  we  see  the  reason  why  a  piece  of  cork  is 
more  buo3^nt  than  a  piece  of  oak,  and  also  why  it 
is  easier  to  swim  in  salt  than  fresh  water. 

If  by  any  contrivance,  the  force  with  which  a 
body  presses  downwards,  and  that  with  which  the 
fluid  presses  upwards,  can  be  reduced  to  an 
equality,  then  the  body  will  remain  suspended  in 
the  fluid.  Thus  a  piece  of  lead  may  be  made  to 
swim  in  water,  by  immersing  it  to  a  proper  depth, 
and  keeping  the  water  from  getting  above  it.  Let 
C  D  (Plate  8.  %.  70>  he  a  glass  tube  open  through- 
out ;  and,  G,  a  flat  piece  of  lead,  exactly  fitted  to 
the  lower  end  of  the  tube,  but  not  to  go  within  it, 
with  a  wet  leather  between  the  lead  and  the  tube, 
to  make  it  air-tight.  Let  this  leaden  bottom  be 
half  an  inch  thick,  and  held  close  to  the  tube,  by 
puUing  the  packthread,  L,  upward  with  one  hand, 
whilst  the  tube  is  held  in  the  other  by  the  upper 
end.  In  this  situation,  let  the  tube  be  immersed 
in  water,  in  the  glass  vessel,  A  B,  to  the  depth  of  six 
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inches  below  the  surface  of  the  water  at  K; 
Uien  the  leaden  bottom,  6,  will  be  plunged  ttf  the 
depth  of  somewhat  more  than  eleven  times  its  own 
thickness.  Holding  the  tube  at  that  depth,  you 
may  let  go  the  thread  at  L,  and  the  lead  wiU  not 
fall  from  the  tube,  but  will  be  kept  to  it  by  the 
upward  pressure  of  the  water  below  it,  occasioned 
by  the  height  of  the  water  at  K,  above  the  level 
of  the  lead:  for  as  lead  is  1.193  times  as  heavy  as 
its  bulk  of  water,  and  is  in  this  experiment  im- 
mersed to  a  depth  somewhat  more  than  1.133  times 
its  thickness,  and  no  water  getting  into  the  tube 
between  it  and  the  lead,  the  column  of  water, 
G  a  A,  below  the  lead,  is  pressed  upward  against  it 
by  the  water  all  around  the  tube;  which  water 
being  a  little  more  than  1.133  times  as  high  as  the 
lead  is  thick,  is  sufficient  to  balance  and  support 
the  lead.  If  a  little  water  be  poured  into  the  tube 
upon  the  lead,  it  will  increase  the  weight  upon 
the  column  of  water  under  the  lead,  and  cause  the 
lead  to  fall  from  the  tube  to  the  bottom  of  the  glass 
vessel.  Or  if  the  tube  be  raised  a  little  in  the  water, 
the  lead  will  fall  by  its  own  weight,  which  will  then 
be  too  great  for  the  pressure  of  the  water  round  the 
tube,  upon  the  column  of  water  below  it. 

In  like  manner,  a  piece  of  wood  may  be  made  to 
lie  at  the  bottom  ot*  water,  by  keeping  the  water 
from  pressing  on  its  under  surface.  Let  two  pieces 
of  wood  be  planed  quite  flat,  so  as  no  water  may 
get  between  them  when  they  are  put  together;  let 
one  of  the  pieces,  as  a  6,  be  cemented  to  the  bot- 
tom of  the  vessel,  A  B  (Fig.  70>  ^^^  ^^^  other 
piece  be  laid  flat  and  close  upon  it,  and  held  down 
to  it  by  a  stick,  whilst  water  is  poured  into  a 
vessel;  then  remove  the  stick,  and  the  upper  piece 
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of  wood  will  not  rise  from  the  lower  one^  for  as  the 
upper  one  is  pressed  down,  both  by  its  own  weight 
and  the  weight  of  all  the  water  over  it,  whilst  the 
contrary  pressure  of  the  water  is  kept  off  by  the 
wood  under  it,  it  will  lie  as  still  as  a  stone  would 
do  in  its  place.  But  if  it  be  raised  ever  so  little  at 
any  edge,  some  water  will  then  get  under  it,  which 
being  acted  upon  by  that  above,  will  immediately 
press  it  upward ;  and  as  it  is  lighter  than  its  bulk  of 
water,  it  will  rise  and  float  upon  the  surface. 

If  two  fluids  of  different  densities  are  included 
in  the  separate  branches  of  a  bent  tube,  they  will 
balance  each  other,  when  the  altitudes  above  their 
common  junction  are  reciprocally  proportional  to 
their  specific  gravities :  thus  a  column  of  mercury 
will  balance  fourteen  its  height  of  water,  because 
mercury  is  fourteen  times  as  heavy  as  water. 

ThQ  most  elegant  and  useful  application  of  the 
principle  of  the  hydrostatic  paradox  is,  in  Bramah's 
hydrostatic  press,  represented  Plate 25.  fig.  3.:  a  b 
is  a  small  forcing  pump,  the  piston  of  which  is 
worked  by  the  handle  or  lever,  A  B.  This  pump 
forces  the  water  through  the  pipe,  6  c  rf,  into  the 
bottom  of  the  thick  pipe,  E  F :  also  containing  a 
piston  that  exactly  fits  the  inside ;  to  this  piston  is 
attached  a  rod,  G,  working  through  a  collar  of 
leathers  in  the  top  of  the  wide  cylinder:  the  rod,  G, 
performs  the  work  by  pressing  against  whatever  is 
required.  The  power  of  this  macluae  will  be  in 
proportion  to  the  areas  of  the  surfaces  of  the  two 
pistons,  or  as  the  squares  of  their  diameters.  Thus 
supposing  the  diameter  of  the  large  cylinder  to  be 
six  inches,  andthat  of  the  small  cylinder  to  be  i  inch, 
the  diameters  will  be  as  1  to  24,  and  the  areas  will  be 
as  1  to  576.  Therefore,  if  the  ismall  piston  be  forced 
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down  with  a  power  equal  to  one  ton,  then  the  rod 
of  the  great  cylinder  will  be  forced  up  with  a 
power  equal  to  576  tons.  To  increase  the  power 
of  this  press  to  any  degree,  it  is  only  necessary  to 
make  the  great  cylinder  exceed  the  smaller  in  any 
required  proportion :  and  this  machine  has  the 
advantage  of  great  simplicity  and  little  loss  from 
friction. 

Mr.  Bramah  has  also  employed  the  same  prin- 
ciple  to  the  construction  of  a  jack  for  raising  stones ; 
and  also  of  a  crane,  by  adding  a  rack  to  the  rod  of 
the  great  piston,  which  drives  a  wheel  that  has  a 
chain  passing  over  a  jib. 

From  the  principles  above  described  of  the  pres- 
sure of  fluids,  water  is  conveyed  by  means  of  pipes 
to  any  distance,  and  to  any  height  not  exceeding 
the  reservoir^  thus  in  Plate  25.  flg.  5.  A  represents 
a  reservoir  of  water,  either  supplied  by  natural 
streams,  or  kept  full  by  forcing  engines:  the  water 
may  be  conveyed  by  the  pipe,  BCD,  across  the 
valley  to  the  house  at  D,  and  will  rise  to  the  top  of 
the  building,  provided  that  it  is  not  higher  than  the 
reservoir ;  whereas,  if  the*  pipe  be  continued  to  the 
house,  E,  it  will  not  rise  to  the  top,  because  it 
stands  higher  than  the  level  of  the  reservoir. 

When  it  is  required  to  carry  the  water  higher  up, 
the  reservoir  must  be  also  raised  higher:  sometimes 
water  is  forced  up  to  the  top  of  a  town,  to  supply 
houses  on  a  high  ground. 

On  this  principle  may  be  explained  the  rising  of 
water  in  springs.  The  vapours  raised  by  evapo- 
ration from  the  sea  form  clouds,  which  afterwards 
defend  in  rain  on  the  hills  and  high  ground:  the 
water  so  formed,  percolates  through  the  soil,  and 
sinks  into  the  looser  and  more  porous  strata:  it 
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thiis  continues  to  go  downwards,  until  stopped  by 
an  impervious  bed,  as  rock  or  clay,  and  following 
the  course  of  this  bed,  it  breaks  out  on  the  surface, 
at  the  first  place  where  the  soil  permits  its  exit. 
The  existence  of  springs,  therefore,  always  requires 
that  there  shall  be  ground  on  a  higher  level, 
together  with  an  alternation  of  hard  and  soft 
beds. 


OF  SPECIFIC  GRAVITIES. 

By  the  specific  gravities  of  bodies  is  meant  the 
relative  weights  which  equal  bulks  of  difierent  bo- 
dies have  to  each  other.  It  is  usual  to  compare 
them  with  that  of  water,  as  it  is  by  weighing  bodies 
in  water  that  their  specific  gravities  are  found. 

The  method  of  ascertaining  the  specific  gravities 
of  bodies  was  invented  by  Archimedes  upon  the 
following  occasion. 

Hiero,  king  of  Syracuse,  having  given  a  quantity 
of  pure  gold  to  a  workman  to  make  a  crown  of,  sus- 
pected that  he  had  kept  part  of  the  gold,  and  adul- 
terated the  crown  with  a  baser  metal.  He  applied 
to  Archimedes  to  discover  the  fraud,  who  having 
long  studied  it  in  vain,  accidentally  hit  upon  a 
method  of  ascertaining  it.  Going  one  day  into  a 
bath,  he  took  notice  that  the  water  rose  in  it,  and 
immediately  reflected,  that  any  body  of  an  equal 
bulk  with  himself  would  have  raised  the  water  just 
as  much ;  though  a  body  of  equal  weight,  but  not 
of  equal  bulk,  would  not  raise  it  so  much.  From 
tins  idea,  he  conceived  a  mode  of  finding  out  what 
he  80  much  wished,  and  was  so  transported  with 
joy,  that  he  ran  out  of  the  bath,  naked  as  he  was, 
^y^^gt  "I  have  found  it,  I  have  found  it!" 

I  3 


118  HtDROSTATICS* 

Since  gold  is  the  heaviest  of  all  known  metalsi  it 
must  be  of  less  bulk,  according  to  its  weight,  than 
any  other  metal.     And  therefore  he  desired  that  a 
mass  of  pure  gold,  equally  heavy  with  the  crown 
when  weighed  in  air,  should  be  weighed  against* 
it  in  water,  and  if  the  crown  was  not  alloyed,  he 
conceived  it  would  counterpoise  the  mass  of  gold 
when  they  were  both  immersed  in  water,  as  well 
as  it  did  when  they  were  weighed  in  air.     But 
upon  making  the  trials  he  found  that  the  mass  of 
gold  weighed  much  heavier  in  water  than  the  crown 
did;  and  not  only  so,  but  that,  when  the  mass  and 
crown  were  immersed  separately  in  one  vessel  of 
water,  the  crown  raised  the  water  much  higher 
than  the  mass  did;  which  showed  it  to  be  alloyed 
with  some  lighter  metal  that  increased  its  bulk.     ' 

A  body  immersed  in  a  fluid  will  sink  to  the 
bottom,  if  it  be  heavier  than  its  bulk  of  the  fluid. 
If  it  be  suspended  therein,  it  will  lose  as  much  of 
what  it  weighed  in  air,  as  its  bulk  of  the  fluid 
weighs.  Hence,  ail  bodies  of  equal  bulks,  which 
would  sink  in  fluids,  lose  equal  weights  when  sus- 
pended therein  ;  and  unequal  bodies  lose  in  pro* 
portion  to  their  bulks. 

The  instrument  used  for  finding  the  specific  gra 
vities  of  bodies,  is  called  the  hydrostatic  balance. 
(Plate  8.  fig.  8.) 

It  difiers  very  little  from  a  common  balance  that 
is  nicely  made;  only  it  has  a  hook  at  the  bottom  of 
one  of  the  scales,  on  which  diflerent  substances 
that  are  to  be  examined  may  be  hung  by  horse- 
hairs, or  silk  threads,  so  as  to  be  immersed  in  a 
vessel  of  water,  without  wetting  the  scale. 

If  a  body  thus  suspended  under  the  scale  at  one 
end  of  the  balance,  be  first  counterpcnsed  in  air  by 
weights  in  the  opposite  scale»  and  then  immersed  in 
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water,  the  equilibrium  will  be  immediately  de- 
stroyed ;  then,  if'  as  much  weight  be  put  into  the 
scale  from  which  the  body  hangs,  as  will  restore 
the  equilibrium,  without  altering  the  weights  in  the 
opposite  scale;  that  weight  which  restores  the 
equilibrium,  will  be  equal  to  the  weight  of  a  quantity 
of  water  as  large  as  the  immersed  body ;  and  if  the 
weight  of  the  body  in  air  be  divided  by  what  it 
loses  in  water,  the  quotient  will  show  how  much 
that  body  is  heavier  than  its  bulk  of  water.  Thus, 
if  a  guinea,  suspended  in  air,  be  counterbalanced  by 
129  grains  in  the  opposite  scale  of  the  balance, 
and  then,  upon  its  being  immersed  in  water,  it  be- 
comes so  much  lighter  as  to  require  71  grains  put 
into  the  scale  over  it,  to  restore  the  equilibrium,  it 
shows  that  a  quantity  of  water  of  equal  bulk  with 
the  guinea,  weighs  71  grains,  or  7.25 ;  by  which 
divide  129  (the  weight  of  the  guinea  in  air),  and 
the  quotient  will  be  17*793 ;  which  shows  that  the 
guinea  is  17*793  times  as  heavy  as  its  bulk  of  water. 
And  thus,  any  piece  of  gold  may  be  tried,  by 
weighing  it  first  in  air,  and  then  in  water  \  and  if 
upon  dividing  the  weight  in  air  by  the  loss  in  water, 
the  quotient  comes  out  to  be  17*793,  the  gold  is  of 
the  standard  value;  if  the  quotient  be  18,  or  be- 
tween 18  and  19*  the  gold  is  very  fine;  but  if  it  be 
less  than  17^  the  gold  is  too  much  alloyed  with 
other  metal. 

By  this  method  the  specific  gravities  of  all  bodies 
that  will  sink  in  water  may  be  found ;  first  weighing 
the  body  in  air,  then  in  water,  and  dividing  the 
wei^t  in  air  by  the  loss  in  water. 

1^  as  to  those  which  are  lighter  than  water,  as 
most  sorts  of  wood  are,  the  following  method  must 
be  taken.  A  sort  of  pincers,  or  tongs,  must  be 
provided,  to  retain  the  substance  to  be  examined, 
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under  water,  first  weigh  the  body  in  air;  then 
having  balanced  the  tongs  in  water,  fix  to  it  the 
body  to  be  weighed,  which  being  lighter  than  water, 
will  raise  the  tongs,  and  cause  the  other  scale  to 
preponderate.  Observe  the  loss  of  weight  of  the 
body  in  water,  and  proceed  as  before. 

There  are  some  things  that  cannot  be  weighed 
in  this  manner,  such  as  quicksilver,  fragments  of 
diamonds,  &c.:  these  must  be  put  into  a  glass 
bucket  hanging  to  the  scale. 

The  Hydrometer  is  the  most  eligible  instrument 
for  finding  the  specific  gravity  ofjliuds. 

The  most  common  hydrometer  consists  of  a 
copper  ball,  B,  (Plate  8.  Fig.  9*)  to  which  is  soldered 
a  brass  wire,  A  B,  one  quarter  of  an  inch  thick. 
The  upper  part  of  this  wire  being  filed  flat,  is 
marked  proqf^  at  m  (fig.  10.),  because  it  sinks 
exactly  to  that  mark  in  proof  spirits.  There  are 
two  other  marks  at  A  and  B  (Fig.  90>  to  show 
whether  the  liquor  be  one-tenth  above,  or  below 
proof,  according  as  the  hydrometer  sinks  to  A,  or 
rises  to  B,  when  a  brass  weight,  C,  is  screwed  to  its 
bottom.  There  are  other  weights  to  screw  on, 
which  show  the  specific  gravity  of  different  fluids. 

The  round  part  of  the  wire  above  the  ball  may 
be  marked  so  as  to  represent  river-water  when  it 
sinks  to  R  W  (Fig.  10.),  the  weight  which  answers 
to  that  water  being  then  screwed  on ;  and  when 
put  into  spring-water,  mineral- water,  sea-water,  and 
water  of  salt  springs,  it  will  gradually  rise  to  the 
marks  S  P,  M  I,  S  E,  S  A;  on  the  contrary,  when 
it  is  put  into  Bristol-water,  rain-water,  Port-wine, 
and  Mountain- wine,  it  will  successively  sink  to  the 
marks  i  r,  r  a,  p  o,  wi  o. 

Another  sort  of  hydrometer  is  represented  in 
Plate  8.  fig.  11.;  which  is  calculated  to  ascertain 
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the  specific  gravity  of  fluids  with  greater  pre- 
cision ;  it  consists  of  a  large  hollow  ball,  B,  with  a 
smaller  bolt,  &,  screwed  on  to  its  bottom,  partly  filled 
with  mercury,  or  smaH  shot,  in  order  to  render  it 
but  little  specifically  lighter  than  water.  The 
larger  ball  has  also  a  short  neck  at  C,  into  which  is 
screwed  the  graduated  brass  wire,  A  C,  which,  by  a 
small  weight  at  A,  causes  the  body  of  the  instru- 
ment to  descend  in  the  fluid  with  part  of  the  stem. 
When  this  instrument  is  swimming  in  the  liquor 
contained  in  the  jar,  I L  M  K,  the  part  of  the  fluid 
displaced  by  it  will  be  equal  in  bulk  to  the  part  of 
the  instrument  under  water,  and  equal  in  weight 
to  the  whole  instrument.  Now,  suppose  the  wei^t 
of  the  whole  to  be  4000  grains,  it  is  evident  we  can 
by  this  means  compare  the  different  dimensions  of 
4000  grains  of  several  sorts  of  fluids.  For  if  the 
weight  at  A  be  such  as  will  cause  the  ball  to  sink 
in  rain-water,  until  its  surface  come  to  the  middle 
point  of  the  stem,  20 ;  and  after  that,  if  it  be  im- 
mersed in  common  spring- water,  and  the  surface  be 
observed  to  stand  at  one-tenth  of  an  inch  below 
the  middle  point,  20,  it  is  apparent  that  the  same 
weight  of  each  water  differs  only  in  bulk,  by  the 
magnitude  of  one-tenth  of  an  inch  in  the  stem. 

Now,  suppose  the  stem  to  be  ten  inches  long, 
and  weigh  100  grains,  then  every  tenth  of  an  inch 
will  weigh  one  grain ;  and  as  the  stem  is  of  brass, 
which  is  about  eight  times  heavier  than  water,  the 
same  bulk  of  water  will  be  equal  to  one-eigthth  of 
a  grain,  and  consequently  to  one-eigthth  of  jxA^ 
part;  that  is,  rrWr  part  of  the  whole  bulk.  This 
instrument  is  capable  of  still  greater  precision,  by 
making  the  stem  or  neck  consist  of  a  flat  thin  slip 
of  brass,  instead  of  one  that  is  cylindrical ;  for  by 
this  means  we  increase  the  surface,  which  is  the 
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mofit  requisite  drcumstance,  and  diminisb  the  so- 
lidity,  which  necesstrily  renders  the  instrument 
still  more  accurate*    ^ 

Proof-spirit  consists  |of  pure  spirit  with  a  little 
water;  that  is,  such  as,  when  poured  on  gunpowder 
and  set  on  fire,  will  bum  all  away;  and  permit  the 
powder  to  take  fire  and  flash,  as  in  open  ain  But 
if  the  spirit  be  not  so  highly  rectified,  there  will  re* 
main  some  water,  which  will  make  the  powder  wet, 
and  unfit  to  take  fire.  Proof-spirit  of  any  kind 
weighs  seven  pounds  twelve  ounces  per  gallon. 

The  common  method  of  shaking  the  spirits  in  a 
phiali  and  raising  a  head  of  bubbles,  to  judge  by 
theur  manner  of  rising  or  breaking,  whether  the 
spirit  be  proof  or  near  it,  is  very  fallacious. 

Syke's  Hydrometer,  represented  Plate  25.  fig.  4. 
is  that  now  used  by  the  excise  officers  in  collecting 
the  revenue.  Weights  are  made  to  slide  on  the  coni- 
cal stem  below  the  ball ;  and  the  graduation  of  the 
upper  stem  shows  the  specific  gravity  of  the  liquor. 


Table  of  Specific  Gravities 


Distilled  water. 
Sea  water,     .        .        - 
Water  of  the  Dead  Sea, 
Crude  platina,  in  grains, 
Platina^  purified  and  fused, 

■       hammered, 
drawn  into  wire, 

laminated. 

Pure  gold,  cast, 

^  hammered, 


Standard  gold. 
Mercury, 


hammered. 


1.000 

1.026 

1.240 

15.602 

19.500 

20.377 
21.042 

22.069 
19.258 
19.S62 
17.486 

17.589 
1S.S68 
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Pnre  aUrer,  caat, 10.^4 

hammered,         ...  ia*ll 

Stancbrd  silver  in  coin,           .        .        i.  10^1 

Lead,  fined, U,3S« 

Kimuth, 9.8(8 

Nickel, ^  8.6fiO 

Bran,  caat,            8.396 

^^  in  wire,        .-■-.-  8Jl4ri 

Cobdt, 7.81« 

Copper,  filled 7.788 

•^— —  drawn  into  wire,        ...  8.878 

Tin,  Engliah,  fljsed,       ....  7.291 

,  hammered,        -        -       -  7.299 

Malacca  tin,  fiued,        ....  7.296 

hammered,          ...  7.SO6 

Iron,  cast, 7.207 

bar, 7-788 

Steel,  soft,  and  not  hammered,        •        -  7.840 

hardened 7.816 

Zinc, 7.191 

Manganese, 6.850 

Antimony, 6.7O8 

Tungsten, 6.678 

Tellurium,     ......  6.115 

Molybdena, 6.000 

Arsenic, -  5.763 

Zircon, 4.300 

Barytes,        .        -       -       -       -       -  4.200 

Strontian, -  S.700 

Coninda, S.000 

Silel 2.660 

Magnesia,      ......  2.300 

liUe,    .        -        .        -        -        -        -  2.300 

Alumine.      .        -        -        -        -       -  2.000 

Oriental  ruby, 4.283 

Gimet, 4.188 
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Orieotal  topaz,    ■ 

.      *.010 

r  sapphire. 

-      S.99* 

Emerald  of  Peru, 

-      S.774 

Beorl,     -        .   - 

.      S.5t9 

Spinel  ruby, 

-      3.76O 

Corundum, 

-      S.710 

Schorl,    - 

-      3.S6S 

Diamond, 

-      3.5SI 

Kock-Crystal,      . 

.      2.650 

Agate,     - 

-      2.590 

Onyx,     . 

.      2.376 

Mica 

.      2.792 

Common  slate,    -. 

-      2.972 

Calcareous  spar. 

.      2.715 

Alabaster, 

-      2.730 

'White  marble,     ■ 

.     -            -      2.716 

Limestones,  fhim 

-       1.386 

— to      - 

-      2.390 

Chalk,     ■ 

-      2.225 

Brick,     . 

-      2.000 

lithomarge. 

.      2.500 

Heavy  spar 

-      4.47* 

Fluor-spar, 

-      3.180 

Mountain-cork, 

-      9.99s 

Pumice-stone, 

-      0.91* 

Green  glass. 

-       2.620 

English  crown-glass. 

-       2.520 

White  flint-glass,  English 

.       3.290 

Ditto,  for  achromatic  use 

B,           .             .       3.437 

White  glass,  French, 

-       2.892 

Augite, 

-       2.332 

Basalt  of  the  Giant's  cans 

eway,                -      2.846 

Dry  ivoiy. 

-       1.825 

Sulphur, 

-       1.990 

Phosphorus, 

-       1.714 

Ebony, 

.       1.117 

htdrostatics.  1^ 

Yellow  amber,    ....  1.078 

Common  spirit  of  vine,             ".           -  0.837 

Pure  spirit  of  wine,          .            .            -  0.8S0 

Concentrated  sulphuric  add,       .           .  2.1*5 

nitrous  acid,            ..           .  1.580 

marine  acid,            -            -  1.194 

fluoric  acid,             -           .  1.500 

Black  coal,         ....  1.S0S 

Cannelcoal,        ....  1.270 

Bone  of  an  ox,     ....  1.658 

OilofoHves,       ....  0i9l4 

—  of  sweet.almond8,      ...  0.917 

I^irits  of  turpentine,       -           .  O.S7O 

Linseed  oil,         ....  0-940 

Naptha,              ....  0.7O8 

Gum.eJastic,        ....  0.S93 

Camphor,           ....  0.989 

Yellow  wax,        .            -            -            •  0.965 

White  ditto,        ....  0.969 

Spermaceti,         ....  0.94S 

Tallow,                -  •         .            .            .  0.9*2 

Dry  oak,              .            -                         -  0.9*5 

Yew,       .            .            -            -            -  0.788 

Drjash,               ....  0.800 

maple,          ....  0.755 

dm,              ....  0.600 

fir,                 ....  0.550 

Cork, 0.««> 
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Pkbumatics  is  the  science  which  treats  of  the 
mechamcid  properties  of  elastic  or  aeriform  fluids  ; 
such  as  their  weighty  density ^  compressibiHtt/,  and 
elasHcity.  The  other  properties  of  elastic  fluids 
will  be  treated  of  under  chemistry :  a  knowledge 
of  that  science  being  necessary  in  order  to  under- 

.  stand  them. 

The  air  is  a  fluid  in  which  we  live  and  breathe : 
it  entirely  envelopes  our  globe,  and  extends  to 
a  considerable  height  around-  it.  Together  with 
the  clouds  and  vapours  that  float  in  it,  it  is  called 
the  atmosphere.    As  it  is  possessed  of  gravity,  in 

*  common  with  all  other  fluids,  it  must  press  upon 
bodies  in  proportion  to  the  depth  at  which  they 
/ure  immersed  in  it ;  and  it  also  presses  in  every 
direction,  in  common  with  other  fluids. 

It  differs  from  other  fluids  in  the  four  following 
particulars :  !•  It  can  be  compressed  into  a  much 
less  space  than  what  it  naturally  possesses ;  2.  It 
is  of  an  elastic  nature,  by  which  it  returns  to  its 
former  volume  when  the  pressure  is  removed,  the 
force  of  its  spring  being  equal  to  its  weight ;  3.  It 
is  of  a  different  degree  of  density  in  every  part 
upwards  from  the  earth's  surface,  decreasing  in 
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its  weight,  bulk  for  bulkt  the  higher  it  nses; 
4.  It  cannot  be  congealed  or  fixed  as  other  fluids 
may. 

Few  people  who  are  unacquainted  with  the 
principles  cf  natuml  philosophy,  suppose  that  the 
air,  by  which  we  are  surrounded,  is  a  material 
substance,  like  water,  or  any  other  visible  matter. 
Being  perfectly  invisible,  and  affording  no  resist- 
ance to  the  touch,  it  must  seem  to  them  extraor- 
dinary, to  consider  it  as  a  material  substance; 
and  yet  a  few  simple  experiments  will  convinice 
any  one  that  it  is  really  mat;ter,  possessing  weig^tf 
and  the  power  of  resisting  other  bodies  that  press 
against  it. 

Take  a  bladder  that  has  not  the  neck  tied,  and 
jrou  may  press  the  sides  together,  and  squeeze  it 
into  any  shape.  Fill  this  bladder  with  air  by 
blowing  into  it,  and  tie  k  string  fast  round  the 
neck:  you  then  find  that  you  cannot,  without 
breaking  the  bladder,  press  the  sides  together,  and 
that  you  can  scarcely  alter  its  figure  by  any  pres- 
sure. Whence  then  arise  those  effects  ?  when  the 
bladder  was  empty,  you  could  press  it  into  any 
form ;  bat  the  air  with  which  it  is  filled  prevents 
this:  the  resistance  you  experience,  when  it  is  filled 
with  air,  proves  that  that  is  as  much  matter  as  any 
other  substance  that  we  are  acquainted  with. 

We  are  accustomed  to  say,  that  a  vessel  is  eoQ^ty, 
when  we  have  poured  out  of  it  the  water  which  it 
contained.  Throw  a  bit  of  cork  upon  a  bason  of 
water,  and  having  put  an  empty  tumbler  over  it, 
with  the  mouth  downwards,  force  it  down  through 
the  water  ;  the  cork  will  show  the  surface  of  the 
water  within  the  tumbler,  and  you  will  see  that  it 
will  not  rise  so  high  within  as  without  the  glass ; 
nor,  if  you  press  ever  so  hard,  will  it  ri^e  to  the 
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same  level.  The  water  is,,  therefore,  prevented 
from  rising  within  the  tumbler,  by  some  other  sub* 
stance  which  already  occupies  the  inside ;  which 
substance  is  the  air  that  filled  the  tumbler  when  it 
was  inverted,  and  which  could  not  escape,  on  ac^ 
count  of  the  superior  pressure  of  the  water.      ^    . 

In  like  manner,  having  opened  a  pair  of  com- 
mon bellows,  stop  up  the  nozzle  securely,  and  you 
will  find  that  yoa  cannot  shut  the  bellows,  which 
seems  to  be  filled  with  something  that  yields  a 
little,  like  wool;  but  if  you  unstop  the  nozzle,  the 
air  .will  be  expelled,  and  may  be  felt  against  the 
hand. 

When  the  air  is  at  rest,  we  can  move  in  it  with 
the  utmost  facility  ;  nor  does  it  ofier  to  us  a  sen- 
sible resistance,  except  the  motion  be  quick,  or  the 
surface  opposed  to  it  considerable  ;  but  when  that 
is  the  case,  its  resistance  is  very  sensible,  as  may 
be  easily  perceived  by  the  motion  of  a  fan. 

When  air  is  in  motion,  it  constitutes  wind,  which 
is  nothing  more  than  a  current  or  stream  of  air, 
varying  in  its  force,  according  to  the  velocity  with 
which  it  flows. 

The  invisibility  of  air,  therefore,  is  only  the 
consequence  of  its  transparency  ;  but  it  is  possessed 
of  aU  the  common  properties  of  matter.  When  a 
vessel  is  empty,  in  the  usual  way  of  speaking,  it  is 
in  fact  still  filled  with  air. 

But  it  is  possible  to  empty  a  vessel,  even  of  the 
air  which  it  contains,  by  which  means  we  shall  be 
able  to  discover  several  properties  of  this  fluid. 

Galileo  first  discovered,  in  I6OO,  that  air  had 
weight  like  other  bodies.  And  his  pupil,  Torricelli, 
applied  this  discovery  of  the  pressure  of  the  atmos- 
phere, to  the  explanation  of  the  riseof  water  in  pumps, 
which  it  had  been  formerly  imagined  was  owing  to 
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nature's  <<  abhorrence  of  a  vacuukn."  Torriceili, 
also,  pursuing  this  idea,  by  using  a  column  of 
mercury  instead  of  water,  produced  what  has  since 
been  called  the  Torricellian  vacuum^  for  which  see 
the  description  of  the  barometer.  But  from  the 
nature  of  the  apparatus  producing  this  vacuum  or 
space  absolutely  free  from  air,  it  was  very  difficult 
to  try  what  efiect  would  be  produced  on  various 
bodies  placed  in  it.  In  1654,  Otto  von  Guericke, 
of  Magdeburgh,,  invented  the  air  pump,  and  made 
numerous  experiments  with  it.  His  air  pump, 
however,  was  of  a  very  clumsy  construction,  being 
obliged  to  place  the  vessels  under  water,  in  order 
to  be  exhausted.  Boyle,  assisted  by  Hooke,  con- 
trived the  present  pump  with  two  barrels,  and  the 
vacuum  so  made  has  been  frequently  called  the 
Boolean  vacuum^  in  contradistinction  to  the  Torri- 
cellian. 

As  it  is  by  means  of  die  air  pump  that  all  the 
mechanical  properties  of  air  are  demonstrated,  *  it 
will  be  necessary  to  describe  its  construction,  and 
the  manner  of  using  it- 
Plate  6.  fig.  1.  is  the  air  pump  that  is  most  in 
use.  A  A  are  two  brass  barrels,  each  containing  a 
piston  or  short  cylinder  of  metal,  that  fits  the  in- 
side exactly.  A  hole  passes  through  this  piston 
which  is  covered  by  a  flap  or  valve  that  can  only 
open  upwards.  Tlie  pistons  are  made  to  move  up 
and  down  alternately  in  the  barrel,  by  means  of 
the  winch  B,  which  has  a  pinion  that  fits  into  the 
teeth  of  the  racks  C  C,  which  are  made  upon  the 
ends  of  the  pistons. 

On  the  square  wooden  frame  D  £,  there  is 
placed  a  brass  plate  G,  ground  perfectly  flat,  and 
also  a  brass  tube  let  into  the  wood  communicating 
with  the  two  cylinders  and  the  cock  I,  and  open- 
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kig  into  the  c^tre  of  the  brass  plate  at  a.  The 
glass  vessel  K,  to  be  emptied  or  exhausted  of  airy 
has  its  rim  groimd  quite  flat,  and  rubbed  with  a 
little  pomatum,  or  lard,  to  make  it  fit  more  closdy 
upon  the  brass  plate  of  the  pump.  These  vessels 
are  called  recehers.  Haying  shut  the  cock  I,  the 
pistons  are  worked  by  the  winc^li,  and  the  air 
escapes  by  its  elastici^  when  the  piston  is  forced 
down ;  htt  the  valve  opening  upwards,  the  air  is 
prevented  from  returning  into  the  vessel ;  and 
thus  the  recover  is  gradually  exhausted,  and  will 
then  be  fixed  fiist  upon  the  pump-plate.  By 
epening  the  cock  I,  the  air  rushes  dgain  into  the 
receiver. 

<<  As  light  as  air,''  is  a  common  saying ;  yet  air 
can  be  shown  to  have  more  weight  than  is  gene» 
ra%  supposed.  Take  a  hollow  copper  bafl,  or 
other  vessel,  which  holds  a  wine  quart,  having  a 
neck  to  screw  on  the  plate  of  the  air-pump,  and 
after  weighing  it  when  full  of  air,  exhaust  il,  and 
weigh  it  when  empty;  it  will  be  found  to  have  lost 
16  grains,  which  shows  that  this  is  the  weight  oft 
quart  of  air.  But  a  quart  of  water  weighs  14,691 
grains:  this  divided  by  16»  quotes  914  in  round 
numbers;  so  that  water  is  914  times  as  heavy  as 
air  near  the  sur&ce  of  the  earth.  This  siqiposes 
air  at  a  medium  temperature  and  density:  for 
these,  as  will  be  seen  afterwards,  are  variable. 

When  the  receiver  is  placed  upon  Uie  plate  of 
the  air-pump  without  exhausting  it,  it  may  be  re- 
moved again  with  the  utmost  &cility,  because  there 
is  a  mass  of  air  under  it,  that  resists  by  its  elasticity 
the  pressure  on  the  outside ;  but  exhaust  the  re- 
ceiver, thus  removing  the  counter  pressure,  and  it 
will  be  held  down  to  the  plate  by  the  weiglut  of  the 
air  upon  it. 
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What  the  pressure  of  the  air  amounts  to  is  ex- 
actly determined  in  the  following  manner. 

When  the  surface  of  a  fluid  is  exposed  to  the 
air,  it  is  pressed  by  the  weight  of  the  atmosphere 
equally  on  every  part,  and  consequently  remains 
at  rest.  But  if  the  pressure  be  removed  from  any 
particular  part,  the  fluid  must  yield  in  that  par^ 
and  be  forced  out  of  its  situation. 

Into  the  receiver  A  (Plate  6.  fig.  2.),  put  a 
small  vessel  with  quicksilver^  or  any  other  fluid, 
and  through  the  collar  of  leathers  at  B,  suspend  a 
l^ass  tube,  hermetically  sealed^  (that  is,  closed  by 
,the  glass  blower,)  over  the  small  vessel.  Having 
exhausted  the  receiver,  let  down  the  tube  into  the 
quicksilver,  which  will  not  rise  into  the  tube  as 
long  as  the  receiver  continues  empty.  But  re- 
admit the  air,  and  the  quicksilver  will  immediately 
ascend.  The  reason  of  this  is,  that  upon  ex- 
hausting the  receiver,  the  tube  is  likewise  emptied 
of  air;  and,  therefore,  when  it  is  immersed  in  the 
quicksilver,  and  the  air  re-admitted  into  the  re- 
ceiver, all  the  surface  of  the  quicksilver  is  pressed 
upon  by  the  air,  except  that  portion  which  lies 
above  the  orifice  of  the  tube;  consequently,  the 
quicksilver  must  rise  in  the  tube,  and  continue  so  to 
do,  until  the  weight  of  the  elevated  quicksilver  press 
as  forcibly  on  that  portion  which  lies  beneath  the 
tube,  as  the  weight  of  the  air  does  on  every  other 
equal  portion  without  the  tube. 

Take  a  common  syringe  of  any  kind,  and  having 
pushed  the  piston  to  'the  farthest  end,  immerse  it 
into  water  i  then  draw  up  the  piston,  and  the  water 
will  follow  it.  This  is  owing  to  the  same  cause  as 
the  last:  when  the  piston  is  pulled  up,  the  air  is 
drawn  out  of  the  syringe  with  it,  and  the  pressure 
of  the  atmosphere  is  removed  from  the  part  of  the 
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water  immediately  under  it;  consequently  the 
water  is  obliged  to  yield  in  that  part  to  the  pres- 
sure on  the  surface. 

It  is  upon  this  principle  that  all  those  pumps 
called  sucking^pumps  act:  the  piston,  fitting  tightly 
the  inside  of  the  barrel,  by  being  raised  up,  re- 
moves the  pressure  of  the  atmosphere  from  that 
part,  and  consequently  the  water  is  drawn  up  by 
the  pressure  upon  the  surface. 

These  efiects,  arising  fix>m  the  weight  and  pres- 
sure of  the  asmosphere,  were  formerly  attributed 
to  suction;  a  word  which  ought  to  be  exploded, 
as  it  conveys  a  false  notion  of  the  cause  of  these 
and  similar  phenomena.  To  prove  that  an  ex- 
hausted receiver  is  held  down  by  the  pressure  of 
the  atmosphere,  take  one  open  at  top,  and  ground 
quite  flat,  as  A,  (Plate  6.  fig.  3.)  and  covered  with 
a  brass  plate  B,  which  has  a  brass  rod  passing 
through  it,  working  in  a  collar  of  leather,  so  as  to 
be  air-tight:  to  this  rod  suspend  a  small  receiver 
within  the  large  one,  a  little  way  from  the  bottom ; 
place  the  receiver  A  upon  the  pump-plate,  and  ex- 
haust it:  it  will  now  be  fixed  fast  down  ;  but  the 
small  receiver  may  be  pulled  up  or  down  with  per- 
fect ease,  as  it  is  itself  exhausted,  and  all  the  air 
which  surrounded  it  removed,  consequently  it  can- 
not be  exposed  to  any  pressure ;  let  then  the  small 
one  down  upon  the  plate,  but  not  over  the  hole  by 
which  the  air  is  extracted,  and  re-admit  the  air 
into  the  large  receiver,  which  may  then  be  re- 
moved ;  it  will  be  found  that  the  small  one  being 
itself  exhausted,  is  held  down  fast  by  the  air, 
which  is  now  admitted  round  the  outside.  If  the 
large  receiver  be  again  put  over  it  and  exhausted, 
the  small  one  will  be  at  liberty,  and  so  on,  as  often 
as  the  experiment  is  repeated. 
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.  This  eflfect  cannot  be  accounted  for  upon. any 
other  principle  than  the  pressure  of  the  air ;  as  the 
common  idea  of  suction  can  have  nothing  to  do  in 
the  case  of  the  smaU  receiver,  which  is  fixed  down 
merely  by  letting  in  the  air  round  it.  We  ought, 
therefore,  to  attribute  all  those  effects  which  are 
vulgarly  ascribed  to  suction,  such  as  the  raising  of 
water  by  pumps,  &c.  to  the  weight  and  pressure 
of  the  atmosphere. 

A  square  column  of  quicksilver,  S9i  inches 
high,  and  an  inch  thick,  weighs  just  L5  pounds, 
consequently,  the  air  presses  with  a  weight  equal 
to  15  pounds  upon  every  square  inch  of  the  earth's 
surface ;  and  144  times  as  much,  or  2160  pounds 
upon  every  square  foot. 

The  earth's  surface  contains,  in  round  numbers, 
200,000,000  square  miles;  and  as  every  square 
mile  contains  27*876,400  square  feet,  there  must 
be  5,575,080,000,000,000  square  feet  on  the 
earth's  surface  j  which  number  multiplied  by  2160 
pounds  (the  pressure  on  each  square  foot)  gives 
12,043,468,800,000,000,000  pounds  for  the  pres- 
sure, or  whole  weight  of  the  atmosphere. 

Reckoning  the  surface  of  a  middle-sized  man  to 
be  about  14  square  feet,  he  sustains  a  pressure 
from  the  air  equal  to  30,210  lbs.  troy,  or  1 1  tons 
2  cwt.  and  18^  lbs.  It  may  be  asked,  how  it 
happens  that  we  are  not  sensible  of  so  great  a 
pressure?  The  reason  is,  that  such  pressures  only 
are  perceived  by  us  as  move  our  fibres,  and  put 
them  out  of  their  natural  situations.  Now  the 
pressure  of  the  air  is  equal  on  all  parts  of  the  body, 
and  it  is  balanced  by  the  spring  of  the  air  con- 
tained in  the  body;  therefore  it  cannot  possibly 
displace  any  of  the  fibres,  but  on  the  contrary, 
braces,  and  keeps  them  all  in  their  relative  situations. 
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But  if  the  pressure  be  removed  from  any  partiailar 
part,  the  pressure  on  the  neighbouring  parts  im- 
mediately  becomes  sensible.  Thus,  if  we  take  a 
receiver  open  at  the  top,  and  cover  it  with  the 
hand,  upon  exhausting  the  receiver,  and  thereby 
taking  off  the  pressure  froqi  the  palm  of  the  hand, 
we  shall  feel  it  pressed  down  by  an  immense 
weight,  so  as  to  give  pain  that  would  soon  be  in- 
supportable, and  endanger  the  breaking  of  the 

hand. 

If  the  top  of  the  receiver  be  covered  by  a  piece 
of  flat  glass,  upon  exhausting  it,  the  glass  will  be 
broken  to  pieces  by  the  incumbent  weight ;  and 
this  would  happen  to  the  receiver  it$elf,  but  for 
the  arched  top,  that  resists  the  weight  much  more 
than  a  flat  surface. 

This  experiment  may  be  varied,  by  tying  a  piece 
of  very  thin  wet  bladder  over  the  open  mouth  of 
the  receiver,  and  leaving  it  to  dry  till  it  becomes 
as  tight  as  a  drum.  Upon  exhausting  the  receiver, 
you  wiH  perceive  the  bladder  rendered  concave, 
and  it  will  yield  more  and  more,  until  it  break 
with  a  loud  report,  which  is  occasioned  by  the  air 
striking  forcibly  against  the  inside  of  the  receiver, 
upon  being  re-admitted. 

Air  is  one  of  the  most  elastic  bodies  in  nature ; 
that  is,  it  is  easUy  compressed  into  less  compass, 
and  when  the  pressuje  is  removed,  it  immediately 
regains  its  former  bulk. 

Let  mercury  be  poured  into  a  bent  tube  A  B  C  D 
(Plate  6.  fig.  4.)  open  at  both  ends,  to  a  small 
height,  as  B  C ;  then  stopping  the  end  D  with  a 
cork,  or  otherwise,  air-tight,  measure  the  length 
of  confined  air  D  C,  and  pour  mercury  into  the 
other  leg  A  B,  till  the  height  above  the  surface  of 
that  in  C  D  be  equal  to  the  height  at  which  it 
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Stands  in  the  barometer  at  the  time.  Then  it  is 
plain,  that  the  air  in  the  shorter  leg  will  be  com- 
pressed with  a  force  twice  as  great  as  at  first,  when 
it  possessed  the  whole  space  CD;  for  then  it  was 
compressed  only  with  the  weight  of  the  atmo^ 
sphere,  but  now  it  is  compressed  by  that  weight 
and  the  additional  equal  weight  of  a  column  of 
mercury.  The  surface  of  the  mercury  will  now 
be  at  £ ;  and  it  will  be  found,  upon  measuring  it, 
that  the  space  D  £,  into  which  the  air  is  now  comr 
pressed,  is  just  half  the  former  C  D.  If  another 
column  of  mercury  were  added,  equal  to  the  for- 
mer, it  would  be  reduced  into  one-third  of  the  space 
it  formerly  occupied. 

Hence  the  density  of  the  air  is  proportional  to  the 
force  that  compresses  it. 

As  all  the  parts  of  the  atmosphere  gravitate,  or 
press  upon  each  other,  it  is  easy  to  conceive,  that 
the  air  next  the  surface  of  the  earth  is  more  com- 
pressed and  denser  than  what  it  is  at  some  height 
above  it.  Thus,  if  wool  were  thrown  ihto  a  deep 
pit  until  it  reached  the  top,  the  wool  at  the  bottom, 
having  all  the  weight  of  what  was  above  it,  would 
be  squeezed  into  a  less  compass ;  the  layer  or  stra- 
tum above  it  would  not  be  pressed  quite  so  much ; 
the  one  above  that,  still  less ;  and  so  on,  till  the 
upper  one,  having  no  weight  over  it,  would  b6  in 
its  natural  state.  This  is  the  case  with  the  air,  or 
atmosphere,  that  surrounds  our  earth,  and  accom- 
panies it  in  its  motion  round  the  sun.  On  the  tops 
of  lofty  buildings,  but  still  more  on  those  of  moun- 
tains, the  air  is  found  to  be  considerably  less  dense 
than  at  the  level  of  the  sea. 

The  height  of  the  atmosphere  has  never  yet  been 
exactly  ascertained ;  indeed,  on  account  of  its  great 
elasticity^  it  may  extend  to  an  immense  distance, 
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becoming,  however^  rarer,  in  proportion  to  its  da^ 
tance  from  the  earth. 

It  is  observed,  that  at  a  greater  height  than  45 
miles,  it  does  not  refract  the  rays  of  light  from  the 
«un ;  and  this  is  usually  considered  as  the  limit  of 
the  atmosphere.  In  a  rarer  state,  however,  it  may 
extend  much  farther.  And  this  is  by  some  thought 
to  be  the  case,  from  the  appearance  of  certain  me- 
teors which  have  been  reckoned  to  be  70  or  80 
miles  distant,  and  whose  light  is  thought  to  depend 
upon  their  coming  through  our  atmosphere. 

Dr.  Cotes  has  demonstrated  that,  if  altitudes  in 
the  air  be  taken  in  arithmetical  proportion,  the 
rarity  of  the  air  will  be  in  geometrical  proportion. 
For  instance, 
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And  hence  it  is  easy  to  prove  by  calculation,  that 
a  cubic  inch  of  such  air  as  we  breathe  would  be  so 
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much  rttrefied  at  llie  altitude  of  500  miles,  thai  it 
would  fill  a  sphere  equal  in  diameter  to  the  orbit 
of  Saturn. 

The  elastic  power  of  the  air  is  always  equivalent 
to  Aejbrce  which  compresses  it;  for  if  it  were  less, 
it  would  yield  to  the  pressure,  and  be  more  com- , 
pressed ;  were  it  greater,  it  would  not  be  so  much 
reduced,  action  and  re-action  being  alwajrs  equal ; 
^so  that  the  elastic  force  of  any  small  portion  of  the 
air  we  breathe  is  equal  to  the  weight  of  the  incum- 
bent part  of  the  atmosphere,  that  weight  being  the 
force  which  confines  it  to  the  dimensions  it  pos- 
sesses. 

To  prove  this  by  an  experiment,  pour  some 
quicksilver  into  the  small  bottle  A  (Plate  6.  fig.  5.) 
and  screw  the  brass  collar  c  of  the  tube  fi  C  into 
the  brass  neck  of  the  bottle,  and  the  lower  end  of 
the  tube  will  be  immersed  into  the  quicksilver,  so 
that  the  air  above  the  quicksilver  in  the  bottle  will 
be  confined  there.  This  tube  is  open  at  top,  and 
is  covered  by  the  receiver  G,  and  large  tube  E  F ; 
which  tube  is  fixed  by  brass  collars  to  the  receiver, 
and  is  closed  at  top.  This  preparation  being. made, 
exhaust  the  air  out  of  the  receiver  G,  and  its  tube, 
by  putting  it  upon  the  plate  of  the  air-pump,  and 
the  air  will,  by  the  same  means,  be  exhausted  out 
of  the  inner  tube  B  C,  through  its  open  top  at  C. 
As  the  receiver  and  tubes  are  exhausting,  the  air 
that  is  confined  in  the  glass  bottle  A  will  press  so 
by  its  spring,  as  to  raise  the  quicksilver  in  the  inner 
tube  to  the  same  height  as  it  stands  in  the  baro- 
meter. 

Miscellaneous  Experiments. 

1  •  Plate  6.  fig.  6.  represents  a  little  machine,  con- 
sisting of  two  mills,  a  and  by  which  are  of  equal 
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weights,  indepeendeiit  of  each  ofeber,  and  which  tttni 
teqnally  free  on  theiroxlefi  in  the  frame.  Each  mill  has 
four  thin  arms  or  sails  fixed  into  the  axis:  those  of 
the  mill  a  have  their  planes  at  right  angles  to  its 
axis,  and  those  of  b  have  their  planes  parallel  to  it. 
Th^efbre,  as  the  mill  a  turds  round  in  common 
air,  it  suffers  little  resistance,  because  its  sails  cut 
the  air  with  their  thin  edges :  but  the  mill  b  suffers 
mnch  more^  because  the  broad  side  of  its  sails 
move  against  the  air  when  it  turns  round.  In 
each  azk  is  a  fine  pin  near  the  middle  of  the  frame, 
which  goes  quite  through  the  axle,  and  stands  out 
a  little  on  each  side  of  it:  under  these  pins  a  slider 
nay  be  made  to  bear,  which  will  hinder  the  mills 
from  going  when  a  strong  spring  is  set  or  bent 
against  the  opposite  ends  of  the  pins. 

Having  set  this  machine  upon  the  pump*plate, 
draw  up  the  slider  to  the  pins  on  one  side,  and  set 
the  spring  at  bend  on  the  opposite  ends  of  the  pins: 
then  push  down  the  slider,  and  the  spring  acting 
equally  strong  upon  each  mill,  will  set  them  both 
going  with  equal  forces  and  velocities;  but  the 
mill  a  will  run  much  longer  than  the  mill  6,  be- 
cause the  air  makes  much  less  resistance  against 
the  edges  of  its  sails  than  against  the  sides  of  the 
sails  of*  6. 

Draw  up  the  slider  again,  and  set  the  spring  upon 
the  pin^  as  before ;  then  cover  the  machine  with 
the  receiver  upon  the  pump-plate ;  and  having  ex- 
hausted the  receiver  of  air,  push  down  the  wire 
through  the  collar  of  leathers  in  the  neck  upon 
the  slider;  which  will  disengage  it  from  the  pins, 
and  allow  the  mills  to  turn  round  by  the  impulse 
of  the  spring:  as  there  is  no  air  in  the  receiver  to 
make  any  sensible  resistance  against  them,  they 
will  both  move  a  considerable  time  longer  than 
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they  did  in  the  open  air;  and  the  monent  that 
one  stops,  the  other  will  do  the  same.  Hiis  showB 
that  air  resists  bodies  in  motion,  and  that  equal 
bodies  meet  with  different  degrees  of  resistance^ 
according  as  they  present  greater  or  less  surfaces 
to  the  air. 

2.  Take  a  tall  receiver  A  (Fig,  70'  covered  at 
top  by  a  brass  plate,  through  which  works  a  rod  in 
a  collar  of  leathers,  and ,  to  the  bottom  of  which 
there  is  a  particular  contrivance  for  supporting  a 
guinea  and  a  feather,  and  for  letting  them  drop  at 
the  same  instant.  If  they  are  let  fall  while  the  re- 
ceiver is  full  of  air,  the  guinea  will  fall  much 
quicker  than  the  feather;  but  if  the  receiver  be 
first  exhausted,  it  will  be  found  that  they  both 
arrive  at  the  bottom  at  the  same  instant,  which 
proves  that  all  bodies  would  fall  to  the  ground  with 
the  same  velocity,  if  it  were  not  for  the  resistance 
of  the  air,  which  impedes  most  the  motion  of  those 
bodies  that  have  the  least  momentum.  In  this  ex- 
periment the  observers  ought  not  to  look  at  the 
top,  but  at  the  bottom  of  the  receiver,  otherwise, 
on  account  of  the  quickness  of  their  motion,  they 
will  not  be  able  to  see  whether  the  guinea  and 
feather  fall  at  the  same  instant. 

3.  Take  a  receiver,  having  a  brass  cap  fitted  to 
the  top  with  a  hole  in  it;  fit  one  end  of  a  dry 
hazel  branch  about  an  inch  long  tight  into  the 
hole,  and  the  other  end  tight  into  a  hole  quite 
through  the  bottom  of  a  small  wooden  cup ;  then 
pour  some  quicksilver  into  the  cup,  and  exhaust 
the  receiver  of  air ;  the  pressure  of  the  outward 
air  on  the  surface  of  the  quicksilver  will  force  it 
through  the  pores  of  the  hazel,  from  whence  it 
will  descend  in  a  beautiful  shower  into  a  glass  cup 
placed  under  the  receiver  to  catch  it. 
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'  4«  Put  a  wire  through  the  collar  of  leathers  oa 
the  top  of  the  receiver,  and  fix  a  bit  of  dry  wood 
on  the  end  of  the  wire  within  the  receiver ;  then 
exhaust  the  air,  and  push  the  wire  down,  so  as  to 
immerse  the  wood  into  a  jar  of  quicksilver  on  the 
pump-plate ;  this  done,  let  in  the  air ;  upon  taking 
the  wood  out  of  the  jar,  and  splitting  it,  its  pores 
will  be  found  full  of  quicksilver,  which  the  force 
of  the  air  drove  into  the  wood. 
-  5.  Join  together  the  two  brass  hemispherical 
cups  A  and  B  (Fig.  8.)  with  a  wet  leather  between 
them,  having  a  hole  in  the  middle  of  it;  then 
having  screwed  off  the  handle  at  C,  screw  both  the 
hemispheres  put  together  into  the  pump-plate,  and 
turn  the  cock  £,  so  that  the  pipe  may  be  open  all 
the  way  into  the  cavity  of  the  hemispheres  -,  then 
exhaust  the  air  out  of  them,  and  turn  the  cock; 
unscrew  the  hemispheres  from  the  pump,  and 
having  put  on  the  handle  C,  let  two  strong  men 
try  to  pull  the  hemispheres  asunder  by  the  rings ; 
this  they  will  find  hard  to  do ;  for  if  the  diameter 
of  the  hemispheres  be  four  inches,  they  will  be 
pressed  together  by  the  external  air  with  a  force 
equal  to  190  pounds;  and  to  show  that  it  is  the 
pressure  of  the  air  that  keeps  them  together,  hang 
them  by  either  of  the  rings  upon  the  hook  of  the 
wire  in  the  receiver  A  (Fig.  3.),  and,  upon  ex- 
hausting the  air  out  of  the  receiver,  they  will  fall 
asunder  of  themselves. 

6.  Screw  the  end  A  of  the  brass  pipe  A  B 
(Fig.  90  into  the  pump-plate,  and  turn  the  cock  e 
until  the  pipe  be  open  ;  then  put  a  wet  leather  on 
the  plate  c  d  fixed  on  the  pipe,  and  cover  it  with 
'the  tall  receiver  G  H,  which  is  close  at  top;  then 
^exhaust  the  air  out  of  the  receiver,  and  turn  the 
cock  €  to  keep  it  up ;  which  done,  unscrew  the 
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pipe  from  the  pump,  and  set  its  end  A  into  a  basin 
of  water,  and  turn  the  cock  e  to  open  the  pipe; 
on  which,  as  there  is  no  air  in  the  receiver,  the 
pressure  of  the  atmosphere  on  the  water  in  the 
basin  will  drive  the  water  forcibly  through  the 
pipe,  and  make  it  play  up  in  a  jet  to  the  top  of  the 
receiver. 

7*  Set  a  square  phial  upon  the  pump-plate,  and 
having  covered  it  with  a  wire  cage,  put  a  close  re- 
ceiver over  it,  and  exhaust  the  air  out  of  the  re- 
ceiver; at  the  same  time,  the  air  will  also  make  its 
way  out  of  the  phial,  through  a  small  valve  in  its 
neck.  When  the  air  is  exhausted,  turn  the  cock 
below  the  plate  to  re-admit  the  air  into  the  re- 
ceiver; and  as  it  cannot  get  into  the  phial  again,* 
because  of  the  valve,  the  phial  will  be  broken  into 
pieces  by  the  pressure  of  the  air  upon  it.  Had 
the  phial  been  of  a  round  form,  it  would  have  sus- 
tained this  pressure  like  an  arch,  without  breaking ; 
but  as  its  sides  are  flat,  it  cannot. 

8.  To  show  the  elasticity  or  spring  of  the  air :  tie 
up  a  very  small  quantity*  of  air  in  a  bladder,  and 
put  it  under  the  receiver ;  then  exhaust  the  air  out 
of  the  receiver;  and  the  air  which  is  confined  in 
the  bladder  (having  nothing  to  act  against  it)  will 
expand  by  the  force  oi  its  spring,  so  as  to  fill  the 
bladder  completely :  but  upon  letting  the  air  into 
the  receiver  again,  it  will  overpower  that  in  the 
bladder,  and  press  its  sides  close  together. 

9-  If  the  bladder  so  tied  up  be  put  into  a  wooden 
box,  and  have  20  or  30  pounds  weight  of  lead 
placed  upon  it,  and  the  box  be  covered  with  a 
close  receiver;  upon  exhausting  the  air  out  of  the 
receiver,  that  which  is  confined  in  the  bladder  will 
expand  itself  so  as  to  raise  up  all  the  lead  by  the 
force  of  its  spring. 
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10.  Screw  the  |>ijie  A  B  (Fig.  9*)  into  the  piunp^ 
plate,  place  the  tall  receiver  G  H  upon  the  plate. 
e  df  as  before,  and  exhaust  the  air  out  of  the  re- 
ceiver ;  then  turn  the  cock  e  to  keep  out  the  aur, 
unscrew  the  pipe  from  the  pump,  aad  screw  it  into 
the  mouth  of  the  copper  vessel  C  (Fig.  100»  the 
vessel  having  been  first  about  half  filled  wttli 
water.  Then  open  the  cock  e,  and  the  spring  of 
the  air  which  is  confined  in  the  copper  vessel  will 
force  the  water  up  through  the  pipe  A  B  in  a  jet 
into  the  exhausted  receiver,  as  strongly  as  it  did 
by  its  pressure  on  the  surface  of  the  water. 

11.  If  a  rat,  mouse,  or  bird,  be  put  under  a  re- 
ceiver, and  the  air  exhausted,  the  animal  will  be  at 
first  oppressed  as  with  a  great  weight,  then  grow 
convulsed,  and  at  last  expire  in  agonies.  But  as  th]3 
experiment  is  too  shocking  to  most  spectators,  it  is 
common  to  substitute  a  machine  called  the  lim^ 
glass  in  place  of  the  animal. 

li.  If  a  butterfly  be  suspended  in  a  receiver,  by 
a  fine  thread  tied  to  one  of  it»  horns,  it  will  fly 
about  in  the  receiver  as  long  as  it  continues  full  of 
air ;  but  if  the  air  be  exhausted,  though  the  animal 
will  not  die,  and  will  continue  to  flutter  its  wings» 
it  cannot  remove  itself  from  the  place  where  it 
hangs  in  the  middle  of  the  receiver,  until  the  air 
be  let  in  again,  and  then  the  animal  will  fly  about 
as  before. 

13.  Put  a  cork  into  a  square  phial,  and  fix  it 
in  with  wax  or  cement ;  put  the  phial  on  the  pump 
plate  with  the  wire  cage,  and  cover  it  with  a  close 
receiver ;  then  exhaust  the  air  out  of  the  receiver, 
and  the  air  that  was  corked  up  in  the  phial  will 
break  it  outwards  by  the  force  of  its  spring,  be- 
cause there  is  no  air  left  on  the  outside  of  tiie 
phial  to  act  against  that  within  it. 
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14k  Put  a  flhnveUed  i^ple  under  a  dose  receiver^ 
and,  exhaust  the  air ;  then  the  spring  of  the  air 
within  the  apple  wiU  plump  it  out  so  as  to  cause  all 
the  wrinkles  to  disappear ;  but  upon  letting  tlie 
air  into  the  receiver  again,  to  press  upon  the  apple». 
it  will  return  to  ita  former  decayed  and  shrivelled 

state. 

15.  Take  a  fresh  egg,  and  cut  off  a  little  of  the 
shell  and  film  from  its  smallest  end  y  then  put  the 
egg  under  a  veceiver,  and  pump  out  the  air;  aU 
the  contents  of  the  egg  will  be  forced  out  into  the 
receiver,  hj  the  expansion  of  a  small  bubble  of  air 
contained  in  the  great  end,  between  the  shell  and 
film. 

16.  Vut  some  warnii  beer  into  a  glass^  and  hav* 
iBg  set  it  on  the  pump,  cover  it  with  a  close  re- 
cover, and  then  exhaust  the  air.  Whilst  this  is 
dmng,  and  thereby  the  pressure  laore  and  more 
taken  off  from  the  beer  in  the  glass,  the  air  therein 
wiH  expand  itself,  and  rise  up  in  innumerable 
bubbles  to  the  surface  of  the  beer  ;  and  theuce  it 
wiU  be  taken  away  with  the  other  air  in  the  re^ 
ceiver«  When  the  receiver  is  nearly  exhausted, 
the  air  iai  the  beer,  which  could  not  disentangle 
itsdf  qiHck  enough  to  get  off  with  the  rest,  will 
now  expand  itself  so  as  to  cause  th^  beer  to  have 
aH  the  appearance  of  boiHng ;  and  the  greatest 
part  of  it  will  go  over  the  glass. 

17.  Put  some  water  into  a  glass,  and  a  bit  of 
dry  wainscot  or  other  wood  into  the  water ;  then 
cover  the  glass  with  a  close  receiver,  and  exhaust 
the  air  ;  the  air  in  the  wood  having  liberty  to  ex- 
pand itselj^  will  come  out  plentifully,  and  make  all 
the  water  to  bubble,  especially  about  the  ends  of 
the  wood,  because  the  pores  lie  lengtliMrise.  A 
&abic  inch  of  dry  wainscot  has  so  much  air  in  it, 
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that  it  will  continue  bubbling  for  near  half  an  hour 
together. 

18.  Let  a  large  piece  of  cork  be  suspended  by^ 
a  thread  at  one  end  of  a  balance,  and  counter- 
poised by  a  leaden  weight,  suspended  in  the  same 
manner,  at  the  other.  Let  this  balance  be  hung  to 
the  inside  of  the  top  of  a  large  receiver ;  which 
being  set  on  the  pump,  and  the  air  exhausted,  the 
cork  will  preponderate,  and  show  itself  to  be  hea^ 
vier  than  the  lead ;  but  upon  letting  in  the  air 
again,  the  equilibrium  will  be  restored.  The  rea- 
son of  this  is,  that,  since  the  air  is  a  fluid,  and  all 
bodies  lose  as  much  of  their  absolute  weight  in  it 
as  is  equal  to  the  weight  of  their  bulk  of  the  fluid, 
the  cork  being  the  larger  body,  loses  more  of  its 
real  weight  than  the  j^lead  does ;  and,  therefore^ 
must  in  fact  be  heavier,  to  balance  it  under  the 
disadvantage  of  losing  some  of  its  weight,  which 
disadvantage  being  taken  off  by  removing  the  air, 
the  bodies  then  gravitate  according  to  their  real 
^quantities  of  matter,  and  the  cork  which  balanced 
tiie  lead  in  air  shows  itself  to  be  heavier  when  in 
vacuo. 

19.  Set  a  lighted  candle  upon  the  pump,  and 
cover  it  with  a  tall  receiver.  If  the  receiver  holds 
a  gallon,  the  candle  will  burn  a  minute  j  and, 
then,  afler  having  gradually  decayed  from  the  first 
instant,  it  will  go  out ;  which  shows  that  a  con- 
stant supply  of  fresh  air  is  as  necessary  to  feed 
flame  as  animal  life. 

20.  The  moment  when  the  candle  goes  out,  the 
smoke  will  be  seen  to  ascend  to  the  top  of  the  re- 
ceiver, and  there  it  will  form  a  sort  of  cloud ;  but 
upon  exhausting  the  air,  the  smoke  will  fall  down 
to  the  bottom  of  the  receiver,  and  leave  it  as  clear 
at  the  top  as  it  was  before  it  was  set  upon  th« 
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pump.  This  shows  that  smoke  does  not  ascend  on 
account  of  its  being  positively  light,  or  having  no 
weight,  but  because  it  is  lighter  than  air ;  and  its 
falling  to  the  bottom  when  the  air  is  taken  away 
shows  that  it  is  not  destitute  of  weight.  So  most 
sorts  of  wood  ascend  or  swim  in  water;  yet  we  all 
know  that  wood  has  gravity  or  weight. 

21.  Set  a  receiver  which  is  open  at  top  on  the 
air-pump,  and  cover  it  with  a  brass-plate  and  wet 
leather,  and  having  exhausted  it  of  air,  let  the  air 
in  again  at  top  through  an  iron  pipe,  making  it 
pass  through  a  charcoal  flame  at  the  end  of  the 
pipe ;  and  when  the  receiver  is  full  of  that  air,  lift 
up  the  cover,  and  let  down  a  mouse  or  bird  into 
the  receiver,  and  the  burnt  air  will  immediately 
kill  it.  If  a  candle  be  let  down  into  that  air,  it 
will  go  out  directly ;  but  by  letting  it  down  gently, 
it  will  drive  out  the  impure  air,  and  good  air  will 
get  in. 

S2.  Set  a  bell  on  the  pump-plate,  having  a  con- 
trivance so  as  to  ring  it  at  pleasure,  and  cover  it 
with  a  receiver ;  then  make  the  clapper  strike 
against  the  bell,  and  the  sound  will  be  very  well 
heard  ;  but  exhaust  the  receiver  of  air,  and  then, 
if  the  clapper  be  made  to  strike  ever  so  hard 
against  the  bell,  it  will  make  no  sound;  which 
shows  that  air  is  absolutely  necessary  for  the  pro- 
pagation of  sound. 

OF  CONDENSED  AIR. 

It  has  been  shown,  that  air  can  be  rarefied^  or 
made  to  expand :  we  now  proceed  to  show  that  it 
can  also  be  condensed^  or  pressed  into  less  space 
than  what  it  generally  occupies.  The  instrument 
used  for  this  purpose  is  called  a  condenser. 

VOL.  I.  L 
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Plate  6.  fig.  13.  represents  a  machine  of  this 
kind ;  ^  it  consists  of  a  brass-barrel  containing  a 
piston,  with  a  valve  opening  downwards ;  so  that, 
as  the  piston  is  raised,  the  air  passes  tlirough  the 
valve ;  but  as  the  piston  is  pushed  down,  the  air 
cannot- return,  and,  is  therefore,  forced  through  a 
valve  at  the  bottom  of  the  barrel  that  allows  it  to 
pass  through  into  the  receiver  B,  but  prevents  it 
from  returning.  Thus,  at  every  stroke  of  th^  pis- 
ton, more  air  is  thrown  into  the  receiver,  which  is 
of  very  thick  and  strong  glass.  The  receiver  is 
bdd  down  upon  the  plate  C  by  the  cross-piece 
D,  and  the  screws  EF.  The  air  is  let  out  of 
the  receive  by  the  cock  <t,  wluch  communicates 
with  it. 

A  great  variety  of  experiments  may  be  per- 
formed by  means  of  condensed  air. 

1.  The  sound  of  a  bell  is  much  louder  in  coii- 
densed  than  in  common  air. 

9.  A  square  phial  may  be  broken  by  condens- 
ing the  air  round  it,  provided  the  condensed  air  be 
prevented  from  getting  within  th^  phial. 

3.  A  very  beautiful  fountain  may  be  made  by 
condensed  air.  Procure  a  strong  copper '  vessel 
(Plate  7.  fig.  1.)  having  a  tube  that  screws  into  the 
neck  of  it,  so  as  to  be  air-tight,  and  l6ng  euQugh 
to  reach  near  to  the  bottom.  Having  poured  a 
quantity  of  water  into  the  vessel,  but  not  enough 
to  fill  it,  and  screwed  in  the  tube,  adapt  to  it  a 
condensing  syringe,  and  condense  the  air  in  the 
vessel ;  shut  the  stop-cock,  and  unscrew  the  sy- 
ringe; then,  on  opening  the  stop-cock,  ^e  air 
acting  upon  the  water  in  the  vessel  wiH  force  it 
out  into  a  jet  of  great  height.  A  number  of  dif- 
ferent kinds  of  jet  pieces  may  be  screwed  on  the 
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tube,  so  as  to  cause  die  water  to  exhibit  the  ap- 
pearance^ of  stare»  wheels,  &c. 


THE  BAROMETER. 

This  is  an  instrument  for  measuring  the  pres- 
sure of  the  air.  It  was  invented  by  TorricelU,  in 
the  following  manner. —  Having  suspected  that  the 
pressure  of  the  atmosphere  was  the  cause  of  the 
asoent  of  water  in  pumps,  and  supposing  that  mer- 
cuiy,  being  Iburteen  times  as  heavy  as  water,  the 
air  <x>uld  only  suj^rt  -a  column  of  mercury  4% 
partof  thoiheight  of  one  of  water,  he  took  a  glass 
tube  four  feet  long,  and  closed  at  one  end:  thk  he 
filled  with  mercury,  and  kept  his  finger  tight  on 
the  open  end;  then,  inverting  the  tube,  he  im- 
mosed  the  open  end,  with  his  £nger  still  in  it, . 
under  the  sur£tce  of  the  mercuiy.  As  he  expected, 
the  mercury  subsided  in  the  tube  so  as  to  stand 
only  about  274-  above  the  surface  of  the  basin,  or 
equal  to  ^^  of  the  height  of  water  in  pumps.  He 
therefore  inferred,  that  the  water  and  the  mercury 
were  kept  up  by  the  same  cause,  and  that  the  differ- 
ence between  the  heights  of  the  two  columns  was 
owing  to  the  difference  of  the  specific  gravities 
of  the  substances. 

It  was  afterwards  observed,  that  the  height  at 
which  the  mercury  stood  in  this  tube  was  not  con- 
stant, and,  consequently,  that  the  pressure  of  the 
atmosphere  was  variable  \.  and  also  that  this  change 
of  height  was  connected  with  alterations  in  the 
weather. 

The  simplest  and  most  common  construction  of 
the  barometer  is  shown,  Plate  7*  fig-  ^-  It  consists 
of  a  glass-tube,  secured  from  injury  by  being  fixed 
to  a  wooden  frame ;  the  tube  is  closed  by  being 
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her^netically  sealed  at  the  top,  and  the  lower  end 
is  open,  and  placed  in  a  small  basin  of  mercury. 
Tlie  scale  at  the  upper  part,  which  is  also  shown 
more .  at  large  at  Fig.  3.,  indicates  the  parts  of 
inches  which  the  mercury  rises  or  falls ;  and  a  slider 
of  metal,  which  can  be  placed  to  the  exact  line  of 
the  surface. of  the  mercury,  enables  one  to  observe 
how  much.it  has  varied  since  the  last  observation. 

iln  this  construction,  as  the  space  through  which 
the  upper  surface  of  the  mercury  in  the  tube  has 
to  rise  or  fall,  does  not  exceed  4  inches  at  most, 
that  is,  from  about  27  inches  to  about  31  inches 
above  the  mercury  in  the  basin,  several  contriv- 
ances liAve  been  used  to  increase  the  scale,  and 
4liereby  show  more  sensibly  small  changes.  The 
^hief  of  these  are  as  follow. 

The  diagonal  barometer^  ABC  (Fig.  4.),  is  a  tube 
iiealed  at  C,  immersed  in  mercur}'  at  A ;  this  tube 
lis  perpendicular  from  A  to  B ;  where  the  scale  of 
variation  begins  at  B,  it  is  bent,  as  C  B.  The  part 
B  C  proceeds  to  tlie  highest  limit  in  the  scale  of 
variation,  I  C;  consequently,  while  the  mercury 
rises  from  I  to  C  in  the  common  barometer,  it  will 
move  in  this  from  B  to  C ;  and  so  the  scale  will 
be,  by  this  means,  enlarged  in  the  proportion  of 
BCtoIC. 

However,  this  form  being  subject  to  a  great'  de- 
gree of  friction,  on  account  of  the  obliquity  in  the 
part  B  C,  which  inclination  makes  the  quicksilver 
frequently  divide  into  several  parts,  it  requires  the 
trouble  of  filling  tubes  anew  too  often. 

The  horizontal,  or  rectangular  barometer,  consists 
of  A  tube,  A  C  D  F  (Fig.  5.),  sealed  on  the  upper 
end  A,  and  bent  to  a  right  angle  at  D.  The  mer- 
cury stands  in  both  legs  from  £  to  C.  Here,  it  is 
evident,  that  in  moving  three  inches  from  A  toC, 
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it  will  move  through  so  many  times*  three  inches  in 
the  small  leg  D  F,  as  the  bore  of  D  F  is  less  than 
the  bore  of  AC  ;  whence  the  motion  of  the  lAer- 
cury  at  £  must  be  extremely  sensible.  This  form 
is  liable  to  the  same  exceptions  as  Fig.  4. ;  and, 
besides  a  great  degree  of  friction,  and  the  frequent 
breaking  off  of  the  mercury  in  the  leg  E,  the  part 
D  F  being  a  very  small  bore,  the  fi'ee  motion  of 
the  mercury  therein  must  be  impeded  by  the  at- 
traction of  cohesion. 

The  wheel  barometer. — A  (Fig.  6.)  represents 
the  quicksilver  in  a  glass  tube,  having  a  large  round 
head  or  ball,  and  turned  up  at  bottom  B ;  upon 
the  surface  of  the  mercury,  in  the  recurved  leg, 
there  is  placed  a  shoit  glass  tube  loaded  with  mer- 
cury, with  a  string  gmng  over  a  pulley,  and  ba- 
lanced by  another  weight  hanging  freely  in  the 
air.  As  the  surface  at  A  is  very  large,  and  that  at 
B  very  small,  the  motion  of  the  quicksilver,  and 
consequently  of  the  ball  A,  will  at  bottom  be 
very  considerable;  but  as  the  weight  moves  up 
and  down,  it  turns  the  pulley,  and  that  a  hand  or 
index;  and,  by  the  divisions  of  a  large  graduated 
circle,  the  minutest  variations  of  the  air  are  plainly 
shown,  if  the  instrument  be  accurately  niade, 
and  the  friction  of  the  several  parts  be  incon- 
siderable. 

There  is  also  a  barometer,  contrived  so  as  not  to 
be  affected  by  the  motion  of  a  ship,  called  the 
marine  barometer. 

Also  a  portable  barometer^  for  moving  from  place 
to  place  without  injury,  and  for  measuring  the 
heights  of  mountains,  by  observing  the  difference 
of  the  altitude  of  the  mercury  at  the  bottom  and 
top  of  the  mountain. 
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A  thermometer  should  always  be  attached  to 
the  barometer,  as  a  necessary  appendage ;  and,  by 
the  side  of  it,  a  scale  of  correction,  to  show  how 
much  to  add  or  subtract  from  the  height  of  the 
mercury  in  the  barometer  for  the  degree  of  tem- 
perature ;  for,  it  is  evident  that  the  mercury  in  the 
tube  will  be  afiected  by  heat  and  cold,  in  tiie  same 
manner  as  the  thermometer,  and,  on  that  account, 
it  will  not  show  the  true  weight  of  the  atmosphere. 
This  correction  is,  therefore,  very  necessary. 

Ever  since  it  was  observed  that  a  change  of 
weather  generally  accompanied  or  followed  a 
variation  in  the  height  of  the  barometer,  it  has 
been  used  as  a  prognostic  of  the  weather ;  and 
hence  it  is  frequently  called  a  weather-glass.  A 
great  variety  of  observations  have  been  made  by 
different  persons,  relative  to  the  effect  which  cer* 
tain  changes  of  weather  have  upon  this  instrument; 
and  thence  they  have  derived  a  set  of  rules,  that 
assist  in  enabling  bne  to  fbretel  the  changes  in  the 
weather. 

But  these  are  by  no  means  so  certain,  and  so 
much  to  be  dSjpended  upon,  as  many  suppose. 
So  numerous  are  the  causes  that  affect  the  state  of 
the  atmosphere,  with  which  we  are  but  little  ac- 
quainted, that  no  instrument  can  be  implicitly  de* 
pended  upon  as  foretelling  the  alterations  that  arc 
to  happen. 

The  following  are  the  principal  circumstances 
to  be  observed  in  using  the  barometer  as  a  weather* 
glass. 

1.  The  rising  of  the  mercury  presages,  in  gene- 
ral, fair  weather  ;  and  its  falling,  foul  weather ;  as 
rain,  snow,  high  winds,  and  storms*  2.  In  very 
hot  weather,  tfie  falling  of  the  mercury  foretels 
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and,  in  frosty  weather,  if  the  mercury  fall  three  or 
four  divisions,  there  will  probably  follow  a  thaw; 
but  in  a  continued  frost,  if  the  mercury  rise,  it 
will  most  likely  snow.  4.  When  foul  weather 
happens  soon  after  the  falling  of  the  mercury,  ex- 
pect but  little  of  it;  aod^oatbe  coqtrary,  expect 
but  little  fair  weather,  when  it  proves  fair  shortly 
afler  the  mercury  has  risen.  5.  In  foul  weather, 
when  the  mercury  rises  much  and  high,  and  so- 
continues  for  two  or  three  days  before  the  foul, 
weather  is  quite  over,  then  expect  a  continuance 
of  fiur  weather  to  follow.  6.  In  fsur  weather, 
when  the  mercury  &lls  much  and  low,  and  thua 
continues  for  two  or  three  days  before  the  rain 
comes,  then  expect  a  great  deal  of  wet,  and. pro- 
bably high  winds.  7-  The  unsettled  motion  of 
the  mercury  denotes  uncertain  and  changeable 
weather.  8.  You  are  not  so  strictly  to  observe 
the  words  engraved  on  the  plates  (though  in 
general  it  will  agree  with  them)  as  the  mercury's 
rising  and  falling ;  for  if  it  stand  at  much  rain^ 
and  then  rise  up  to  changeable^  it  presages  fair 
weather,  though  not  to  continue  so  long  as  if  the 
mercury  had  risen  higher;  and  so,  on  the  contrary, 
if  tlie  mercury  stood  at^r,  and  fall  to  changeable^ 
it  presages  foul  weather ;  though  not  so  inuch  of 
it  as  if  it  had  sunk  lower. 

From  these  observations,  it  appears  that  it  is  not 
so  much  the  height  of  the  mercury  in  the  tube  that 
indicates  the  state  of  weather,  as  the  motion  of  it 
up  and  down. 

Besides  the  barometer,  there  are  several  other 
instruments  used  for  meteorological  purposes;  such 
as  the  ihgnmmcterf  f^grometer^  mnd-gage,  rain- 
gage^  and  electrometer. 

L  i 
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:  The  hygrometer  is  an  instrument  for  measuring 
the  degree  of  dryness,  or  dampness,  of  the  atmos- 
phere. They  are  of  various  .constructions.  One 
of  the  most  sensible  is  that  made  of  tiie  beard  of 
wild  oats,  which,  by  twisting,  moves  an  index  fas- 
tened to  it.  Another  kind  is  formed  of  a  thin  slip 
of  whalebone,  which  lengthens  in  moist,  and  con- 
tracts in  dry  weather. 

The  wind-gage  (called  also  aremoscope)  is  an  in- 
strument for  measuring  the  force  of  wind ;  and  the 
rain-gage  ascertains  the  quantity  of  rain  that  falls 
on  each  square  foot  of  the  earth's  surface. 

Plate  7-  fig-  9*  represents  one  of  the  best  con- 
structions of  rain-gages.  It  consists  of  a  hollow 
cylinder,  having  within  it  a  cork-ball  attached  to  a 
wooden  stem,  which  passes  through  a  small  open- 
ing at  the  top,  on  which  is  placed  a  large  funnel. 
When  this  instrument  is  placed  in  the  open  air  in 
a  free  place,  the  rain  that  falls  within  the  circum- 
ference of  the  funnel  will  run  down  into  the  tube, 
and  cause  the  cork  to  float ;  and  the  quantity  of 
water  in  the  tube  may  be  seen  by  the  height  to 
which  the  stem  of  the  float  is  raised.  The  stem 
of  the  float  is  so  graduated,  as  to  show,  by  its  divi- 
sions, the  number  of  perpendicular  inches  of  water 
which  fell  on  the  surface  of  the  earth  since  the 
last  observation.  It  is  hardly  necessary  to  observe, 
that  after  every  observation  the  cylinder  must  be 
emptied. 

The  electrometer  will  be  described  under  elec- 
tricity. 

PRACTICAL  DIRECTIONS  FOR  USING  THE  AIR 

PUMP. 

The  invention  and  general  construction  of  the 
air-pump  have  been  already  described,  p.  129- ;  but 
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some  circumstances  respecting  it  could  not  be  un- 
derstood before  the  barometer  was  explained. 

The  gage,  or  instrument  for  measuring  the  de- 
gree of  rarefaction  or  exhaustion  produced  in  the' 
receiver,  is  a  necessary  appendage  to  the  air-pump. 
If  a  barometer  be  included  beneath  the  receiver^ 
the  mercury  will  stand  at  the  same  height  as  in  the 
open  air ;  but  when  the  receiver  begins  to  be  ex- 
hausted, the  mercury  will  descend,  and  rest  at  a 
height  which  is,  in  its  proportion  to  its  forager 
height,  as  the  spring  of  the  air  remaining  in  the 
receiver  is  to  its  spring  before  exhaustion.  Thusi 
if  the  height  of  the  mercury,  after  exhaustion,  is 
the  thousandth  part  of  what  it  was  before,  we  say 
that  the  air  in  the  receiver  is  rarefied  1000  times. 
On  account  of  the  inconvenience  of  including  a 
barometer  in  a  receiver,  a  tube  of  six  or  eight 
inches  in  length  is  filled  with  mercury,  and  inverted 
in  the  same  manner  as  the  barometer.  This 
being  included,  answera  the  same  purpose,  with 
no  other  difierence,  than  that  the  mercury  does 
not  begin  to  ascend  till  about  three-fourths  of 
the  air  is  exhausted :  it  is  called  the  short  ba- 
rometer  gage.  It  is  generally  placed  detached, 
but  communicating  with  the  receiver  by  a  tube 
concealed  in  the  frame,  as  is  represented  at  Plate  6. 
fig.  1.  Others  place  a  tube  of  a  greater  length 
than  the  barometer,  with  its  lower  end  in  a  vessel 
of  mercury,  exposed  to  the  pressure  of  the  air, 
while  its  upper  end  communicates  with  the  re- 
ceiver. Here  the  mercury  rises  as  the  exhaustion 
proceeds ;  and  the  pressure  of  the  remaining  air  is 
shown  by  the  difference  between  its  height  and 
that  of  a  barometer  in  the  room :  this  is  called  tlie 
llong  barometer  gage. 
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In  unng  the  air-pump,  every  substance  wmUuK 
ing  moUtufe  aboutd  be  removed  from  the  pump. 
plate,  as  water  aaeunies  the  forili  of  an  elattic 
vapour  when  the  pressure  of  the  atmosphere  ii 
taken  away.  The  receivers  used  ibmierly  to  be 
l^aced  upon  the  pump-plate,  on  leathers  soaked  in 
water  or  oil ;  but  Mr.  Nairne  discovered  that  wn 
elastic  vapour  arose  from  this  that  considerably 
affected  the  gage,  and  prevented  it  irom  showing 
the  d^ee  of  rarefaction  of  the  air.  Instead  of 
placing  leathers  under  the  receivers,  the  best  way 
is,  to  have  the  pump-plate  ground  perfectly  flat,  as 
also  the  edge  of  the  receiver,  which  should  be  nib- 
bed with  a  little  hog's  lard  or  soft  pomatum ;  this 
will  perfectly  exclude  the  air,  without  affording 
any  moisture.  The  pump-plate  and  the  receiver 
should  be  wiped  very  clean. 

When  leathers  are  used,  the  barometer-gages 
will  not  show  the  degree  of  rarefaction  of  the  air ; 
which,  however,  may  be  ascertained  by  a  gage  in- 
vented by  Mr.  Smeaton,  and  called,  from  its  form, 
the  pear-gage.     It  consists  of  a  glass  vessel,  in  the 
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gage ;  and  as  it  would  occupy  the  top  <^  the  tube 
above  the  mercury,  it  would  show,  l^  its  size,  the 
degree  of  exhaustion  :  for  the  bubble  of  air  would 
be  to  the  whole  contents  of  the  gage,  as  the  quan- 
tity of  air  in  the  exhausted  receiver  would  to  an 
equal  volume  of  the  common  atmospheric  air.  If 
the  receiver  contained  any  elastic  vapour  gene- 
rated during  the  rarefaction,  it  would  be  con- 
densed upon  the  re-admission  of  the  atmospheric 
air,  as  it  cannot  subsist  in  the  usual  pressure.  The 
pear-gage,  therefore,  shows  the  true  quantity  of 
atmospheric  air  left  in  the  receiver.  Hence,  it  will 
sometimes  indicate  that  all  the  permanent  air  is 
exhausted  from  the  receiver,  except  about  tthWt 
part,  when  the  other  gages  do  not  show  a  degree 
of  exhaustion  of  more  than  200  times,  and  some- 
times much  less. 

Particular  care  should  be  taken,  after  making 
any  experiments  where  vapour  has  been  generated, 
to  clear  the  pump  of  it,  before  any  other  experi- 
ments are  attempted  ;  for  the  vapour  remains  not 
only  in  the  receiver,  but  also  in  tlie  tubes  and 
barrels  of  the  pump,  and  will,  when  the  air  is 
again  rarefied,  expand  as  before.  To  clear  the 
pump  of  this  vapour,  take  a  large  receiver,  and, 
wiping  it  veiy  dry,  exhaust  it  as  far  as  possible. 
The  expansible  vapour  which  remained  in  the 
barrels  and  the  pipes  will  now  be  diffused  through 
the  receiver,  and,  consequently,  will  be  as  much 
rarer  than  it  was  before  as  the  aggregate  capacity 
of  the  receiver  is  larger  than  that  of  the  pump  and 
pipes.  If  the  receiver  be  large,  one  exhaustion 
will  be  sufficient  to  clear  the  pump  so  far,  that 
what  remains  can  be  of  no  consequence.  If  the 
receiver  be  small,  the  operation  should  be  repeated 
two  or  three  times. 
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Ill  all  mercurial  experiments  witli  the  air.pump, 
a  sliort  pipe  must  be  screwed  into  the  hole  of  the 
pump-plate,  so  as  to  raise  above  tt  about  half  an 
inch,  to  prevent  the  quicksilver  from  getting  into 
the  air-pipe  and  barrels,  in  case  any  should  acci- 
dentally be  spilt  over  the  jar ;  for  if  it  gets  into 
the  barrels,  it  spoils  them,  by  loosening  the  solder, 
and  corroding  the  brass. 

With  respect  to  the  leathers,  if  the  pniup-plate 
is  not  ground,  they  are  absohitely  necessary;  they 
should  be  previously  soaked  in  oil,  from  which  the 
moisture  has  been  expelled  by  boiling,  or  hog's- 
lard,  with  a  little  bees-wax,  which  givcit  a  clanmu- 
ness  very  proper  for  the  purpose. 

It  is  evident,  that  the  vacuum  in  the  receiver  of 
the  air-pump  can  never  be  perfect,  that  is,  the  air 
can  never  be  entirely  exhausted  ;  for  it  is  the 
spring  of  the  air  in  the  receiver  that  nuscs  the 
valve,  and  forces  its  way  into  the  barrel ;  and  the 
barrel  at  each  suction  can  only  take  away  a  cerfain 
part  of  the  remaining  air,  which  is  in  proportion 
to  the  quantity  before  the  stroke  as  the  capacity 
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Strong  enough  to  overcome  the  adhesion  of  the 
bladder  forming  the  lower  valve ;  which,  conse- 
quently, will  remain  shut,  and  the  exhaustion: 
cannot  proceed.  Or,  before  this  period,  it  may. 
happen,  that  the  air  between  the  valves  when  the 
piston  is  up,  may  be  so  small  as  to  lie  in  the  space 
between  the  two  valves  when  the  piston  is  down, 
without  being  sufficiently  condensed  for  its  spring 
to  overcome  the  adhesion  of  the  bladder  forming 
the  upper  valve,  and  the  weight  of  the  atmosphere 
that  presses  it :  in  this  case,  the  upper  valve  will 
remain  shut,  and  the  exhaustion  cannot  proceed. 

Various  modern  improvements  in  the  air-pump 
obviate  these  inconveniences  in  a  great  degree. 
Mr.  Smeaton  enlarged  the  size  of  the  lower  valve ; 
and,  to  strengthen  it,  supported  it  on  a  brass 
grating,  resembling  a  honeycomb.  This  allowed 
the  valve  to  rise  more  easily.  He  also  covered  the 
top  of  the  barrel,  making  the  piston-rod  work 
through  a  collar  of  leathers  ;  by  which  he  took  off 
the  pressure  of  the  atmosphere  from  the  piston- 
valve,  which  acted  against  the  rarefied  air  in  the 
receiver.  Pumps  on  this  construction  have  been 
made  by  Nairne,  and  other  instrument-makers,  and 
have  answered  extremely  well. 

It  would  not  come  within  the  limits  of  this  work 
to  enumerate  all  the  improvements,  and  different 
modes  of  construction,  u^ed  in  this  instrument. 
The  latest  are  the  air-pumps,  made  by  Haas  and 
Hurter,  Cuthbertson,  and  Prince ;  each  of  which 
has  particular  advantages. 

THE  AIR  GUN. 

This  pneumatical  instrument  is  an  ingenious 
coQtrivance,  which  \yill  drive  a  bullet  with  great 


158  PNEUMATICS. 

violence  by  means  of  condensed  air.  Plate  7* 
fig.  8.  repFesents  an  iron  condenser,  for  condensing 
air  into  the  hollow  ball  b :  at  the  end  a  of  the  con- 
denser there  is  a  male  screw,  on  which  the  ball  is 
screwed.  In  the  inside  of  this  ball  is  a  valve,  to 
hinder  the  air,  after  it  is  injected,  from  making  its 
escape,  until  it  be  forced  open  by  a  pin,  against 
which  the  hammer  of  the  lock  strikes ;  which  then 
lets  out  as  much  air  as  will  drive  a  ball  with  con-* 
nderable  force  to  a  great  distance. 

When  you  condense  the  air  in  the  ball,  place 
your  feet  on  the  iron  cross  A  A,  to  which  the  piston- 
rod  d  is  fixed  ;  then  lift  up  the  barrel  e  a,  by  the 
handles  1 1,  until  the  end  of  the  piston  is  brought 
between  e  and  c  ;  the  barrel  a  c  will  then  be  filled 
with  air  through  the  hole  e.  Then  thrust  down 
the  barrel  a  c  by  the  handles  1 1,  until  the  piston  e 
join  with  the  neck  of  the  iron  ball  at  a.  The  air 
being  thus  condensed  between  e  and  a,  will  force 
open  the  valve  in  the  ball ;  and  when  the  handles 
j  j  are  lifted  up  again,  the  valve  will  close,  and 
keep  in  the  air:  so,  by  rapidly  continuing  the 
stroke  up  and  down,  the  ball  will  be  filled ;  after 
which,  unscrew  the  ball  ofi"  the  condenser,  and 
screw  it  upon  another  male  screw,  which  is  con- 
nected with  the  barrel,  and  goes  through  the  stock 
of  the  gun,  as  represented  Fig.  7.  Twelve  dwts. 
of  air  have  been  injected  into  a  ball  3.75  inches 
diameter,  which  has  discharged  15  bullets  with 
considerable  force. 

There  are  many  varieties  of  air-guns :  some 
have  a  small  barrel  contained  within  a  large  one ; 
and  the  space  between  the  two  barrels  serves  for 
the  reception  of  condensed  air.  In  this  sort,  m 
valve  is  fixed  at  a  (Fig.  7.),  with  a  condenser 
feed  to  the  barrel,  and  continued  through  the  butt- 
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end  to  c,  ifdiere  the  piston-rod  may  be  alwajrs  left 
in.  Hace  your  feet  on  the  pin,  and  the  whde  gun 
serves  mstead  of  ike  handles  1 1  (fig.  8.)  to  con- 
dense the  air  In  the  barrel. 

The  magazine  air-gun  differs  from  the  common 
one*  only  by  baring  a  serpentrne-barrel»  which 
contains  10  or  12  balls;  these  are  brought  into  the 
shooting  barrel  successively,  by  means  of  a  lever ; 
and  they  may  be  discharged  so  fast  as  to  be  nearly 
of  tbe  same  use  as  so  many  different  guns. 

THE  DIVING  BELL. 

To  illustrate  the  principle  of  this  machiiie,  take 
a  glasfr-tunfbler,  and  plunge  it  into  water  with  the 
mouth  downwards ;  you  wfll  find  <that  very  little 
water  will  rise  into  the  tumbler ;  which  will'be  veiy 
evident,  if  you  lay  a  piece  of  cork  upon  the  sur- 
face of  the  water,  and  put  the  tumbler  over  it ;  for 
you  will  see,  that  though  the  cork  should  be 
carried  &r  below  the  surface  of  the  water,  yet  that 
its  upper  side  is  not  wetted ;  the  air  which  was 
in  the  tumbler  having  prevented  the  entrance  of 
the  water }  but  as  air  is  compressible,  it  could  not 
entirely  exclude  the  water,  which,  by  its  pressure, 
condensed  the  air  a  little. 

The  first  diving-bell  of  any  note  was  that  made 
by  Dr.  Halley.  It  was  in  the  form  of  a  great  bell, 
and  was  coated  with  lead,  so  as  to  sink  empty; 
weights  being  distributed  about  the  lower  part,  to 
keep  it  in  an  inverted  position.  It  was  three  feet 
wide  at  top,  five  feet  wide  at  bottom,  and  eight 
feet  high.  In'  the  top  was  fixed  a  strong  clear 
glass,  to  let  in  the  light  from  above,  and  likewise  a 
cock,  to  let  out  the  hot  air  that  had  been  deprived 
^  its-'-^tal  principle  by  repeated  breathing.  It 
was  suspended  from  the  mast  of  a  ship,  in  such  a 
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manner  as  to  be  let  down  over  its  side  without  any 
danger.  Within,  there  was  a  circular  seat  for  the 
divers.  To  supply  the  bell  with  air  under  water, 
two  barrels,  of  about  63  gallons  each,  were  made, 
and  cased  with  lead  sufficient  to  make  them  sink 
when  empty;  each  having  a  hole  in  its  lower  part 
to  let  in  the  water,  as  the  air  in  them  is  condensed 
in  their  descent,  and  to  let  it  out  again  when  they 
were  drawn  up  full  from  below.  And,  to  a  hole  in 
the  top  of  the  barrels,  was  fixed  a  hose,  or  hollow 
pipe,  well  prepared  with  bees- wax  and  oil;  which 
was  long  enough  to  fall  below  the  hole  at  the 
bottom,  being  sunk  with  a  weight  appended :  so 
that  the  air  in  the  upper  part  of  the  barrels  could 
not  escape,  unless  the  lower  end  of  these  pipes 
were  fu^t  lifted  up.  These  air-barrels  were  fitted 
with  tackle  proper  to  make  them  rise  and  tall 
alternately,  like  two  buckets  in  a  well :  in  their 
descent,  they  were  directed,  by  lines  fastened  to 
ihe  under  edge  of  the  bell,  to  the  man  standing  on 
the  stage  to  receive  them ;  who,  by  taking  up  the 
ends  of  the  pipes  above  the  surface  of  the  water  in 
the  bell,  gave  occasion  for  the  water  in  the  barrels 
to  force  all  the  air  in  the  upper  parts  into  the  bell, 
while  it  entered  below,  and  filled  the  barrels.  And, 
as  soon  as  one  was  discharged,  by  a  signal  given 
it  was  drawn  up ;  and  the  other  descended,  to  be 
ready  for  use.  As  the  cold  air  rushed  into  the 
bell  from  the  barrel  below,  it  expelled  the  hot  air 
(which  was  lighter)  through  the  cock  at  the  top, 
which  was  then  opened  for  that  purpose.  By  this 
method,  air  was  communicated  so  quick,  and  in 
such  plenty,  that  the  Doctor  tells  us,  he  himself 
was  one  of  five  who  were  together  at  the  bottom, 
in  nine  or  ten  fathoms  water,  for  -above  an  hour 
9nd  a  half  at  a  time,  without  experiencing  any  ill 
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«^cts;  and  that  he  might-have  continued  there  a% 
long  as  he  pleased. 

By  the  glass  above,  so  much  light  was  transmitted 
when  the  sun  shone,  and  the  aea  was  clear  and 
even,  that  he  could  see  perfectly  well  to  read  and 
write,  and  to  take  up  any  thing  that  was  under  the 
bell ;  and  by  the  return  of  the  air-barrels,  he  could 
send  up  orders,  written  with  an  iron  pen,  on  small 
pieces  of  lead,  when  he  wished  to  be  moved  fronl 
place  to  place.  But  in  misty  weather,  or  when  the 
sea  was  rough,  it  was  nearly  dark  in  the  bell,  and 
he  was  then  obliged  to  burn  a  candle,  which  con- 
sumed about  as  much  air  as  one  person. 

The  only  inconvenience  which  tlie  divers  felt 

I  was,  that  upon  their  going  down  they  felt  a  pain  in 

^  their  ears,  as  if  the  end  of  a  quill  was  thrust  into 

them,   which   was  owing  to   the  condensed  air 

pressing  upon  the  tympanum.     This,  however,  in 

a  short  time  ceased. 

Doctor  Halley  also  contrived  a  method  of  send- 
ing a  man  out  of  the  bell,  to  some  distance,  by 
Means  of  a  small  bell  on  his  head,  with  a  glass  in 
front,  and  a  pipe  communicating  with  the  great 
bell,  to  supply  him  with  air. 

Mr.  Triewald  invented  a  diving-bell  of  a  different 
form,  which  was  much  smaller  and  less  expensive 
than  Dr.  Halley'sj  it  only  covered  half  the  hotly 
of  the  diver,  who  stood  upon  a  ring  hanging  from 
the  bcH  by  chains.  There  was  also  a  spiral  pipe 
within  the  bell,  by  which  he  could  always  breathe 
tlie  air  immediately  at  the  surface  of  the  water  in 
the  bell,  which  was  cooler  and  fresher  than  that  at 
the  upper  part  of  the  machine. 

Mr.  Smeaton's  diving-bell  was  a  square  chest  of 

cast-iron,  *+  feet  in  height,  4*  feet  in  length,  and 

^  throe  feet  wide,  and  afforded  room  for  two  men  to 
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in  iU  It  war  supplied,  with  fresh  air  by  a 
forcing  pump.  Thb  was  used  with  great  success 
at  Ramsgate.  Otlier  contrivances  have  been  used 
for  diving  to  small  depths,  which  have  answered 
very  well,  such  as  strong  cases  for  the  body,  to 
keep  off  the  pressure  of  the  water,  which  were 
supplied  with-  fresh  air  by  pipes  from  the  surface. 
A  very  good  one  of  this  kind  is  particularly  de- 
scribed in  the  Philosophical  Magaadne,  vol.  viii.  p.  59* 

OF  Am  BALLOONS. 

T%e  air-balloon  is  a  machine,  consisting  of  a  bag 
filled  with  air,  so  light,  that  it,  together  with  the. 
bag,  forms  a  mass  which  is  specifically  lighter  than 
the  common-  air  of  the  atmosphere.  A  cubic  foot 
of  common  air  is  found  to  weigh  above  554  grains,, 
and  to  be  expanded  by  every  degree  of  heat 
mariced  on  Fahrenheit's  thermometers,  about  l-50th 
part  of  the  whole.  By  heating  a  quantity  of  air, 
therefore,  to  200  d^ees  Fahr.,  you  will  just 
double  its  bulk,  when  the  thermometer  stands  at 
54f  in  the  open  air,  and  in  the  same  proportion  you 
will  diminish  its  weight;  and  if  such  a  quantity  of 
this  hot  air  be  inclosed  in  a  bag,  that  the  excess  of 
the  weight  of  an  equal  bulk  of  common  air,  weighs 
more  than  the  bag  with  the  air  contained  in  it, 
both  the  bag  and  the  air  will  rise  into  the  atmos- 
phere, and  continue  to  do  so  till  they  arrive  at  a 
place  where  the  external  air  is  naturally  so  much, 
rarefied,  that  the  weight  becomes  equal,  and  here 
the  whole  will  float. 

The  power  by  which  hot  air  is  impelled  upwards,, 
may  be  shown  by  the  following  experiment.  Roll 
up  a  sheet  of  paper  in  a  conical  form,  and  by 
thrusting  a  pin  into  it  near  the  apex,  prevent  it 
from  urroUing.     Fasten  it  then  bv  its  apex,  under 
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one  of  the  scales  of  a  balance,  by  means  of*  a  thread; 
and  having  properly  counterpoised  it  by  weights 
put  into  the  opposite  scale,  apply  the  flame  of  a 
candle  underneath,  and  you  will  instantly  see  the 
cone  rise;  and  it  will  not  be  brought  into  equili- 
brium with  the  other,  but  by  a  much  greater 
weight  than  those  who  have  never  seen  the  ex- 
periment would  beUeve. 

If  the  magnitude  of  a  balloon  be  increased,  its 
power  of  ascension,  or  the  difference  between  the 
we^ht  of*  the  included  air  and  an  equal  bulk  of 
,  common  air,  will  be  augmented  in  the  same  pro- 
pmtion.  For  its  thickness  being  suppdsed  the 
same,  it  is  as  the  surface  it  covers,  or  only  as  the 
square  of  the  diameter.  This  is  the  reason  why 
balloons  cannot  be  made  to  ascend,  if  under  a 
given  magnitude,  when  composed  of  cloth,  or  ma* 
tcrials  of  the  same  thickness. 

In  the  year  1766,  Mr.  Cavendish  ascertained  the 
weight  'and  other  properties  of  inflammable  air, 
determining  it  to  be  at  least  seven  times  lighter 
than  common  air.  Soon  afler  which  it  occurred 
to  Dr.  Black,  that,  perhaps,  a  thin  bag,  flUed  with 
inflammable  air,  might  be  buoyed  up  by  the  com- 
mon atmosphere,  and  he  thought  of  having  the 
allantols  of  a  calf  prepared  for  this  purpose;  but 
his  other  av6cations  prevented  him  from  prosecuting 
the  experiment  The  same  thought  occurred, 
some  years  afler,  to  Mr.  Cavallo,  and  he  has  the 
honour  of  being  the  first  who  made  experiments 
on  the  subject.  He  first  tried  bladders,  but  the 
thinnest  of  these,  however,  well  scraped  and  pre- 
pared, were  found  too  heavy;  he  then  tried 
Chinese  paper,  but  that  proved  so  permeable,  that 
the  inflanmable  air  passed  through  it  like  water 
through  a  sieve.    His  experiments,  therefoi'e^  made- 
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in  the  year  178j^>  proceeded  no  farther  than 
blowing  up  soap-bubbles  with  inflammable  air, 
which  ascended  rapidly  to  the  ceiling,  and  broke 
against  it. 

.  But  while  the  discovery  of  the  art  of  aerostation 
seemed  thus  on  the  point  of  being  made  in  Britain, 
it  was  all  at  once,  announced  in  France,  and  that 
from  a  quarter  whence  nothing,  of  the  kind  was  to 
have  been  expected*  Two  brothers,  Stephen. and 
John  Montgolfier,  natives  of  Annonay,  and  pro- 
prietors of  a  considerable  paper  manufactory  there, 
had  turned  their  thoughts  towards  this  project,  as 
early  as  the  middle  of  the  year  1782.  The  idea 
was  first  suggested  by  the  natural  ascent  of  the 
smoke  and  clouds  in  the  atmosphere,  and  their  de- 
sign was  to  form  an  artificial  cloud,  by  inclosing 
the.  smoke  in  a  bag,  and  making  it  carry  up  the 
covering  along  with  it. 

Towards  the  middle  of  November  that  year,  the 
experiment  was  made  at  Avignon,  with  a  fine  silk 
bag.  By  applying  burning  paper  to  an  aperture* 
at  the  bottom  of  it,  the  air  was  rarefied,  and  the 
bag  swelled,  and  ascended  to  the  ceiling.  On 
repeating  the  experiment  in  the  open  air,  it  rose  to 
the  height  of  about  seventy  feet. 

Soon  after  this,  one  of  the  brothers  arrived  at 
Paris,  where  he.  was  invited  by  the  Academy  of 
Sciences  to  repeat  his  experiments  at  their  expence. 
In  consequence  of  this  invitation,  he  constructed, 
in  a  garden  in  the  Fauxbourg  Saint  Germain,  a 
large  balloon  of  an  elliptical  form.  In  a  preliminary 
experiment,  this  machine  lifted  up  from  the  ground 
^ight  persons  who  held  it,  and  would  have  carried 
them  all  ofi;  if  more  had  not  quickly  gone  to  their 
assistance.  Next  day  the  experiment  was  repeated 
in  the  presence  of  the  members  of  the  academy ; 
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the  macJiiue  was  filled  by  the  combustion  of  fifty 
pounds  of  straw,  made  up  in  small  bundles,  upon 
which  twelve  pounds  of  chopped  wool  were  tlirown 
at  intpr\'a!s.  The  usual  success  attended  this  ex- 
Iiibition;  the  machine  soon  swelled,  endeavoured 
to  ascend,  and  sustained  itself  in  the  air,  together 
with  a  weight  of  between  four  and  five  hundred 
pounds,  It  was  evident  that  it  would  have  ascended 
to  a  very  great  height,  but  as  it  was  designed  to 
repeat  the  experiment  before  the  king  and  royal 
family  at  Versailles,  the  cords  by  which  it  was  tied 
down  were  not  cut.  In  consequence  of  a  violent 
wind  and  rain,  which  happened  at  this  time,  the 
machine  was  so  far  damaged,  that  it  became  neces- 
sary to  prepare  a  new  one  for  the  time  that  it  had 
been  determined  to  honour  the  experiment  with 
the  royal  presence;  and  sucli  expedition  was  used, 
that  this  vast  machine,  of  near  60  feet  in  height, 
and  forty-three  in  diameter,  was  made,  painted 
with  water-colours  both  within  and  without,  and 
'finally  decorated,  in  no  more  than  four  days 
and  four  nights. 

Along  with  this  machine  was  sent  a  wicker  cage, 
containing  a  sheep,  a  cock,  and  a  duck,  which  were 
the  first  animals  ever  sent  up  in  the  atmosphere. 
The  complete  success  of  this  experiment  was  pre- 
vented by  a  violent  gust  of  wind,  which  tore  the 
cloth  in  two  places  near  the  top,  before  it  ascended ; 
however,    it  rose  to  tlie  height  of  1440  feet;  and 

I  after  remaining  in  the  air  about  eight  minutes,  fell 
to  the  ground,  at  the  distance  of  10,200  feet  from 
the  place  of  its  setting  out.  Tlie  animals  were 
not  in  the  least  hurt.  The  great  power  of  these 
aerostatic  machines,  andtheir  very  gradual  descent 
to  the  ground,  had  originally  shown  that  they  were 
capable  of  transporting  people  through  the  air  with 
M    3 
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all  imagiDable  safety;  and  this  was  further  con^ 
firmed  by  the  experiment  already  mentioned.  As 
Mr.  Montgolfier,  therefore,  proposed  to  make  a  new 
aerostatic  machine,  of  a  firmer  and  better  con- 
struction than  the  former,  M.  Pilatre  de  Rozier 
(whose  temerity  in  a  subsequent  experiment  proved 
fatal  to  him,)  offered  himself  to  be  the  first  aerial 
adventurer.  On  the  15th  of  October,  178S,  he 
rose  from  the  garden  of  the  Fauxbourg  Saint 
Antoine,  at  Paris,  in  a  wicker  gallery,  about  three 
feet  broad,*  attaclied  to  an  oval  balloon,  of  7^  feet 
by  40,  which  had  been  made  by  Montgolfier,  and 
which  also  carried  up  a  grate,  for  the  purpose  of 
continuing  at  pleasure  the  inflation  of  the  balloon, 
by  a  fire  of  straw  and  wool.  The  weight  of  this 
machine  was  1,600  pounds.  On  that  day  it  was 
permitted  to  rise  no  higher  than  84  feet;  but  on  the 
19th,  when  M.  Giraud  de  Vilette  ascended  with 
hinft,  they  rose  to  the  height  of  332  feet,  being 
prevented  from  farther  ascent  only  by  ropes. 
Encouraged  by  the  success  of  these  experiments, 
M.  Rozier  and  the  Marquis  D'Arlandes  first  trusted 
a  balloon  to  the  elements;  and  after  rising  to  the 
height  of  3,000  feet,  they  descended  about  five 
miles  from  the  place  of  their  ascent.  They  ex- 
perienced great  danger  on  this  occasion,  from  the 
balloon  taking  fire,  which,  however,  they  extin- 
guished with  a  wet  sponge. 

These  balloons  raised  by  fire  have,  however,  not 
been  much  used,  having  given  place  to  the  other 
kind,  filled  with  inflammable  air,  which,  by  reason 
of  its  smaller  specific  gravity,  is  safer  and  more 
manageable,  and  is  capable  of  performing  voyages 
of  greater  length,  as  it  does  not  require  to  be  sup- 
plied with  luel,  like  the  others. 
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About  this  time.  Count  Zainbecari  sent  up  from 
the  Artilleiy-Crroundy  London,  a  small  gilt  balloon, 
filled  with  inflammable  air,  which,  in  tw6  hours 
and  half,  reached  a  spot  near  Petworth,  in  Sttssex, 
and  would  not  then  have  fallen  had  it  not  burst. 

The  first  aerial  voyage  with  an  inflammable  air 
balloon,  was  made  by  Messrs.  Charles  and  Roberts, 
from  Paris,  December  1,  1783. 

The  machine  used  on  this  occasion  was  formed 
of  silk,  covered  over  with  a  varnish  made  of  elastic 
gum,  of  a  spherical  figure,  and  measuring  S7^  feet 
in  diameter. 

Having  ascended  to  the  height  of  about  one-third 
part  of  a  mile,  they  were  carried  by  the  wind  in  a 
horizontal  direction,  and  descended  in  a  field  27 
miles  from  Paris,  having  travelled  that  distance  in 
two  hours.  M.  Charles  then  ascended  alone,  and 
rose  to  the  height  of  about  two  miles,  without  ex- 
periencing any  other  disagreeable  sensation  than  a 
severe  cold  and  a  pain  in  his  ears,  owing  probably 
to  the  expansion  of  the  dense  internal  air. 

A  great  many  aerial  voyages  were  made  in 
France  before  it  was  attempted  in  England. 

Vincent  Lunardi,  an  Itahan  (the  first  who  made 
an  aerial  voyage  in  England),  on  the  15th  of 
September,  1784,  rose  from  the  Artillery-Ground 
in  London,  by  a  balloon  S3  feet  in  diameter,  made 
of  silk,  oiled,  and  painted  in  stripes  of  blue  and 
ted.  He  took  up  with  him  a  dog  and  a  cat;  the 
latter  was  destroyed,  and  the  dog  was  almost  spent. 
In  his  ascent,  the  thermometer  fell  to  29,  and  some* 
drops  of  water  round  his  balloon  were  frozen.  He 
ascended  about  five  minutes  after  two  o'clock,  and 
arrived  at  Collier's  Hill,  five  miles  beyond  Ware, 
in  Hertfordshire,  at  25  minutes  after  four. 
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Mr*  Sadler,  of*  Oxford,  was  the  first  EnglishiAan 
who  ascended  widi  a  balloon^  He  constructed- 
one  himself,  with  which  he  rose  from  Oxfcird  on 
the  4th  of  October;  and  a  second  time  on  the 
ISth,  and  sailed  15  miles  in  18  minutes. 

M«  Bknchard  and  Dr«  Jeffiies,  on  the  7th  of 
the  same  month,  crossed ,  the  Channel  between 
Dover  and  Calais,  hjr  means  of  a  balloon  >  but  had 
such  difficulty  to  keep  it  above  water,  that  they 
were  obliged  to  throw  away  every  thing  they  had 
with  them. 

Mr.  M*6uire,  on  the  13th  of  May,  having 
ascended  from  Dublin,  was  carried  with  great  ve- 
locity  towards  the  sea,  into  which  he  descended, 
and  was  taken  up  by  a  boat,  when  on  the  point  of 
expiring  witii  fatigue. 

M.  nlatre  de  Rosier  and  M.  Romain,  on  the 
15th  of  July,  ascended  from  Boulogne,  with  an  in- 
tention of  eroding  the  Channel,  but  their  balloon, 
being  a  Mm,tgo\fierj  or  fire-balloon,  took  fire  at 
the  height  of  ISOO  yards,  and  they  fell  to  the 
ground  and  were  dashed  to  pieces. 

M.  Blanchard,  in  August,  made  an  aerial  voy- 
age from  Lisle,  to  the  distance  of  800  miles,  before 
he  descended.  He  had  also  a  parachute  attached 
to  his  car;  with  this  he  dropped  a  dog,  which  de- 
scended gently  and  without  injury. 

The  rage  for  aerostatic  experiment  now  almost 
entirely  subsided}  and  the  French  were  the  only 
people  who  paid  any  attention  to  it  during  the 
period  of  the  late  war.  They  employed  it  for 
reconnoitring  in  the  army ;  and  it  is  said  that  they 
gained  the  battle  of  Fleurus  through  information 
obtained  in  this  way. 

Notwithstanding  the  numerous  ascents  that  have 
been  made  in  various  countries,  scarcely  any  con- 
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siderable  improvement  liad  been  made.  The 
addition  of  a  parachute,  however,  lessens  much 

»the  danger  of  this  machine. 
The  parachute  is,  in  fact,  only  a  large  umbrella, 
which  the  aeronaut  attaches  to  his  body,  and  with 
which  he  descends  in  perfect  safety  when  separated 
from  the  balloon.  The  first  experiments  were  made 
by  causing  dogs  to  descend  from  the  balloon  with 
umbrellas  or  small  parachutes  attached;  and 
Garnerin  was  the  first  who  successfully  descended 
ironi  a  balloon  with  a  parachute. 

Tlie  imagination  can  scarcely  figure  to  itself  any 
thing  more  daring  tiian  such  an  exploit.  On  Sep- 
tember 2i,  1802,  M.  Garnerin  ascended  alone 
from  St.  Gcorge's-parade,  North  Audley-Street, 
Grosvenor-square.  He  went  to  the  height  of  8000 
feet  before  he  cut  away  the  parachute,  to  which  he 
was  suspended.  His  descent  for  the  first  thirty 
seconds  was  astonishingly  rapid.  The  parachute 
then  expanded,  and  came  down  steadily;  but  it 
soon  began  to  swing;  and  this  motion  increased  to 
such  a  degree,  that  all  were  alarmed  for  the  safety 
of  the  aeronaut.  When  it  came  near  to  the  earth 
the  swinging  motion  decreased,  and  he  alighted 
without  any  injury.  The  velocity  with  which  he 
came  to  the  ground,  was  the  same  as  if  he  had 
^  leaped  from  a  height  of  tour  feet, 
^k  Notwithstanding  the  extraordinary  nature  of  the 
BwUcovery  of  air-balloons,  it  has  not  yet  been  applied 
to  any  useful  purpose.  The  machine  may  be  ele- 
vated or  lowered  at  pleasure,  by  throwing  out 
ballast,  or  letting  out  some  inflammable  air ;  but  no 

t means  have  yet  been  found,  by  which  it  can  be 
Steered  in  any  other  direction  than  that  of  the 
yrind.  This  has  prevented  it  from  being  applied 
to  the  purposes  of  travelling ;  nor  have  we  acquired 
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by  its  meaBB  much  addition  to  our  knowledge  6£ 
the  atmosphere,  owing  partly  to  the  recentnisBS  oS 
the  discovery^  and  partly  to  a  deficiency  of  philo* 
sophical  knowledge  in  most  of  the  adventurers. 

The  agreeable  stiUness  and  tranquillity  aloft  in 
the  atmosphere  have  been  matter  of  general  ob- 
servation. On  arriving  at  a  considerable  height, 
great  loold  has  always  been  experienced;  anddoiids 
have  been  passed  through,  which  contained  some- 
times snow,  and  sometimes  lightning.  The  view 
of  the  country  beldw  is  said  to  be  inconceivably 
grand* 

Upcm  the  whole,  considering  the  number  of  voy- 
ages that  have  been  made,  but  few  accidents  have 
hqipened;  and  these  were  commonly  owing  to  the 
bad  construetion  of  the  apparatus.  The  balloon 
seems,  when  properly  managed,  to  be  quite  as  safe 
as  any  other  species  of  conveyance. 

On  the  Mode  qfConstructing  and  Filling  Balloons. 

There  are,  as  has  been  already  mentioned,  two 
kinds  of  balloons ;  those  raised  with  heated,  or 
rarefied  air,  and  those  filled  with  inflammable  air. 

The  best  forms  for  balloons  are,  that  of  a  globe^ 
and  an  egg-like  figure.  Fire-balloons,  or  those 
raised  by  heated  air,  if  very  large,  may  be  made  of 
linen,  or  silk ;  and  must  be  open  at  bottom,  having 
a  hoop  round  the  opening,  from  which  is  suspended 
the  grate  for  the  fuel,  which  is  best  of  straw,  or 
other  light  combustibles.  Small  balloons  of  this 
kind  may  be  made  of  tissue-paper,  having  a  wire 
round  the  bottom.  Two  cross  wires  may  support  in 
the  centre  of  the  opening  a  little  cup,  with  some 
cotton  and  spirits  of  wine,  the  flame  of  wliich  will 
rarefy  the  air,  and  raise  the  machine. 
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.  IstgB  bdAocHMi  for  JvA^wmMt  air  must  be  made 
of  silk,  and  vamiahed  over,  so  as  to  be  air-tight 
To  the  upper  part  of  the  ballooii  there  should  be 
fitted  a  valve,  q>eiiiiig  inwards,  to  which  a  string 
should  be  fastened^  passing  through  a  hole  made  in 
a  small  piece  of  wood,  fixed  in  the  lower  part  of  the 
balloon ;  bo  that  the  aeronaut  may  open  the  valve 
when  he  wishes  to  descend.  The  action  of  the  valve 
is  effiK^ted  by  a  round  brass  plate,  having  a  hole 
about  two  or  three  inches  diametw,  covered  on  both 
sides  with  strong  smooth  leather:  on  the  inside 
there  is  a  shutter  of  brass,  covered  also  with 
leather,  which  serves  to  close  the  hole:  it  is 
lastened  to  the  leather  of  the  plate,  and  kept 
against  the  hole  by  a  spring.  To  the  lower  part 
of  the  balloon  a  pipe  is  fixed,  made  of  the  same 
materials  with  the  balloon,  which  serves  to  fill' 
it  by. 

The  car,  or  boat,  is  made  of  wicker-work,  covered 
with  leather,  and  well  varnished,  or  painted,  and  is 
suspended  by  ropes  proceeding  from  the  net  which 
goes  over  the  balloon.  This  netting  should  cover 
the  upper  part,  and  come  down  to  the  middle,  with 
various  cords  proceeding  from  it  to  the  circumferi- 
ence  of  a  circle,  about  two  feet  below  the  balloon. 
From  that  circle  other  ropes  go  to  the  edge  of  the 
boat.  This  circle  may  be  made  of  wood,  or  of 
several  pieces  of  slender  cane  bound  together. 
The  meshes  of  the  net  should  be  small  at  top 
(against  which  part  of  the  baUoon  thp  inflammable 
air  exerts  the  greatest  force),  and  increase  in  size 
as  they  recede  from  the  top.    ' 

The  inflammable  air  for  filling  the  balloon  is 
procured,  by  putting  a  quantity  of  iron*fiUngs,  or 
turnings,  with  some  oil  of  vitriol  diluted  with 
water,  into  casks  hned  with  lead.    From  the  top  of 
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these  casks  tin  tubes  proceed,  which  unke  into  one 
that  is  connected  with  the  tiik  tube  of  the  baUooo. 
Balloons  cannot  benuuk  smaller  than  five  or  nz 
feet  in  diameter,  of  oiled  silk,  as  the  weight  <^  the 
material  is  too  great  tor  the  air  to  buoy  it  up.  Thtj 
may  be  made  smaller,  of  thin  strips  of  bladder,  or 
other  membrane,  glued  together.  The  beat  Cor 
this  purpose  is  the  allantois  of  a  calf,  which  is  the 
membrane  which  encloses  the  foetus  in  the  womb. 
With  tliis  they  may  be  made  18  inches  in  diameter. 

OF  THE  WIKDS. 

li'ind  is  a  stream  or  current  of  air.  As  air  is  a 
fluid,  its  natural  state  is  that  of  rest,  which  it  en- 
deavours always  to  keepor  retrieve  by  an  universal 
equilibrium  of  all  its  parts.  When,  therefore,  this 
natural  equilibrium  of  the  atmosphere  happens,  by 
any  means,  to  be  destroyed  in  any  part,  there  ne- 
cessarily  follows  a  motion  of  all  the  circumjacent 
air  towards  that  part,  to  restore  it;  and  this  motion 
of  the  air  is  what  we  cmli  wind. 
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else  the  air  mailing  in,  would  occasion  a  wind  con> 
verging  to  a  central  space,  to  supply  the  lighter 
ascending  stream.  It  is,  therefore,  evident,  that  any 
agent  that  alters  the  density  of  a  part  of  the  air 
will  produce  a  wind. 

The  density  of  the  air  is  changed  by  compression 
and  by  heat.  Its  elasticity  is  increased  by  the 
addition  of  moisture;  and  electricity  may  have 
some  effect  of  the  same  kind. 

In  considering  the  causes  of  winds,  the  principal 
agent  to  be  attended  to  must  be  heat. 

The  different  winds  may  be  reduced  to  three 
classes,  viz.  general,  periodical,  and  variable 
winds. 

The  general  winds  are  usually  called  trade-winds. 
They  always  blow  nearly  in  the  same  direction.  In 
the  open  seas,  that  is,  in  the  Atlantic  and  Pacific 
Oceans,  under  the  equator,  the  wind  is  found  to 
blow  almost  constantly  from  the  eastward:  this 
wind  prevails  on  both  sides  of  the  equator,  to  the 
latitude  of  98''.  To  the  northward  of  the  equator, 
the  wind  is  between  the  north  and  east;  and  the 
more  northerly,  the  nearer  the  northern  limit.  To 
the  southwartl  of  the  equator,  the  wind  is  between 
the  south  and  east;  and  the  more  southerly,  the 
nearer  the  southern  limit. 

Periodical  winds  are  such  as  blow  in  a  certain 

direction  for  a  time ;  and  at  stated  seasons  change, 

and  blow  for  an  equal  space  of  time  from  the  oppo- 

,  «te  point  of  the  compass.    These  may  be  divided 

fhto  two    classes,    viz.    Tuonsoons,   or   winds  that 

lange  annually;  and/nHrfand  sea  breezes,  or  winds 

bat  change  diurnally. 

'  In  thesea  between  Madagascar  and  New  Holland, 
tie  S.  £.  wind  extends  no  farther  to  the  northward 
than  about  the  tenth  degree  of  south  latitude,  the 


17*  PNEUMATICS. 

Other  ten  degrees  being  occupied  by  wind  from  tbe 
opposite  point  of  the  compass;  or  N.  W.;  ait  the 
same  time  that  tbe  winds  in  ail  the  northern  parts 
of  the  Indian  Ocean  shift  round,  and  blow  di* 
rectly  contrary  to  the  course  they  held  in  tlie 
fotmer  six  months.  These  winds  are  called  mon- 
soons, or  shifting  trade-winds. 

These  chaages^  are  not  suddenly  made.  SMue 
days  before  and  after  the  chat^,  there  are  calms^ 
variable  winds,  ami  dreadftd  storms,  attended  with 
thunder,  lightning,  and  raiOi 

On  tiie  greater  part  of  the  coasts  of  lands 
situated  between  the  tropics,  the  wind  blows  to- 
wards the  shore  in  the  day-time,  and  towards  tbe 
sea  in  the  night.  These  periodical  winds  are 
termed  the  land  and  sea  t^reezes. 

When .  sevjoral  winds  converge  swiftly  to  one 
paint,  the.  air  ascends  with  greater  rapidity,  and 
jtcquires  a  whirling  motion,  like  that  of  water  der 
sqending  in  a  ftmnd«  And  as  the  centrifugal 
force  in  this  whirling  motion  of  the  water,  is  often 
sufficient  to  counterpoise  the  lateral  pressure»  and 
to  prevent  its  approaching  the  central  part,  it 
frequently  happens,  that  a  peiforation  is  seen  quite 
through  the  body  of  the  fluid.  In  like  manner, 
the  centrifugal  force  of  the  air  may  become  equal 
to  the  pressure  of  the  atmosphere,  and  conse- 
quently leave  a  void  space  about  the  centre  of  the 
motion.  The  phenomenon  is  called  a  whirlwindt 
and  sometimes  produces  fatal  effects.  For,  partly 
by  the  expansion  of  the  air  included  in  houses  and 
other  buildings;  and  partly  by  tbe  violence  of  the 
ascending  current,  it  happens  that  bodies  near  the 
centre  of  the  whirl  are  blown  up  into  the  vacuum, 
or  carried  aloft  with  great  impetuosity  in  a  spiral 
motion. 
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If  one  of  these  whirlwinds  happen  at  sea,  the 
pressure  of  the  atmosphere  being  taken  off  that 
part  of  the  surface  over  which  the  vacuum  is 
formed,  the  water,  on  the  principle  of  the  Torri- 
cellian tube,  will  rise  to  the  height  of  thirty-two  or 
thirty-three  feet,  before  it  will  be  in  equilibrio  with 
the  external  pressure.  The  ascending  warm  air, 
being  most  probably  charged  with  vapours,  will  suffer 
them  to  be  condensed  as  it  arrives  at  a  colder 
region,  and  thus,  the  course  of  the  current  will  be 
marked  by  a  dense  and  opaque  vapour,  and  by  the 

continual  ascent  a  cloud  will  be  formed  above. 

.^__^'  '  * 

T^is  forms  the  phenomena  of  water'Spouts.  At 
first  a  vic^nt  circular  motion  of  the  sea  is  ob^ 
served,  sometimes  for  the  space  of  twenty  feet 
diameter:  this  rises  afterwards  by  degrees  into  a 
tapering  column  of  about  thirty  feet  in^  height,  at 
the  same  time  that  a  cloud  appears,  from  which  a 
dark  line  or  column  descends.  This  column  is 
met  by  another,  which  ascends  somewhat  like 
smoke  in  a  chimney,  from  the  lower  or  solid  part 
of  the  spout.  After  this  junction  the  cloud  con- 
tinually increases  until  the  whirl  ceases,  and  the 
appearance  terminates. 
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Hydraulics  is  the  science  which  teaches  us  how 
to  estimate  the  swiftness  and  force  of  fluids  in 
motion,  and  upon  these  principles  many  machines 
worked  by  water  are  constructed. 

When  an  open  vessel  full  of  liquor  is  pierced  at 
the  bottom,  the  liquor  spouts  out  vrith  great  force; 
but  as  it  continues  to  run,  it  flows  more  feebly. 

If  a  hole  be  made  in  the  side  of  a  vessel,  the 
water  will  spout  out  horizontally,  because  fluids 
press  equally  in  all  directions. 

The  velocity  with'  which  water  spouts  out  at  a 
hole  in  the  side  or  bottom  of  a  vessel,  is  as  the 
square  root  of  the  depth  or  distance  of  the  hole 
below  the  surface  of  the  water :  for,  in  order  to 
make  double  the  quantity  of  a  fluid  run  through 
one  hole  as  through  another  of  the  same  size^  it 
will  require  four  times  the  pressure  of  the  other, 
and,  therefore,  the  aperture  must  be  four  times  the 
depth  of  the  other  below  the  surface  of  the  water; 
and  for  the  same  reason,  three  times  the  quantity 
running  in  an  equal  time  through  the  same  sort  of 
hole,  must  run  with  three  times  the  velocity,  which 
will  require  nine  times  the  pressure,  and  conse« 
quently  the  hole  must  be  nine  times  as  deep  below 
the  surface  of  the  fluid,  and  so  on. 
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To  prove  this  by  experiment :  let  two  pipes  of 
equal  sized  bores  be  fixed  into  the  side  of  a  vessel, 
one  pipe  being  four  times  as  deep  below  the  sur- 
face of  the  water  in  the  vessel  as  the  other  is ; 
and  whilst  the  pipes  run,  let  water  be  poured  con- 
stantly  into  the  vessel,  so  as  to  keep  it  always  full. 
Then,  if  a  cup  that  holds  a  pint  be  so  placed  as  to 
receive  the  water  that  spouts  from'  the  upper  pipe, 
and  at  the  same  moment  a  cup  that  holds  a  quart 
be  placed  to  receive  the  water  from  the  lower  pipe, 
both  cups  will  be  filled  at  the  same  time  by  their 
respective  pipes. 

The  horizontal  distance  to  which  a  fiuid  will 
spout  from  8  horizontal  pipe,  in  any  part  of  the 
side  of  an  upright  vessel  below  the  surface  of  the 
fluid,  is  equied  to  twice  the  length  of  a  perpendi- 
cular to  the  side  of  the  vessel,  drawn  from  the 
mouth  of  the  pipe  to  a  semicircle  described  upon 
the  altitude  of  the  fluid :  and,  therefore,  the  spout 
will  be  to  the  greatest  distance  possible  from  a 
pipe  whose  mouth  is  at  the  centre  of  the  semi- 
circle i  because  a  perpendicular  to  its  diameter, 
(supposed  parallel  to  the  side  of  the  vessel)  drawn 
from  that  point,  is  the  longest  that  can  possibly  be 
drawn  from  any  part  of  the  diameter  to  the  cir- 
cumference  of  the  semicircle. 

Thus,  if  the  vessel  A  B  (Plate  8.  fig.  12.)  be 
full  of  water,  the  horizontal  pipe  D  in  the  middle 
of*  its  side,  and  the  semicircle  N  E  C  be  described 
upon  D  as  a  centre,  with  the  radius  or  semidia- 
meter  D  C,  or  D  N,  the  perpendicular  D  E  to  the 
diameter  C  D  N  is  the  longest  that  can  be  drawn 
from  any  part  of  the  diameter  to  the  circumfer- 
ence: and  if  the  vessel  be  kept  full,  the  jet  will 
spout  from  the  pipe  D  to  the  horizontal  distance 
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MM,  which  is  double  the  length  of  the  perpen- 
dicular D  £•  If  two  other  pipes,  as  F  and  G,  be 
fixed  into  the  side  of  the  vessel,  at  equal  distances 
above  and  below  the  pipe  D^  the  perpendiculars 
F  H  and  G  I,  from  tliese  pipes  to  the  semicircle, 
will  be  equal ;  and  the  jets  spouting  from  them 
will  each  go  to  the  horizontal  distance  N  K,  which 
is  double  the  length  of  either  of  the  perpendiculars 
FHorGL 

The  reader  will  easily  perceive,  that  the  curves 
described  by  the  spouting  fluid,  in  all  the  different 
situations,  will  be  that  of  a  parabola ;  being  acted 
upon  by  the  combined  forces  of  the  lateral  pres- 
sure of  the  fluid  in  the  vessel,  and  the  force  of 
gravity. 

When  water  issues  through  the  aperture  in  the 
side  of  a  vessel,  a  smaller  quantity  runs  out  than 
what  might  be  expected  from  the  pressure  of  the 
fluid  in  the  vessel ;  because  the  stream  is  con- 
tracted at  a  small  distance  from  the  aperture, 
owing  to  the  oblique  direction  of  some  of  the  parti- 
cles of  thewater  in  arriving  at  the  aperture  within, 
and  thus  crossing  each  other  as  they  come  out.  If  a 
short  cylindrical  pipe  be  added  to  the  aperture,  the 
delivery  is  increased  in  a  certain  degree  j  but  a 
much  greater  quantity  flows  when  the  short  pipe  or 
ofutage,  as  it  is  called,  is  made  of  the  form  of  a 
frustum  of  a  cone,  the  smaller  end  being  towards 
the  vessel. 

We  have  seen  that  water  will  run  through  bended 
pipes  to  the  same  level  as  the  reservoir  from  which 
it  proceeds.  So,  also,  if  the  pipe  through  which  the 
water  issues  in  an  open  vessel  be  turned  upwards, 
the  water  will  form  a  Jet  or  Jbuntain  (see  Plate  8. 
fig.  12.),  and  will  rise  nearly  as  high  as  the  surface 
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of  the  water  in  the  reservoir ;  but  it  wit)  not  rise 
^uite  so  high»  owing  to  the  resistance  of  the  air  and 
the  friction  in  the  ajutage* 


THE  SYPHON. 

A  syphon,  generally  used  for  decanting  liquors, 
is  a  bended  pipe,  whose  legs  are  of  unequal  lengths, 
as  A  B  (Plate  8.  fig.  14.)  If  a  small  bent  tube, 
whose  legs  are  of  equal  lengths,  be  filled  with 
water,  and  turned  downwards,  the  fluid  will  not 
run  ofi^  but  reniain  suspended  therein,  so  long  as 
it  is  held  exactly  level ;  but  when  an  inclination  is 
given  to  either  leg,  whereby  the  perpendicular  alti- 
tude of  one  is  in  efiect  made  shorter  than  the  other, 
the  water  will  flow  from  the  lowest  leg,  and  will 
continue  to  run  till  the  vessel  is  emptied. 

The  theory  of  this  is  as  follows:  the  air  is  a 
fluid,  whose  density  near  the  surface  of  the  earth 
is  experimentally  found  to  be  to  that  of  water,  at 
a  medium,  as  to  1  to  850 ;  so  that  850  gallons  of 
air,  near  the  earth,  weigh  as  much  as  one  gallon 
of  water.  Now,  according  to  the  nature  of  all 
other  fluid  bodies,  the  air  presses  the  surface  of  all 
things  exposed  to  it  every  way  equally.  When, 
therefore,  the  legs  of  the  syphon,  equal  in  length, 
are  turned  down,  the  weight  of  the  atmosphere 
above  being  kept  off  by  the  machine,  the  under 
air,  bearing  against  and  repressing  the  water  which 
tends  to  fall  out  of  both  of  them  with  equal  force, 
keeps  it  in  suspense,  and  prevents  its  motion  ;  but 
when,  by  inclining  it  to  either  side,  we  in  efiect 
shorten  one  of  its  legs,  and  lengthen  the  other  in 
perpendicular  altitude,  the  balance  is  destroyed, 
and  the  longest  will  preponderate. 

N  2 


19Q:  HYDRAULICS^ 

And,  to  observe  how  stnall  an  inclinittion  will  * 
answer  this  piurpo8e»  one  need  only  take  a  couple 
of  jars  full  of  water,  and  hang  a  sniali  syphon, 
whose  legs  are  of  equal  lengths,  upon  the  edge  of 
one ;  the  external  leg  whereof  will,  from  the  slop- 
ing of  the  jar,  naturally  incline  a  little,  and  the 
syphon  will  soon  begin  to  act ;  then  taking  it  on 
the  edge  of  the  other  jar,  the  like  will  immediatdly 
}\appen  ;  and  thus  reciprocally  the  effect  may  be 
produced  as  oftep  and  as  suddenly  as  you  please. 

It  is  'evident  from  what  has  been  said,  that  when, 
the  two  legs  of  the  syphon  are  of  equal  length, 
they  are  equally  pressed  by  the  atmosphere,  and 
consequently  no  motion  ensues;  but  when  the 
syphon  is  inclined,  the  perpendicular  height  of  the 
one  is  made  greater  than  that  of  the  other,  and  the 
weight  of  the  water  in  the  one  overbalances  that 
in  the  other,  and  begins  to  flow.  On  this  account, 
in  practice,  one  of  the  legs  of  the  syphon  is  made 
longer  than  the  other,  that  the  efibct  may  take 
place  without  inclining  the  instrument. 

In  order  to  make  a  syphon  act,  it  is  necessary, 
first,  to  fill  both  legs  quite  full  of  the  fiuid,  and 
then  the  shorter  leg  must  be  placed  in  the  vessel 
to  be  emptied.  Immediately  upon  withdrawing 
the  finger  from  the  longer  leg,  the  liquor  will  flow. 
If  the  perpendicular  height  of  a  syphon,  from  the 
sur&ce  of  the  water  to  its  bended  top,  be  more 
than  33  feet,  it  will  draw  no  water,  even  though 
the  other  leg  were  much  longer,  and  the  syphon 
quite  empied  of  air;  because  the  weight  of  a 
column  of  water  33  feet  high,  is  equal  to  the 
weight  of  a  column  of  air  reaching  ftom  the  sur- 
face of  the  earth  to  the  top  of  the  atmosphere. 
Mercury  may  be  drawn  through  a  syphoo,  in  the. 


same  tnaDner  tfs  water ;  but  then  the  utiiidf t  height 
of  the  syphon  must  always  be  less  than  SO  inches,  as 
mercury  is  nearly  14  times  heavier  than  water.  The 
syphon  may  be  filled,  by  pouring  some  of  the  fluid 
into  it,  or  by  placing  the  shorter  leg  in  the  vesself 
and  sucking  the  Uquor  through  the  longer  leg. 
Some,  as  Fig.  Id.,  are  made  ¥dth  a  sucking-pipe 
attached  to  the  longer  leg.  Syphons  are  extremdy 
convenient  for  decanting  liquors  of  various  kinds, 
as  they  do  not  disturb  the  sediment. 

A  syphon  may  be  disguised  in  a  cup,  from  which 
no  liquor  will  flow  until  the  fluid  be  raised  therein 
to  a  certain  height ;  but  when  the  efflux  is  once 
begun,  it  will  continue  until  the  vessel  be  emptied. 
For  instance,  fig.  16.  Plate  8.  is  a  cup,  in  the 
centre  of  which  is  fixed  a  glass  pipe,  continued 
tfaroiigh  the  bottom,  over  which  is  put  another 
gla&B  tubep  made  air-tight  at  top  by  means  of  the 
cork,  but  left  so  open  at  foot,  by  holes,  that  water 
may  freely  rise  between  the  tubes  as  the  cup  is 
filled  :  until  the  fluid  in  the  cup  shall  have  gained 
the  top  of  the  inmost  pipe,  no  motion  will  take 
{diEice ;  the  air,  however,  from  between  the  two 
pipes,  being  in  the  mean  time  extruded,  by  the 
rise  of  the  denser  fluid,  and  passing  down  the 
inner  tube,  will  get  away  at  bottom;  and  the 
water,  as  soon  as  the  top  of  the  enclosed  tube  shall 
be  covered  thereby,  will  very  soon  follow,  and 
continue  to  rise  in  this  machine,  as  in  the  syphon, 
until  the  whole  has  run  off.  This  is  called  Tan^ 
tabi^  cup  ;  and  to  make  the  thought  more  humor« 
OQs,  a  hollow  figure  is  sometimes  put  over  the 
inner  tube,  of  such  length,  that  when  the  fluid  has 
got  nearly  up  to  tlie  lips  of  the  man,  the  syphon 
may  begin  to  act,  and  empty  the  cup.  It  is,  in 
tffect,  no  otlier  than  if  the  two  legs  of  the  syphon 
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were  both  in  the  vtessel,  into  which  the  water  being 
poured,  it  will  rise  in  the  shorter  leg  of  the  ma- 
chine, by  its  natural  pressure  upwards,  to  its  own 
level )  and  when  it  ^all  have  gained  the  bend  of 
the  syphon,  it  will  come  away  by  the  longer  leg, 
as  already  described. 

Upon  the  principle  of  the  syphon,  also,  we  may  ' 
easily  account  for  intermitting  or  reciprocoHng 
springs.  Let  A  (Fig.  17*)  be  part  of  a  hill,  within 
which  there  is  a  cavity  B  B,  and  from  this  cavity 
a  vein,  or  channel,  running  in  the  direction  BCD. 
The  rain  that  falls  upon  the  side  of  the  hill  will 
sink,  and  strain  through  the  small  pores  and  cre- 
vices in  the  hill,  and  fill  the  cavity  B  B  with  water. 
When  the  water  rises  to  the  level  of  G,  the  vein 
BCD  will  be  full,  and  the  water  will  run  through 
li^  as  a  s}rphon,  and  will  empty  the  cavity  B  B.  It 
must  then  stoip,  and  when  the  cavity  is  again  filled, 
it  will  begin  to  run  again. 


ON  PUMPS. 

The  pump  is  at  once  the  most  common  and  the 
most  useful  of  all  hydraulic  engines.  It  was  first 
invented  by  Ctesibius,  a  mathematician  of  Alex- 
andria, about  120  years  B.C. 

Of  this  machine  there  are  three  kinds,  viz.  the 
sucking,  the  lifting,  and  the  forcing-pump.  By 
the  two  last,  water  may  be  raised  to  any  height, 
with  an  adequate  apparatus  and  sufficient  power ; 
by  the  sucking-pump,  it  can  only  be  raised  3S  feet 
from  the  surface  of  the  water,  as  was  observed 
when  treating  on  pneumatics,  though,  in  practice, 
this  kind  of  pump  is  seldom  applied  to  raising 
water  much  above  28  feet ;  because,  fix>m  the  va- 
riations observed  on  the  barometer,  it  is  known 
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that  the  air  is  sometimes  lighter  than  3S  feet  of 
water ;  and  whenever  that  was  the  case,  the  pump 
would  fail  in  its  performance. 

The  sucking-pump  is  an  engine  both  pneumatic 
and  hydraulic.  It  consists  of  a  pipe  open  at  both 
ends  (Plate  9.  fig.  1.),  in  which  is  a  moveable  cy- 
linder or  piston,  as  big  as  the  bore  of  the  pipe  in 
that  part  wherein  it  works ;  and  contrived  by 
leathers  or  other  means  to  fit  the  bore  exactly,  so 
as  not  to  allow  any  air  to  get  between  it  and  the 
sides  of  the  pipe  where  it  acts.  In  the  piston  of 
the  common  sucking-pump,  there  is  a  valve  open- 
ing upwards,  like  a  trap-door,  to  allow  the  air  and 
water  readily  to  ascend  through  it,  but  to  prevent 
either  of  them  from  descending.  This  piston  is 
then  called  the  bucket.  It  is  moved  up  and  down 
in  the  pipe  by  a  rod  fastened  to  a  handle  or  lever, 
or  such  parts  of  machinery  as  are  intended  to  work 
it.  The  pipe  A  B  usually  consists  of  two  parts ; 
of  which  the  first,  A  D,  is  called  the  barrel,  or  the 
working  barrel,  and  is  wider,  to  contain  the  piston ; 
and  the  other,  D  B,  is  called  the  suction-pipe, 
which  is  of  a  smaller  diameter. 

At  the  joining  of  the  working-barrel  with  the 
suction-pipe,  there  is  a  fixed  valve  also  opening 
upwards,  D.  Lastly,  the  lower  end  of  the  suction- 
pipe  is  immersed  in  water,  which  is  admitted  into 
it  through  small  holes,  to  prevent  the  entrance  of 
dirt;  and  at  the  top  of  the  working-barrel  is  a 
wide  head.  A,  and  a  pipe,  E,  for  the  deliver}^  of 
the  water  which  is  raised. 

Having  thus  mentioned  the  principal  parts  of 
the  sucking-pump,  we  shall  next  describe  its  mode 
of  operation. 

Let  the  piston  C  be  close  down  upon  the  fixed 
valve  D  j  both  the  valves  remaining  shut  by  their 
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veiglit.  Draw  the  bucket  C  up  I'rooi  D  to  C  -,  it 
ii  evident,  that  as  it  &t8  the  pipe  exactly,  a  vacuum 
will  be  foimed  in  that  part ;  consequently  the  air 
in  the  rest  of  the  |Hpe  under  the  piaton  will  open 
the  fixed  valve  D,  and  fill  the  part  which  had  been 
exhausted.  But  it  will  be  rendered  rarer  thao 
betbre ;  consequently  its  spring,  not  being  equiva* 
lent  to  the  pressure  of  the  atmosphere  upon  the 
water  in  which  the  pump  is  immeraed,  the  water 
will  therefore  be  forced  up  into  the  suction-pipe 
until  the  air  within  be  as  dense  as  before,  and  then 
it  will  stop.  Upoo  depressing  the  piston  C  a 
second  time,  the  same  eflifct  is  repeated,  until  at 
lilt  the  water  lifU  the  vaU'c  D,  and  comvs  into  the 
barrel.  When  the  piston  now  descends,  it  is  forced 
through  the  water,  which  cannot  be  pushed  down 
through  the  valve  D,  because  it  opens  upwanU 
only.  The  water.therefore,  gets  above  the  piston 
by  passing  through  its  valve  C ;  and  when  it  is  next 
rused,  all  the  wat(;r  above  it  will  be  lifted  up,  and 
will  nin  oft'  by  the  jiipe  K. 

Thus,  by  altem;itely  raising  and  depressing  tlie 
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At  the  beginning  of  the  operation,  if  tbeleathera^ 
be  di7»  the  piston  will  not  exhaust  the  air  suffix 
ciently,  and  the  water  will  not  rise ;  but  if  a  little 
water  be  poured  upon  the  j^iston,  it  will  swell  the 
leathers,  and  causing  them  to  fit  close,  thus  nuJ^e 
the  piston  act.  This  is  vulgarly  called^  fetching 
the  water. 

As  it  is  the  pressure  of  the  air  or  atmosphere 
which  causes  tihe  water  to  rise,  and  follow  Ibe; 
piston  or  bucket  as  it  is  drawn  up,  and  not  suc- 
tion, as  is  commonly  supposed ;  and  since  a  column 
of  water  S3  feet  high  is  of  equal  weight  with  as 
thick  a  column  of  the  atmosphere  from  the  earth 
to  the  top  of  the  air,  therefore  the  perpendicular 
height  of  the  piston  or  bucket  from  the  surface  of 
the  water  in  the  well  must  always  be  less  thaQ 
33  feet;  otherwise  the  water  will  never  get  above 
the  bucket*  But  when  the  height  is  less,  tibe 
pressure  of  the  atmosphere  will  be  greater  than 
the  weight  of  the  water  in  the  piunp,  and  will, 
therefore,  raise  it  above  the  bucket ;  and  when  the 
water  has  once  got  above  the  bucket,  it  may  be 
lifted  to  any  height,  if  the  piston-rod  be  made  long 
enough,  wd  a  sufficient  degree  of  strength  be  em- 
ployed. 

The  lifting-pump  consists  of  a  body,  or  barrel 
A  B  (Kg.  2.),  with  narrow  apertures  at  the  lower 
end,  to  prevent  the  entrance  of  dirt,  stones,  or  any 
thing  that  would  impede  its  operation.  At  the 
lower  end  is  a  valve,  a,  opening  upwards,  and  al- 
lowing the  water  to  pass  through  it,  but  prevent- 
ing it  from  returning  downwards.  In  the  barrel 
is  a  piston,  A,  perforated,  and  having  on  it  a  valve^ 
also  opening  upwards.  This  piston  is  moved  up 
and  down  by  a  rod,  worked  by  a  lever,  or  other 
machine^    Both  the  piston  and  the  lower  valv€». 
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muBt  be  under  tlie  aurftce  of'  the  water  in  the  wdL 
'When  the  piston  is  pushed  down,  the  water  bdov 
it  not  being  able  to  go  downwards,  on  account  of 
the  valve  a,  raises  the  valve  of  the  piston,  and  gets 
above  it ;  and  when  the  piston  is  drawn  up,  it  lifts 
all  the  water  above  it  ^  while  the  pressure  of  the 
atmosphere  causes  more  water  to  supply  its  place, 
by  lifting  the  valve  a.  When  the  piston  is  moved 
down  again,  the  same  thing  is  repeated,  and  more 
water  gets  above  the  piston.  In  this  manner,  by 
successive  motions  of  the  piston,  the  water  is  at 
last  got  to  the  top,  and  discharged  into  the  heail, 
from  whence  it  runs  out  by  the  spout  D.  In  this 
pump  there  is  always  a  column  of  water  liflctl, 
whose  base  is  equal  to  the  top  of  the  piston,  and 
whose  height  is  equal  to  the  distance  from  the 
piston  to  the  head.  It  is  evident,  that  thi^i  weight 
will  not  be  made  less  by  diminishing  the  diameter 
of  the  barrel  abo\-e  the  piston  ;  because  fluids  pres5 
in  proportion  to  their  bases  and  perpendicular 
altitudes. 

Tliis  pump  IS  much  used  in  great  water-works; 
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on  oilie  hand,  and  by  the  upper  valve  at  ;B  in  the 
branching-pipe,  on  the  other,  the  water  will  rise 
from  the  spring  into  A  Bt  for  the  reason  ahready 
given;  and  repeated  rfltrbkes  of  the  piston  will 
fetch  up  the  fluid  to  the  forcer,  and  fill  the  cavity 
of  the  pipes  between  the  fixed  valves  D  and  S. 
The  water  in  this  manner  raised,  being  hindered 
from  going  down  again  by  the  lower  valve,  will  be 
pressed  by  the  forcer  every  time  it  descends^  and 
be  thereby  obliged  to  make  its  way  where  there  is 
least  resistance,  viz.  through  the  upper  valve  at  S>. 
And  whenever,  on  the  rising  of  the  forcer,  this 
pressure  intermits,  the  valve  at  S  will  immediately 
close  under  the  weight  of  the  upper  water,  and 
prevents  its  return  that  way,  While  the  piston  is 
rising  with  a  fresh  supply ;  and  this  is  repeated  at 
every  stroke  of  the  forcer. 

It  is  evident,  that  the  operation  of  a  pump 
is  fay  starts,  and  that  the  water  in  the  main  remains 
at  rest,  pressing  on  the  valve  during  the  time  that 
the  piston  is  withdrawn  from  the  bottom  of  the 
working-barrel.  It  is  in  most  cases  desirable  to 
have  this  motion  equable,  and  in  some  cases  it  is 
absolutely  necessary.  Thus,  in  the  engine  for  ex- 
tinguishing fires,  the  spout  of  water,  going  by  jerks> 
could  never  be  directed  with  a  certain  aim,  and 
half  of  the  water  would  be  lost  by  the  way ;  be- 
cause a  body  at  rest  cannot  in  an  instant  be  put  in 
rapid  motion ;  and  the  first  portion  of  every  jerk 
of  water  would  have  but  a  small  velocity.  A  very 
ingenious  contrivance  has  been  fallen  upon,  for 
obviating  this  inconvenience,  and  procuring  a 
stream  nearly  equable.  At  any  convenient  part 
of  the  rising-pipe  beyond  the  valve  S,  there  is 
annexed  a  strong  and  capacious  vessel,  U,  closed 
at  top  by  a  small  pipe,  T,  fixed  into  it,  which 
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n&ches  nearly  to  tbe  bottom  c^'  the  vetsel.  When 
the  water  it  forced  along  the  rising  pipe  S,  it  |:ets 
into  this  vessel,  and  rises  above  the  lower  part  of 
the  pipe  T.  The  air  which  is  above  the  water  in 
the  vessel,  being  now  confined,  and  being  coo* 
denied  into  a  smaller  ^lace  by  the  admission  of 
more  water  at  each  action  of  the  pistmi,  presses  by 
its  eUstictty  upon  tbe  sur&cc  of  the  water,  whidi 
cannot  return  by  tbe  valve  S^  and  forces  it  up  the 
pipe  T,  in  a  continued  stream.  This  air>vessel 
must  be  so  laige,  that  the  change  of  bulk  of  the 
compressed  airs  during  the  inaction  of  the  piston, 
may  be  inconsiderable ;  otherwise  the  stream  wilt 
sot  continue  until  the  next  stroke. 

To  describe,  or  even  to  enumerate,  the  immense 
variety  of  combinations  of  these  three  simple 
pumps,  would  fill  a  volume.  We  sliall  select  a 
few  which  are  most  deserving  of  notice. 

TIm  common  sudung.pump  may,  by  a  small 
ad^tioo,  be  converted  into  a  lifting-pump,  tiued 
fer  propdling  the  water  to  any  distance,  and  with 
any  velocity.    Fig.  4.  is  a  sucking-pump,  whose 
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valve  opening  upwards.  There  is  also  a  valve,  T, 
on  the  top  of  the  suction-pipe;  and  it  will  be  of 
advantage,  though  not  absolutely  necessary,  to  put 
a  valve,  L,  at  the  bottom  of  the  rising-pipe.  Now, 
suppose  the  piston  at  the  bottom  of  the  working- 
barrel  ;  when  it  is  drawn  up,  it  tends  to  compress 
the  air  above  it,  because  the  valve  in  the  piston 
remains  shut  by  its  own  weight.  The  air,  there? 
fore,  is  driven  through  the  valve  L,  into  the  risu^ 
pipe,  and  escapes.  In  the  mean  time,  the  air 
which  occupied  the  small  space  between  the  pis« 
ton  and  the  valve  T,  expands  into  the  upper  part 
of  the  working-barrel ;  and  its  elasticity  is  so  much- 
diminished  thereby,  that  the  atmosphere  pressea 
the  water  of  the  cistern  into  the  suction-pipe, 
where  it  rises  until  an  equilibrium  is  again  pro* 
duced.  The  next  stroke  of  the  piston  downwards 
allows  the  air,  which  had  come  from  the  suction- 
pipe  into  the  barrel  during  the  ascent  of  the  piston, 
to  get  through  its  valve.  Upon  drawing  up  the 
piston,  the  air  is  also  drawn  off  through  the  rising- 
pipe.  Repeating  this  process  brings  the  water  at 
last  into  the  working-barrel,  and  it  is  then  driven 
along  the  rising-pipe  by  the  piston. 

This  is  one  of  the  best  forms  of  a  pump.  The 
rarefiiction  may  be  very  perfect^  because  the  piston 
can  be  brought  so  near  to  the  bottom  of  the 
working-barrel ;  and  for  forcing  water  in  opposition 
to  great  pressures,  it  appears  preferable  to  the 
common  forcing-pump;  because  in  that,  the  piston- 
rod  is  compressed  and  exposed  to  bending,  which 
greatly  hurts  the  pump,  by  wearing  the  piston  and 
ban^lon  one  side.  This  soon  renders  it  less  tight: 
and  much  water  squirts  out  by  the  sides  of  the 
piston.  But  in  this  pump  the  piston-rod  is  always 
drawn  or  puUed,  which  keeps  it  straight^  and  rods 
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exert  a  much  greater  force  in  oppoffition  to  a  puB 
than  to.compresaion.  The  collar  of  leather  round 
the  pifton-rod,  is  found  by  experience  to  be  very 
impervious  to  water;  and  though  it  needs  but 
litde  repair,  yet  the  whole  is  very  accessible,  and 
ia  this  respect  much  preferable  to  the  conunoa 
pump  in  deep  mines,  where  every  fault  of  the  pis- 
taa  obliges  us  to  draw  up  some  hundred  feet  of 
piston-rods.  By  this  addition,  too,  any  common 
pump  for  the  service  of  a  house  may  be  converted 
into  an  engine  for  extinguishing  fire,  or  may  be 
mode  to  convey  the  water  to  every  part  of  the 
house;  and  this  without  hurting  or  ob^ructing  its 
common  uses.  All  that  is  necessary  is  to  have  a 
huge  cock  on  the  upper  part  of  the  working* 
barrel,  opposite  to  the  lateral  pipe  in  this  ^;ure. 
This  cock  serves  for  a  spout,  when  the  pump  is 
used  for  common  purposes;  and  the  merely  shutting 
this  cock  converts  the  whole  into  an  engine  for 
extinguishing  fire,  or  for  supplying  distant  places 
with  water.  It  u  scarcdy  necessary  to  add,  that, 
for  these  services,  it  will  be  requisite  to  connect 
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thing  with  a  single  pump}  and  many  different  con- 
structions  for  this'purpwe  have  been  proposed  and 
executed.  Fig.  5.  represents  one  of  the  best.  It 
consists  of  a  working-barrel,  a  b^  closed  at  both 
ends;  the  piston  c  is  solid,  and  the  piston-rod 
passes  through  a  collar  of  leathers  at  the  top  of 
the  barrel.  This  barrel  communicates  laterally 
with  two  pipes,  n  and  k^  the  communications  being 
as  near  to  the  top  and  bottom  •  of  the  barrel  as 
possible.  At  each  of  the  communications  are  two 
valves,  opening  upwards.  The  two  pipes  unite  in 
a  larger  rising-pipe  at  6,  which  bends  a  little  back, 
to  give  room  for  the  piston-rod.  Suppose  the  pis- 
ton down  close  to  the  entry  of  the  lateral  pipe  h ; 
when  it  is  drawn  up,  it  compresses  the  air  above  it, 
and  drives  it  through  the  valve  in  the  pipe  A:, 
whence  it  escapes  through  the  rising-pipe ;  at  the 
same  time  it  rarefies  the  air  below  it.  Therefore, 
the  weight  of  the  atmosphere  shuts  the  valve  m, 
and  causes  the  water  in  the  cistern  to  rise  through 
the  valve  ^,  and  fill  the  lower  part  of  the  pump. 
When  the  piston  is  pushed  down  again,  this  water 
is  first  driven  through  the  valve  tw,  because  n  im . 
mediately  shuts;  and  then  most  of  the  air  which 
was  in  this  part  of  the  pump  at  the  beginning, 
goes  up  through  it,  some  of  the  water  coming 
back  in  its  stead.  In  the  mean  time,  the  air  which 
remained  in  the  upper  part  of  the  pump  after  the 
ascent  of  the  piston,  is  rarefied  by  its  descent; 
because  the  valve  o  shuts  as  soon  as  the  piston 
begins  to  descend,  the  valve  /)  opens,  the  air  in  the 
suction-pipe  h  expands  into  the  barrel,  and  the 
water  rises  into  the  pipes  by  the  pressure  of  the 
atmosphere.  The  next  rise  of  the  piston  must 
bring  more  water  into  the  lower  part  of  the  barrel, 
and  must  drive  a  little  more  air  through  the  valve  o, 
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oamdy,  pait  of  that  which  had  come  out  of  the 
•uction-pipe  A;  and  the  next  descent  of  the  piston 
must  drive  more  water  into  the  rising-pipe  k,  and 
akmg  with  it,  most,  if  not  all,  of  the  air  whidi 
remained  below  the  piston,  and  must  rarefy  still 
more  the  air  remaining  above  the  piston ;  and  more 
water  will  come  in  through  the  pipe  h,  and  get  into 
the  barrel.  It  is  evident,  that  a  few  repetitions 
will  at  last  fill  the  barrel  on  both  sides  of  the  piston 
with  water.  When  this  is  accomplished,  there  is 
no  difficulty  in  perceiving  bow,  at  every  nsc  of  the 
piston,  the  water  of  the  cintem  will  come  in  by  tlie 
valve  n,  and  the  water  in  the  upper  part  of  the 
band  will  be  driven  through  the  valve  a ;  and  in 
every  descent  of  the  piston,  the  water  of  the  cis- 
tern will  come  into  the  barrel  by  the  valve  p,  and 
the  water  below  the  piston  will  be  driven  through 
the  valve  m;  and  thus  there  will  be  a  continual 
in6ux  into  the  barrel  through  the  valves  h  and  p, 
and  a  continual  discharge  along  the  rising-pipe  /, 
through  the  valves  m  and  o. 

Hiis  machine  is  certainly  equivalent  to  two 
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to 'the  lower  F.  The  rod  of  the  piston  B,  is 
carried  through  the  piston,  or  bucket  G.  This 
pump  is  very  simple  in  its  principle,  and  may  be 
executed  at  little  expence. 

The  pump  invented  by  M.  de  la  Hire  raises 
water  equally  quick  by  the  descent,  as  by  the 
ascent,  of  the  piston  in  the  pump-barrel. 

A  A  (Fig.  7-)»  i*  *  ^^>  i°  which  the  lower  ends 
of  the  pipes  B  and  C  are  placed.  D  is  the  pump- 
barrel,  into  the  lowermost  end  of  which  the  top  of 
the  open  pipe  B  is  soldered,  and  in  the  uppermost 
end  the  hollow  pipe  S  is  soldered,  which  opens  into 
the  barrel ;  and  the  top  of  the  pipe  C  is  soldered 
into  that  piece^  Each  of  these  pipes  has  a  valve  on 
its  top,  and  so  have  the  crooked  pipes  £  and  F, 
whose  lower  ends  are  open  into  the  pump-barrel, 
and  their  upper  ends  into  the  box  G.  L  is  the 
piston-rod,  which  moves  up  and  down  through  a 
collar  of  leather  in  the  neck  M;  K  is  a  sojid 
plunger,  fastened  to  the  rod  or  spear  L:  the 
plunger  never  goes  higher  than  K,  nor  lower  than 
D;  so  that  from  K  to  D  is  the  length  of  the 
stroke. 

As  the  plunger  rises  from  D  to  K,  the  atmo- 
sphere (pressing  on  the  surface  of  the  water  A  A 
in  the  well)  forces  the  water  up  the  pipe  B,  through 
the  valve  6,  and  fills  the  pump-barrel  with  water 
up  to  the  plunger;  and  during  this  time,  the  valves 
e  and  S  lie  close  and  air-tight  on  the  tops  of  the 
pipes  E  and  C. 

When  the  plunger  is  up  to  its  greatest  height, 
at  K,  it  stops  there  for  an  instant,  and  in  that 
instant  the  valve  h  falls,  and  stops  the  pipe  B  at 
top.  Then,  as  the  plunger  goes  down,  it  cannot 
force  the  water  between  K  and  D  back  through 
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the  close  valve  b,  but  forces  all  tliat  water  up  tlie 
crooked  pipe  £,  through  the  valve  e,  which  then 
opens  upward  by  the  force  of  the  water ;  and  this 
water,  after  having  filled  the  box  G,  rises  into  the 
pipe  N,  and  runs  off  by  the  spout  at  O. 

During  the  descent  of  the  plunger  K,  tlie  valve 
J"  falls  down,  and  covers  the  top  of  the  crooked 
pipe  F;  and  the  pressure  of  the  atmosphere  on  the 
well  A  A  forces  the  water  up  the  pipe  C,  through 
the  valve  S,  which  then  opens  upward  by  the  force 
of  the  ascending  waterj  and  this  water  runs  from 
S  into  the  pump-barrel,  and  fills  all  the  space  in  it 
above  the  plunger. 

When  the  plunger  is  down  to  its  lowest  descent 
at  D,  and  stops  there  for  an  instant,  in  that  instant 
the  valve  S  fiills  down,  and  shuts  tlie  top  of  the 
pipe  C;  and  then,  as  the  plunger  is  raised,  it 
cannot  force  the  water  above  it  back  through  the 
valve  S,  but  drives  all  that  water  up  to  the  crooked 
pipe  F,  through  the  valve  J",  which  opens  upwanl 
by  the  force  of  the  ascending  water;  which  water. 
after  filling  the  box  G,  is  forced  up  from  thence 
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the  pump->barrd  which  the  pjunger  moves  up  and 
down  in. 

On  the  top  of  the  pipe  O  is  a  close  air-vessel 
P.  When  the  water  is  forced  up  above  the  spout 
O,  it  compresses  the  air  in  the  vessel  P;  and  this 
air,  by  the  force  of  its  spring  acting  on  the  water, 
causes  the  water  to  run  off  by  the  spout  O,  in  a 
constant  and  (very  nearly)  equal  stream. 

Whatever  the  height  of  the  spout  O  is  above 
the  surface  of  the  well,  the  top  S,  of  the  pipe  C, 
must  not  be  32  feet  above  that  surface ;  because  if 
that  pipe  could  be  entirely  exhausted  of  air,  the 
pressure  of  the  atmosphere  in  the  well  would  not 
force  the  water  up  the  pipe  to  a  greater  height 
than  S9  feet :  and  if  S  be  within  24  feet  of  the 
surface  of  the  well,  the  pump  will  be  so  much  the 
better. 

The  hair-rope  machine  for  raising  water  was  in- 
vented by  Sieur  Vera. 

A  (Kg.  8.)  is  a  wheel  four  feet  over,  having  an 
axis  and  a  winch :  C  C,  a  hair-rope,  near  one  inch 
diameter:  D,  a  reservoir  to  collect  the  water:  E,  a 
spout  to  convey  the  water  from  the  reservoir :  G, 
the  surface  of  the  water  in  the  well :  I,  a  pulley 
under  which  the  rope  runs,  in  order  to  keep  it 
tight 

When  the  handle  is  turned  about  with  a  con- 
siderable velocity,  the  water  which  adheres  to  the 
rope  (in  wells  of  no  great  depth),  is  very  con- 
siderable; the  rope  thus  passes  through  the  tubes 
in  D,  which,  being  five  or  six  inches  higher  than 
the  bottom  of  the  reservoir,  hinders  the  water 
from  retoming  back  into  the  well,  and  is  convened 
in  a  continual  stream  through  the  spout  E.  Some 
of  the  above  engines  have  raised  a  greater  quantity 
of  water,  than  any  person  unskilful  in  hydraulics 
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could  $u{^K>se,  in  the  some  time,  from  sucli  a 
simple  contn%*ance. 

The  chain-pump  consists  of  two  square  or  cylin- 
drical barrels,  through  which  a  chain  passes,  having 
a  great  number  of  flat  pistons,  or  vaKes,  fixed 
upon  it  at  proper  distances.  This  chain  passes 
round  a  kind  of  wheel-work,  fixed  at  oiiu  end  of 
the  machine.  The  teeth  of  this  are  so  contrived 
as  to  receive  one-half  of  the  flat  pistons  which  go 
free  of  the  sides  of  the  barrel  by  near  a  quarter  of 
an  inch,  and  let  them  fold  in,  and  they  take  hold 
of  the  links  as  they  rise.  A  whole  row  of  the 
pistons,  which  go  free  of  the  sides  uf  the  burrt'l  by 
near  a  quarter  of  an  inch,  are  always  lifting  when 
the  pump  is  at  work,  and  as  this  machine  is  gene- 
rally worked  with  briskness,  they  bring  up  a  full 
bore  of  water  in  the  pump.  It  is  wrought  either 
by  one  or  two  handles,  according  to  the  labour 
required. 

The  many  fatal  accidents  which  happen  to  ships 
from  the  choaking  of  their  pumps  makes  it  an  im- 
portant object,  in  naval  alStirs,  to  liiul  sonic  mu- 
chine  for  freeinit  ships  from  water,  not  liable  to  s 
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those  which  work  by  the  pressure  of  the  atmo- 
sphere, must  have  arisen  from  one  circumstance, 
that  they  have  been  found  less  liable  to  choak. 

In  point  of  friction,  of  coolness,. and  of  cheap- 
ness, the  sucking.pump  has  so  evidently  the  ad- 
vantage over  the  chain-pump^  that  it  will  not  fail 
to  gain  the  preference,  whenever  it  shall  be  no 
longer  liable  to  be  choaked  with  gravel  and  with 
chips. 

Buchanan's  pump,  which,  like  the  common 
pump,  acts  by  the  pressure  of  the  atmosphere,  is 
not  liable  to  the  defects  incident  to  other  pumps 
upon  that  principle,  being  essentially  different  from 
any  now  in  use. 

The  principal  object  of  its  invention  was  to 
remove  the  imperfection  of  choaking,  and  in 
attaining  this  important  end,  a  variety  of  collateral 
advantages  have  also  been  produced,  which  en- 
hance its  utility. 

The  points  in  which  it  differs  essentially  from 
the  common  pump,  and  by  which  it  excels,  are, 
that  it  discharges  the  water  below  the  piston,  and 
has  its  valves  lying  near  each  othen 

The  advantages  of  this  arrangement  are,  that 
the  sand  or  other  matter,  which  may  be  in  the 
water,  is  discharged  without  injuring  the  barrel  or 
the  piston-leathers;  so  that  besides  avoiding  unne- 
cessary tear  and  wear,  the  power  of  the  pump  is 
preserved,  and  not  apt  i.o  be  diminished  or  de- 
stroyed in  moments  of  danger,  as  is  often  the  case 
with  the  common  and  chain-pumps — that  the  valves 
are  not  confined  to  any  particular  dimensions,  but 
may  be  made  capable  of  discharging  every  thing 
that  can  rise  in  the  suction-piece,  without  danger 
of  being  choked — ^that  if  there  should  happen 
upon   any  occasion  to  be  an  obstruction  in  the 
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valves,  they  are  both  within  the  reach  of  a  penoa'» 
hand,  and  may  be  cleared  at  once,  without  the 
di^unction  of  an/  part  of  the  pump— «nd  that 
the  pump  is  rendered  capable  c^  being  instanta- 
neously converted  into  an  engine  for  extinguishing 
fire.  Besides,  it  occupies  very  little  space  in  the 
hold,  and  thus  saves  room  for  stowage. 

But  this  pump  is  not  confined  to  nautical  uses 
alone  ^  its  adaptation  extends  to  the  raising  of  water 
in  all  situations,  and  with  peculiar  advantage  where 
it  lu4)peQS  to  be  mixed  with  sand,  or  substances 
which  destroy  other  pumps,  as,  for  instance,  in 
alum.workB,  in  mines,  in  quarries,  in  the  clearing 
of  foundations;  and  in  its  double  capacity  it  will 
be  very  convenient  in  gardens  bicaching-grounds, 
in  stable  and  farm-yards  and  in  all  manufactories, 
or  other  places,  where  there  is  a  necessity  for 
raiung  water,  and  the  risk  of  fire. 

With  all  these  advantages  it  is  a  simple  and  du- 
rable pump,  and  may  be  made  either  of  metal  or 
wood,  at  a  moderate  expence. 

Fig.  9.  is  a  vertical  section  of  the  pump,   as 
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duced  transversely,  upon  being  pulled  back  be- 
comes immediately  tight. 

These  parts  being  provided,  all  that  is  necessary 
to  make  the  pump  act  as  a  fire-enginci  after  having 
been  used  as  a  sucking-pump,  is  to  plug  up  the 
spout  with  the  stopple. 

No  particular  mode  being  essential  in  the  work- 
ing of  this  pump,  it  may,  according  to  choice,  or 
circumstances,  be  wrought  by  all  the  methods 
practised  with  the  common  pump.  In  many  cases, 
however,  it  may  be  advantageous  to  have  two  of 
them  so  connected,  as  to  have  an  alternate  motion, 
in  which  case,  one  air-vessel,  and  even  one  suction- 
piece,  might  serve  both.  ' 

Its  principles  admit  of  various  modifications; 
but  as  what  is  already  mentioned,  may  be  suf- 
^cient  to  indicate  its  superiority  over  the  common 
and  chain-pumps,  and  the  advantages  likely  to 
result  from  its  general  use,  a  further  detail  is 
unnecessary. 

To  this  we  may  add,  that  the  testimonies  of 
several  navigators  confirm  in  the  fullest  manner, 
the  hopes  that  were  conceived  of  its  utility,  and 
warrant  the  recommendation  of  it,  as  the  best 
adapted  for  the  purpose  of  any  pump  hitherto 
invented. 

The  great  desideratum  in  a  piston  is,  that  it  be 
as  tight  as  possible,  and  have  as  little  friction  as  is 
consistent  with  this  indispensable  quaUty. 

The  common  form,  when  carefully  executed, 
has  these  properties  in  an  eminent  degree,  and 
accordingly  keeps  its  ground  amidst  all  the  im- 
provements which  ingenious  artists  have  made.  It 
consists  of  a  hoUow  cylinder,  having  a  piece  of 
strong  leather  fastened  round  it,  to  make  it  fit 
exactly  the  bore  of  the  barrel,  and  a  valve  or  flap 
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to  cover  the  hole  throujj^l)  whicli  the  water  rises. 
The  greatest  difficulty  in  the  construction  of  a 
piston  is  to  give  a  siiflicient  passage  through  it  lor 
the  water,  and  yet  allow  a  firm  support  lor  the 
valve  and  fixture  lor  the  piston-rod.  It  occasions 
a  considerable  expcncc  of  the  moving;  power  to 
fOTce  a  piston  witli  a  narrow  pcrtbraliun  through 
the  water  lodged  in  tlic  working-barrel.  TIkti- 
can  be  no  doubt,  therefore,  that  nictiil  pistons  arc- 
preferable,  because  their  greater  streiigtli  allows 
much  wider  a[>ertures.  For  common  purposes, 
however,  they  are  made  of  wood,  as  elm  or  beecti. 

Tlierc  are  many  ingenious  contrivances  toav((ii| 
the  friction  of  the  piston  in  the  pumps;  but  this  is 
of  little  importance  in  great  works,  because  the 
friction,  which  is  completely  sufficient  to  prevent 
all  escape  of  water  in  a  wetUconstructed  pump,  is 
but  a  trifling  part  of  ttie  whole  force. 

In  the  great  pumps  which  arc  used  in  mines, 
and  are  worked  by  a  steam-engine,  it  is  \'ery  usu:il 
to  make  the  pistons  and  valves  without  any  leather 
whatever.    The  working-barrel  is  bored  truly  cy- 


HYDRAULICS.  201 

of  delivering.  The  pit  must  be  as  deep  in  water 
as  from  K  to  N  O.  A  is  a  wooden  trunk,  round 
or  square,  open  at  both  ends,  and  having  a  valve, 
P,  at  the  bottom.  The  top  of  this  trunk  must  be 
in  a  level  with  K,  and  has  a  small  cistern,  F.  It 
also  communicates  laterally  with  a  rising-pipe  G, 
furnished  with  a  valve  opening  upwards.  L  is  a 
beam  of  timber,  so  fitted  to  the  trunk,  as  to  fill  it 
without  sticking,  and  is  of  at  least  equal  length. 
It  hangs  by  a  chain  from  a  working-beam,  and  is 
loaded  on  the  top  with  weights  exceeding  that  of 
the  column  of  water  which  it  displaces. 

Now,  suppo9e  this  beam  to  descend  from  the 
position  in  which  it  is  drawn  in  the  %ure;  the 
water  must  rise  all  round  it,  in  the  crevice  which 
is  between  it  and  the  trunk,  and  also  in  the  rising- 
pipe;  because  the  valve  P  shuts  and  O  opens;  so 
that  when  the  plunger  L  has  got  to  the  bottom, 
the  water  will  stand  at  the  level  of  K.  When  the 
plunger  is  again  drawn  up  to  the  top  by  the  action 
of  the  moving  power,  the  water  sinks  again  in  the 
trunk,  but  not  in  the  rising-pipe,  because  it  is 
stopped  by  the  valve  O.  Then  allowing  the 
plunger  to  descend  again,  the  water  must  again 
rise  in  the  trunk  to  the  level  of  K,  and  it  must 
now  flow  out  at  K ;  and  the  quantity  discharged 
will  be  equal  to  the  part  of  the  beam  below  the 
surface  of  the  pit-water,  deducting  the  quantity 
which  fills  the  small  space  between  the  beam  and 
the  trunk.  This  quantity  may  be  reduced  almost 
to  nothing;  for  if  the  inside  of  the  trunk,  and  the 
outside  of  the  beam,  be  made  tapering,  the  beam 
may  be  let  down  till  they  exactly  fit ;  and  as  this 
may  be  done  in  square  work,  a  good  workman  may 
make  it  exceedingly  accurate.  But,  in  this  case, 
the  lower  half  of  the  beam,  and  trunk,  must  not 
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taper;  and  this  part  of  the  trunk  must  be  of  suf* 
fident  width  round  the  beam,  to  allow  free  passage 
into  the  rising-pipe;  or  which  is  better,  the  rising- 
pipe  must  branch  off  from  the  bottom  of  the  trunk. 
A  discharge  may  be  made  from  the  cistern  F,  so 
that  as  little  water  as  possible  may  descend  along 
the  trunk,  when  the  piston  is  raised. 

The  requisites  of  a  valve  are,  that  it  be  tight, 
and  of  sufficient  strength  to  resist  the  great  pres- 
sures to  which  it  is  exposed ;  that  it  afford  a  free 
passage  to  the  water;  and  that  it  do  not  allow 
much  to  go  back  whilst  it  is  shutting.  The  clack- 
vahe  is  of  all  others  the  most  obvious  and  common. 
It  consists  merely  of  a  leather  flap  covering  the 
aperture,  and  having  a  piece  of  metal  on  the 
upper  side,  both  to  strengthen  and  to  make  it 
heavier,  that  it  may  shut  of  itself.  Sometimes  the 
hinge  is  of  metal.  The  hinge  being  liable  to  be 
worn  by  such  incessant  motion,  and  as  it  is  trouble- 
some, especially  in  deep  mines,  and  under  water, 
to  undo  the  joint  of  the  pump,  in  order  to  put  in  a 
new  valve,  it  is  frequently  annexed  to  a  box  like  a 
piston,  made  a  little  conical  on  the  outside,  and 
dropped  into  a  conical  seat  made  for  it  in  the  pipe, 
where  it  sticks  fast;  and  to  draw  it  up  again,  there 
is  a  handle  like  that  of  a  basket,  fixed  to  it,  which 
can  be  laid  hold  of  by  a  long  grappling-iron.  The 
only  defect  of  this  valve  is,  that  by  opening  very 
wide,  when  pushed  up  by  the  stream  of  water, 
it  allows  a  good  deal  to  go  back  during  its  shutting 
again. 

The  butterfly-valve  is  free  from  most  of  these  in- 
conveniences,  and  seems  to  be  the  most  perfect  of 
the  clack-vadves.  It  consists  of  two  semicircular 
flaps,  revolving  round  their  diameters,  which  are 
flxed  to  a  bar  placed  across  the  opening  through 
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the  pistoiL  Some  engineers  make  their  great 
valves  of  a  pyramidal  form,  eonnsting  of  four 
clacks,  whose  hinges  are  in  the  circumference  of 
the  water-way,  and  which  meet  with  their  points 
in  the  middle,  and  are  supported  by  four  ribs, 
which  rise  up  from  the  sides,  and  unite  in  the 
middle.  This  is  a  most  excellent  form,  affording 
a  more  spacious  water-way,  and  shutting  very 
readily. 

There  is  another  form  of  a  valve,  called  the 
button,  or  taiUvalve.  It  consists  of  a  plate  of  metal 
turned  conical  on  the  edge,  so  as  exactly  to  fit  the 
conical  cavity  of  its  box.  A  tail  projects  from  the 
under  side,  which  passes  through  a  cross  bar  in  the 
bottom  of  the  box,  and  has  a  little  knob  at  the 
end,  to  hinder  the  valve  from  rising  too  high. 
This  valve,  when  nicely  made,  is  unexceptionable. 
It  has  great  strength,  and  is  therefore  proper  for 
all  severe  strains ;  and  it  may  be  made  perfectly 
tight  by  grinding.  Accordingly,  it  is  used  in  ail 
cases  where  tightness  is  of  indispensable  conse- 
quence. It  is  most  durable,  and  the  only  kind 
that  will  do  for  passages  where  steam  or  hot  water 
is  to  pass  through. 

A  pump  intended  to  raise  water  to  any  height 
whatever,  will  always  work  as  easy,  and  require 
no  greater  power  to  give  motion  to  the  bucket,  if 
both  the  valves  be  placed  towards  the  bottom  of 
the  pipe,  than  if  they  were  fixed  33  feet  above  the 
surface  of  the  water. 

The  playing  of  the  piston  thus  low  in  the  pipe 
will,  besides,  prevent  an  inconvenience  which 
might  happen  were  it  placed  above,  viz.  in  case  of 
a  Jeak  beneath  the  bucket,  which,  in  a  great  length 
of  pipe,  may  very  easily  happen ;  the  outward  air 
getting  through,  would  hinder  the  necessary  rare- 
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ftction  of  the  air  in  the  barrel  on  moving  the 
piston  :  and  consequently  the  pump  might  fail  in 
its  operation.  This  can  only  eftbctiially  be  prc- 
'  vented,  by  placing  the  pump-work  in  or  near  the 
water ;  in  which  case,  should  any  leak  happen 
upward,  it  will  only  occasion  the  loss  of  some  of 
the  water,  without  any  other  incon\-enit.-ncc.  And 
the  leather  valves,  being  kept  under  water,  will 
always  be  found  supple,  pliant,  and  in  condition 
to  perform  their  office. 

Placing  the  pump-work  (that  is,  the  valve  aiul 
piston)  pretty  low  and  near  together,  will  alMi  pre- 
vent the  inconvenience  of  not  being  able,  in  all 
cases,  to  fetch  up  water  from  the  spring  by  tlu* 
OTdinary  pump,  when  of  an  equal  bore,  by  reason 
of  the  shortness  of  the  stroke;  which,  theretiire, 
cannot  rarefy  the  wr  sufficiently  to  bring  thr  water 
up  to  the  piston  from  the  lower  valve.  For  in- 
stance :  take  a  smooth  barrelled-puni|i,  QX  foil 
long,  having  its  piston  fetching,  suppose  a  foot- 
stroke,  placed  above,  and  the  clack  or  fixed  vaKe 
at  the  other  end  below.     By  the  playing  of  the 
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However,  by  filling  the  whole  void  between  the 
piston  and  the  clack  at  first  with  water,  this  last 
objection  might  be  removed. 

In  some  cases,  the  pump  cannot  be  placed  con- 
veniently perpendicular  to  the  well :  for  example, 
being  to  raise  water  out  of  the  well  at  A,  by  means 
of  a  pump  at  B  (Fig.  11.),  the  best  way  will  be  to 
carry  the  barrel  as  low  as  the  spring  is,  communi- 
eating  therewith  by  means  of  the  pipe  at  C.  The 
bucket  then  playing  in  the  barrel  B  C,  will  have 
the  same  effect  as  if  the  well  were  made  perpen- 
dicular to  the  pump ;  because  the  water,  by  its 
proper  weight,  will  always  replenish  B  C. 

And  if  it  should  happen,  from  some  considerable 
impediment,  that  the  barrel  cannot  get  down  to 
the  well  directly,  it  may  be  led  about  any  other 
way  for  sake  of  convenience.  And  then  making 
the  pipe  of  conveyance  E,  less  in  diameter  than 
the  barrel,  it  will  sooner  be  exhausted  of  air,  by 
moving  the  piston  ;  and  the  water  will  follow  very 
briskly,  as  by  the  leaden  pump  at  B. 

It  will,  however,  always  be  more  easy  to  draw 
water  with  pipes  that  are  large,  and  of  an  equal 
bore  throughout,  because  the  water  will  have  a  less 
velocity  in  them,  and  the  friction  will  be  in  pro- 
portion less.  Upon  this  account,  the  common 
pumps  made  by  plumbers  frequently  do  not  work 
easy,  because,  by  making  the  pipe  that  brings  up 
water  from  the  spring  much  less  than  the  bucket, 
they,  as  it  were,  wire-draw  the  water  raised. 

Archimedes'  screw,  (Plate  9.  fig.  12.)  deserves 
consideration,  not  only  for  its  antiquity,  but  its 
usefulness  in  raising  water.  It  consists  of  a  long 
cylinder,  with  a  hollow  pipe-tube,  or  groove,  coiled 
about  it,  as  represented  in  the  figure.  It  is  placed 
in  a  position  oblique  to  the  horizon,  with  the  lower 
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end  in  the  water*  the  other  being  nipported  on  the 
lower  put  of  the  winch  I,  by  which  the  screw  and 
cylinder  «re  turned  round.  Assoon  as  the  screw 
is  immersed  in  wateTt  it  immediately  rises  therein 
by  the  orifice  C,  to  the  level  of  the  surface  of  the 
water  £ ;  and  if  the  point  of  the  helix,  or  spiral, 
which  in  the  b^inningof  the  motion  is  coincident 
with  the  surface  of  the  water,  happen  not  to  be  on 
the  lower  side  of  the  cylinder,  the  water  will,  upon 
the  motion  of  the  screw,  move  on  in  the  helix, 
until  it  coine  to  the  point  which  is  on  the  under 
sid^  and  OMncident  with  the  watery  surface : 
when  it  is  arrived  at  that  ptunt,  which  suppose  at 
O,  it  cannot  afterwards  poaseaa  any  other  part  of 
the  spiral,  than  that  which  is  upon  the  lowest  part 
of  the  cylinder ;  for  it  cannot  move  from  O  to- 
wards H,  because  H  is  situated  higher;  and  since 
this  will  ever  be  the  case,  after  the  surface  of  the 
water  in  the  helix  has  attained  the  point  E,  it  is 
plain,  that  it  must  always  be  on  the  under  side  of 
the  cylinder.  But  since  the  cylinder  is  in  motion, 
every  part  of  the  spiral-screw,  from  £  to  F,  will  by 
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tea-kettle  that  Jboils.  Steam  itself  is  traasparent, 
and  consequently  invisible,  and  it  is  only  by  being 
condensed  again  into  water,  that  it  assumes  the 
misty  form  by  which  we  see  it.  The  steam  from 
the  spout  of  a  tea-kettle  is  transparent  and  invi- 
sible just  as  it  issues,  and  does  not  become  visible, 
till  at  a  small  distance  from  the  aperture ;  it  being 
soon  condensed  by  the  atmosphere. 

Steam  at  the  temperature  of  212^  is  a  perma- 
nent vapour,  possessed  of  great  elasticify,  and 
capable  of  exerting  a  prodigious  force  when  con- 
fined in  close  vessels.  It  can  also  be  heated  to  a 
much  higher  temperature,  by  which  its  elasticity 
and  power  is  still/arther  encreased ;  and  the  de- 
gree of  temperature  is  the  exact  measure  of  its 
elasticity. 

If  steam  be  thrown  into  a  vessel  already  full  of 
air,  it  will  drive  out  the  air  and  occupy  its  place : 
if  then,  by  the  application  of  cold,  the  steam 
within  the  vessel  be  condensed  into  water,  a 
vacuum  will  be  produced  in  the  vessel,  since  the 
space  occupied  by  the  condensed  water  is  ex- 
tremely small  compared  to  that  which  was  filled 
by  the  steam. 

The  steam-engine  is  one  of  the  noblest  monu- 
ments of  human  ingenuity.  It  was  originally  in- 
vented by  the  Marquis  of  Worcester,  in  the  reign 
of  Chailes  II.  This  nobleman  published,  in  1663, 
a  small  book  called  "  A  Century  of  Inventions^*' 
describing  a  hundred  discoveries  or  contrivances 
of  his  own ;  but  the  descriptions  of  many  of  them 
are  so  obscure,  that  they  are  altogether  unintel- 
ligible. 

Among  them  is  an  account  of  his  invention  of 
raising  water  by  the  force  of  steam,  which,  now 
that  we  are  possessed  of  the  engine,  appears  to 
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agree  very  well  with  its  construction.  Rut  as  there 
is  no  plate  to  accompany  his  description,  we  are 
entirely  unacquainted  with  the  particular  mode  in 
which  he  applied  the  power  of  steam.  It  does 
not  appear,  however,  that  he  met  with  sufficient 
encouragement i  and  this  useful  discovery  was 
long  neglected. 

Towards  the  end  of  the  century,  captain  Savary, 
a  person  of  great  ingenuity,  having  probably  seen 
the  account  of  the  Marquis  of  AVorcestcr's  in\-en- 
tion,  was  convinced  of  its  practicability,  and  sue. 
ceeded  in  constructing  a  machine  of  this  kintl. 
He  obtained  a  patent  lor  the  invention,  and  vrccti'tl 
sex'eral  steam-engines  whicli  he  described  in  a  book 
entitled    *'  The  Miner's  Friend,'*   pubti>hcd  in 

The  following  is  the  description  of  his  machine, 
as  improved  by  himself: 

a  (Plate  10.  fig.  1.)  is  a  strong  boiler  fur  water, 
built  in  a  furnace.  FrCHn  the  top  of  this  boiler 
there  proceeds  a  pipe,  b,  which  convej-s  the 
steam  into  another  strong  vessel,  r,  called  the  re- 
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cocks  c  and  dj  are  united  by  the  handle  h  called 
the  regulator. 

The  mode  of  operation  is  as  follows.    Let  the 
regulator  be  so  placed,  that  the  steam-cock  c  be 
open  and  the  injection-cock  d  shut:   put  water 
into  the  boiler  a^  and  make  it  boiL     The  steam 
from  it  will  enter  the  pipe  J,  and  fill  the  receiver, 
first  driving  out  the  air  which  it  before  contained ; 
a  considerable  quantity  of  steam  will  be  at  first 
condensed  by  the  cold  sides  of  the  receiver,  but  it 
being  at  length  warmed,  the  steam  will  proceed 
into  the  rising-pipe,  lifting  up  the  valve  i.     When 
this  is  perceived  to  be  the  case,  by  the  rising-pipe 
feeling  warm,  and  hearing  the  valve  i  rattle,  the 
communication  is  now  to  be  cut  oS  from  the  boiler, 
by  shutting  the  steam-cock  c,  the  injection-cock  d 
being  also  shut.   The  receiver  now  gradually  cools, 
and  the  steam  included  in  it  condenses  into  water. 
When  this  is  the  case,  as  the  air  was  at  first  driven 
out  by  the  steam,  and  cannot  return  again,  all  the 
cocks  being  shut,  a  vacuum  is  formed  in  the  re- 
ceiver ;  consequently,  there  is  nothing  to  counter- 
balance the  pressure  of  the  atmosphere,   which 
acting  upon  the  water  in  the  well,  forces  it  up  the 
rising-pipe,  and  fills  the  receiver.     The  steam-cock 
is  now  opened;    and  the  steam  from  the  boiler 
rushing  in  with  great  violence,  presses  upon  the 
surface  of  the  water  in  the  receiver,  and  forcing  it 
through  the  pipe  5,  into  the  rising-pipe,  causes  it 
to  shut  the  valve  72,  and  open  the  other  valve  i; 
and  provided  the  steam  be  suflSciently  strong,  will 
force  it  up  the  rising-pipe  to  the  top  A:,  where  it  is 
delivered.     The  cock  c  is  kept  open  until  all  the 
water  be  driven  out  of  the  receiver,  and  it  is  again 
filled  with  steam.     The  regulator  is  now  applied, 
which    shuts  the  steam-cock,  whilst  at  the  same 
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time  it  opens  the  injectioD-cock.  Ttie  rising-pipe 
being  still  full  of  water,  a  stream  of  cold  water 
proceeds  through  the  pipe  e,  and  enters  the  re- 
ceiver in  a  shower.  This  instantly  condenses  the 
9team  in  the  receiver,  and  produces  a  vacuum  as 
before ;  in  consequence  of  which,  the  water  from 
the  well  is  again  forced  up  by  the  external  pres- 
sure of  the  atmosphere,  and  the  receiver  is  again 
filled  with  water.  The  regulator  is  then  turned^ 
which  shuts  the  injection-cock  and  opens  the 
steam-cock,  permitting  the  steam  from  the  boiler 
to  press  upon  the  water,  and  again  force  it  up  the 
risipg-pipe.  This  operation  of  filling  the  receiver 
with  water  by  means  of  a  vacuum  produced  in  it, 
and  forcing  it  up  the  rising-pipe  by  the  pressure 
of  the  steam  from  the  boiler,  is  constantlv  re- 
peatedy  by  merely  turning  the  regulator,  which 
shuts  and  opens  the  steam-cocks  and  injection- 
cocks  alternately. 

This  construction  of  this  steam-engine  is  ex- 
tremely simple,  and  it  might,  perhaps,  be  success- 
fully applied  for  some  purposes.  But  it  has  several 
defects.  The  action  of  the  direct  steam  on  any 
definite  surface,  as,  for  example,  a  square  inch,  is 
accurately  equal  to  the  re-action  of  the  water 
which  is  forced  up ;  consequently,  Savary's  engine 
will '  require  steam  more  elastic  than  the  air  of  the 
atmosphere,  in  every  case  except  where  the  water 
is  raised  no  higher  than  it  can  be  by  the  vacuum 
that  is  produced,  and  the  pressure  of  the  atmo- 
sphere. When  the  water  is  forced  up  through  the 
rising-pipe,  every  square  inch  of  the  boiler  must 
sustain  a  pressure  equal  to  a  column  of  water  an 
inch  square,  and  of  the  height  of  the  pipe  above 
the  boiler.  Tliis,  therefore,  requires  very  strong 
vessels,  and  several  accidents  happened  by  their 
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bursting,  when  the  safe^  valve  was  loaded  too 
much. 

But  the  greatest  defect  of  this  machine  is  ,the 
great  waste  of  steam,  and,  consequently,  of  fuel. 
For  when  the  steam  is  admitted  to  the  top  of  the 
cold  water  in  the  receiver,  it  is  condensed  with 
great  rapidity ;  and  the  water  does  not  begin  to 
yield  to  its  pressure,  until  its  surface  be  so  hot  as 
not  to  condense  any  more  steam :  it  then  descends, 
but,  as  thus,  a  new  part  of  the  side  of  the  receiver 
is  exposed  to  the  steam,  more  is  condensed,  so  that 
a  condensation  of  the  steam  is  going  on  all  the 
while  the  water  is  descending.  This  is  repeated 
at  every  stroke,  as  the  receiver  is  cooled  eva'y 
time  it  is  filled  with  water. 

Mr.  Savary  succeeded  in  raising  water  to  small 
heights,  and  erected  several  engines  in  different 
parts  of  England ;  but  he  failed  in  deep  mines. 
Many  attempts  have  been  made  to  correct  these 
defects,  but  hitherto  without  much  success. 

At  a  time  when  almost  all  the  most  valuable 
mines  in  England  were  coming  to  a  stand,  for  want 
of  more  powerful  or  cheaper  machines  than  were 
then  known,  Newcomen  and  Cauly  conceived  the 
project  of  applying  a  piston  with  a  lever  and  other 
machinery.  They  joined  with  Savary,  in  procur- 
ing  a  patent  for  it  in  1705,  and  executed  many 
engines  which  were  of  vast  utility  to  the  mining 
concerns,  occasioning  the  continuance  of  mines 
that  must  have  been  neglected,  and  the  opening  of 
new  ones. 

Fig,  2.  exhibits  a  section  of  Newcomen's  engine: 
a  is  the  boiler  built  in  brick-work.  In  the  top  of 
the  boiler  is  a  steam-pipe,  c,  communicating  with 
the  cylinder  *,  which  is  of  metal,  and  is  bored  very 
truly.     The  lower  aperture  of  this  pipe  is  shut  by 
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the  plate  »»  which  is  ground  very  flat,  so  as  to 
apply  accurately  to  the  whole  circumference  of 
the  oritice.  This  plate  is  called  tlie  regulator,  or 
steam-cock,  aod  it  turns  horizontally  rouod  an 
axis,  o,  which  passes  through  the  top  of  the  boiler, 
and  is  fitted  by  grinding  to  the  socket,  »o  as  to  be 
steam-tight.  It  is  opened  and  shut  by  a  bamltc 
fixed  to  its  axis. 

In  the  cylinder  ft  is  a  solid  piston,  p,  veil  fittetl 
into  it,  and  made  air-tight  by  a  packing  of  U-ather 
or  soft  rope,  well  filled  with  tallow  ;  and  fur  grcati-r 
security,  a  small  quantity  of  water  is  kept  ah<>\'<.- 
the  piston. 

The  pistoD-rod  d'a  suspendeil  by  a  chain,  whicli 
is  fixed  to  the  upper  extremity  of  the  arclicd  tivaii 
e  of  the  great  lever,  or  working-beam^  e  J'  g,  which 
turns  on  the  gudgeon^^  There  is  a  similar  arched 
head^,  at  the  other  end  of  the  beam,  to  the  upper 
extremity  of  which  is  fixed  a  chain,  carij'ing  the 
pump-rod  A,  which  raises  the  water  from  tlie 
rainc. 

The  load  on  tbu  end  of  the  beam  is  made  tu 
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From  the  bottom  of  the  cylinder,  a  pipe' 5*  pro- 
ceeds, of  which  the  lower  end  is  turned  upwards, 
and  is  covered  with  a  valve  -r.     This  part  is  im 
mersed  in  a  dstem  of  water,  called  the  hot-well 
and  the  pipe  itself  is  called  the  eduction-pipe.  $ 

The  boiler  is  furnished  with  a  safety-valve, 
called  the  puppet-clack,  in  the  same  manner  as  in 
Savary's  engine.  This  valve  is  generally  loaded 
with  one  or  two  pounds  in  the  square  inch,  so  that 
it  allows  the  steam  to  escape  when  its  elasticity  is 
one-tenth  greater  than  that  of  the  atmosphere. 
All  risk  of  bursting  the  boiler  is  thus  avoided,  the 
pressure  outwards  being  very  moderate. 

When  the  cistern  for  the  injection-water,  1,  can- 
not be  supplied  by  pipes  from  some  more  elevated 
source,  water  is  raised  by  the  machine  itself.  A 
small  lifting-pump,  s,  is  worked  by  a  rod,  r,  sus- 
pended from  a  small  arch  upon  the  great  beam ; 
this  forces  water  through  the  pipe  /  into  the  injec- 
tion-cistern. 

The  parts  of  the  engine  being  now  described, 
the  operation  is  as  follows  : 

Suppose  the  piston  and  lever  in  the  position  re- 
presented in  the  plate,  and  the  water  in  the  boiler 
in  a  state  i)f  ebullition,  the  steam  and  injection- 
cocks  being  shut.  Having  opened  the  steam-cock, 
«,  the  steam  from  the  boiler  will  immediately  rush 
in,  and  flying  all  over  the  cylinder,  will  mix  with 
the  air. 

Much  of  it  will  be  condensed  by  the  cold  sur- 
face of  the  cylinder  and  piston,  and  tlie  water 
produced  from  it  will  trickle  down  the  sides,  and 
run  ofiF  by  the  eduction-pipe.  This  condensation 
and  waste  of  steam  will  go  on  until  the  whole 
cylinder  and  piston  be  made  as  hot  as  boiling 
water. 
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When  this  happens,  the  steam  will  begin  to  issue 
through  the  sniftiDg-valve,  slowly  at  first,  and 
cloudy,  being  mixed  with  much  air }  but,  by  de> 
grees,  it  will  become  more  tran^MU'ent,  having 
carried  off  the  greatest  part  of  the  ur  which  filled 
the  cylinder. 

When  the  attendant  perceives  that  the  blast  at 
the  snifting-valve  is  strong  and  steady,  and  the 
boiler  is  supplied  with  steam  of  a  proper  strength, 
appearing  by  the  renewal  of  its  discharge  at  the 
safety-valve,  which  had  stopped  while  the  cylinder 
was  filling,  he  shuts  the  steam-cock,  n,  and  ojwns 
the  injection-cock,  /.  Tlie  pressure  of  water  in 
the  injection-pipe  forces  some  out  into  the  cylin- 
der, wluch  condenses  the  steam  and  forms  a  partial 
vacutmi,  as  expluned  above. 

The  upper  side  of  the  piston  is  now  exposed  to 
the  whole  pressure  t^  the  atmosphere,  which  not 
being  couDtert>ahu)ced  on  the  under  side,  will  act 
with  its  whole  force  on  the  pbton,  and.  provided 
there  be  not  too  much  wei^t  on  the  other  end, 
will  raise  it,  the  piston  gMOg  to  the  bottom  of  the 
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run  out  throilgh  the  eduction-pipe,  q,  and,  fifting 
up  the  valve,  r,  flow  into  the  hot-well. 

By  the  admission  of  the  sttom  under  the  piston, 
the  pressure  of  the  atmosphere  on  the  top  is  coun- 
terbalanced, and  the  piston  is  free  to  move  up- 
wards or  downwards. 

But  the  other  end  of  the  beam  being  broader,  so 
as  to  be  heavier  than  the  piston,  now  raises  it  to 
the  top  of  the  cylinder,  whence  it  is  again  forced 
downwards  by  the  pressure  of  the  atmosphere,  as 
»on  „  the  L»am  i,  fanned  and«  it  ^  the  rf- 
mission  of  the  injection-water.  In  this  manner  the 
operation  is  repeated ;  the  piston,  being  forced 
down  by  the  weight  of  the  atmosphere,  raises  the 
other  end  of  the  beam  with  whatever  is  attached 
to  it :  and,  on  the  other  hand,  when  the  pressure 
of  the  atmosphere  is  counterbalanced  by  the  steam 
under  the  piston,  the  superior  weight  of  the  pump- 
end  of  the  beam  brings  the  piston  up  again. 

Savary's  was  an  engine  that  raised  water  by  the 
pressure  of  steam  ;  but  Newcomen's  raises  water 
entirely  by  the  pressure  of  the  atmosphere  ;  and 
the  steam  is  employed  merely  as  the  most  expedi- 
tious mode  of  producing  a  vacuum,  into  which  the 
atmospherical  pressure  may  impel  the  Jirst  mctver 
of  his  machine. 

Hence  the  great  superiority  of  this  latter  enpne. 
We  have  no  need  of  steam  of  very  great  elasticity; 
and  we  operate  by  means  of  very  moderate  heats, 
and,  consequently,  with  much  smaller  quantity  of 
fuel.  There  are  no  bounds  to  the  power  of  this 
machine ;  however  deep  a  mine  may  be,  a  cylinder 
may  be  used  of  such  dimensions,  that  the  pressure 
of  the  lur  may  exceed  the  weight  of  the  column  of 
water  to  be  raised.  The  form  of  this  machine  also 
renders  it  applicable  to  almost  every  mechanical 
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ptirpose;  because  a  skilful  engineer  can  readily 
find  a  method  of  converting  the  reciprocating  mo- 
tion of  the  working-beam,  into  a  motion  of  any 
kind  which  may  suit  his  purpose.  Savary's  engine 
could  not  admit  of  such  a  general  application,  and 
seems  almost  restricted  to  raising  water. 

Invention^  improve  by  degrees.  The  most 
exact  and  unremitting  attention  was  at  first  re- 
quired to  open  and  shut  the  cocks  precisely  at 
the  proper  time;  for  neglect  might  be  ruinous 
to  the  machine^  by  the  confined  steam  beating 
out  the  bottom  of  the  cylinder,  or  allowing  the 
piston  to  be. wholly  drawn  out  of  it.  Stops 
were  contrived  to  prevent  these  accidents ;  then 
strings  were  used  to  connect  the  handles  of 
the  cocks  with  the  beam,  so  that  they  should 
be  turned  whenever  it  was  in  certain  posi- 
tions. These  were  gradually  changed,  and  im- 
proved into  detents  and  catches  of  difierent  shapes; 
at  last,  Mr.  Beighton  simplified  the  whole  of  these 
subordinate  movements. 

"  About  1762,  the  late  Mr.  Watt  began  to  turn 
his  attention  to  this  machine,  which  he  has  since 
brought  to  so  great  a  degree  of  perfection. 

But  before  we  explain  Mr.  Watt's  improvements, 
it  is  necessary  to  premise  a  short  account  of  the  im- 
perfections of  the  old  steam-engines,  and  their 
causes. 

The  pressure  of  the  atmosphere,  or  any  equi- 
valent resistance,  prevents  the  production  of  steam, 
until  the  water  be  heated  to  212  degrees  of  Fah- 
renheit's thermometer ;  but  when  that  pressure  is 
removed,  or  the  water  be  placed  in  a  vessel  ex- 
hausted of  air,  steam  is  produced  from  it  when  it 
is  colder  than  the  human  blood.  On  the  contrary^ 
if  water  be  pressed  upon  by  air  or  steam,  which 
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are  more  compressed  than  the  atmosphere,  a  degree 
of  heat  above  212  degrees  is  necessary  for  the 
production  of  steam. 

When  the  vacuum  is  produced  by  throwing  cold 
water  into  the  cylinder  to  condense  the  steam,  that 
water  becomes  hot ;  aod^  being  in  a  vessel  partially 
exhausted,  it  produces  a  steam,  which  in  part  re- 
sists the  pressure  of  the  atmosphere  upon  the 
piston,  and  lessens  the  power  of  the  engine.  Ano- 
ther defect  is  the  destruction  of  steam,  which  un- 
avoidably happens  upon  attempting  to  fill  a  cold 
cylinder  with  it;  for  the  injection^water,  at  the 
same  time  that  it  condenses  the  steam,  not  only 
cools  the  cylinder,  but  remains  there  until  it  be 
forced  out  at  the  eduction-pipe  by  the  steam  which 
is  let  In  to  fill  the  cylinder  for  the  next  stroke ; 
and  that  steam  will  be  condensed  into  water  as 
fast  as  it  enters,  until  all  the  parts  it  comes  in  con- 
tact with  be  nearly  as  hot  as  itselfl 

Watt  preserved  an  uniform  heat  in  the  cylinder 
of  liis  engines,  by  not  suffering  cold  water  to  touch 
it,  and  by  protecting  it  from  the  air  or  other  cold 
bodies,  by  a  surrounding  case  filled  with  the  steam, 
or  with  hot  air  or  water,  and  by  coating  it  over 
with  substances  that  transmit  heat  slowly.  He 
made  his  vacuum  more  perfect,  by  condensing  the 
steam  in  a  separate  vessel,  called  the  condenser  ; 
which  may  be  cooled  at  pleasure  without  cooling 
tlie  cylinder,  either  by  injection  of  cold  water,  or 
by  surrounding  the  condenser  with  it ;  and  gene- 
rally by  both.  He  extracted  the  injection-water 
and  detached  air  from  the  cylinder  or  condenser, 
by  pumps  which  were  wrought  by  the  engine 
itself. 

As  the  inside  of  the  cylinder  was,  in  the  old 
engine,  exposed  to  the  air  at  every  stroke  when 
tlie  piston  descended,  and  was  tlius  considerably 
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cooletl,  he  inclosed  the  top  of  the  cylinder  \tj 
a  metal  plate  having  a  hole  in  it,  through  which 
the  piston  rod  worked  in  a  collar  of  leathers  ;  and 
instead  of  employing  the  pressure  of  the  atmos- 
phere to  force  down  the  piston,  he  introduced  the 
steam  above  the  piston,  when  the  vacuum  is  formed 
imdemeath,  and  employed  it  to  produce  this  eflect : 
thus  making  the  direct  pressure  of  the  steam  the 
moving  power,  as  in  the  original  construction  of 
the  engine. 

The  last  great  improvement  made  by  Mr.  W:ut 
was  his  giving  an  impulse  to  the  piston  by  thc- 
steam  both  in  descending  and  ascending,  instond 
of  being  impelled,  as  in  the  old  engine,  durinj;  tlit' 
descent  of  the  piston  only. 

We  shall  now  proceed  to  describe  one  of  Watt's 
engines  on  the  latest  construction. 

A  is  the  boiler,  which  is  generally  of  an  oblonj; 
form  ;  and  the  flamCt  after  striking  on  its  concave 
bottom,  circulates  round  the  sides,  and  sometimes 
returns  in  a  pipe  through  the  body  of  the  water, 
before  it  is  suffered  to  go  up  into  the  chimney. 
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8ide  of  itt  y*  is  the  air-pump,  which  extracts  the 
air  and  water  from  the  condenser.  It  is  worked 
by  the  great  beam  or  lever,  and  the  water  brought 
by  it  from  the  condenser,  after  being  brought  into 
the  hot-well  g,  is  pumped  up  again  by  the  pump  b, 
and  is  brought  back  again  into  the  boiler  by  the 
pipe  i.  k  is  another  pump,  also  worked  by  tlie 
engine  itself,  which  supplies  the  cistern  in  which 
the  condenser  is  placed,  with  cold  water. 

In  the  old  engines,  where  the  working-stroke 
was  only  downwards,  the  piston-rod  was  attached 
to  the  beam  by  chains,  which  bent  round  an  arch 
on  the  end  of  the  beam,  in  order  to  make  the 
piston-rod  move  always  in  a  perpendicular  direction. 
This  may  be  seen  in  the  plate  of  Newcomen's 
engine,     fiut  in  Mr.  Watt's  engines,  where  the 
working*stroke  is  doubled,  that  is,  both  upwards 
and  downwards,  chains  could  not  answer  this  pur- 
pose, as,  when  the  piston  was  forced  upwards,  they 
would  slacken,  and  would  not  communicate  the 
motion  to  the  beam.     It  was  necessary,  therefore, 
that  the  piston-rod  should  be  fastened  to  the  beam 
by  inflexible  bars;  but  that  the  stroke  might  be 
perpendicular,  aparticular  contrivance  was  invented 
by  Mr.  Watt,  which  is  exhibited  in  Plate  11.,  and 
which  answers  the  intended  purpose  admirably. 
It  is  usually  called  the  parallel-joint ;  and  its  nature 
and  construction  will  be  easily  understood  from 
the  figure.     In  order  to  make  the  engine  itself 
open  and  shut  the  steam  and  eduction-valves,  long 
levers  are  attached  to  them,  which  are  moved  by 
the  piston-rod  of  the  air-pump  E  F.     This  part  of 
the  apparatus  is  called  tlie  working-geer,  and  is  so 
contrived,  that  the  valves  may  be  worked  either 
by  hand  or  by  the  perpendicular  rod.   By  shutting 
these   valves,  tlie  engine  may  be  stopped  in  an 
instant. 
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In  order  to  communicate  a  rotatory  motion  to 
any  machinery  by  the  motion  of  the  beam  of  the 
steam-engine,  Mr.  Watt  made  use  of  a  very  large 
fly-wheel,  G;  on  the  axis  of  which  is  a  small  con- 
centric-toothed wheeU  H.  A  similar  toothed- 
wheel,  I,  is  &stened  by  straps  to  a  rod  coming 
from  the  end  of  the  beam,  so  that  it  cannot  turn 
round  on  its  axis,  but  must  rise  and  fall  with  the 
motion  of  the  great  beam. 

A  bar  of  iron  connects  the  centres  of  these  two 
small-toothed  wheels,  so  that  they  cannot  quit  each 
other.  When,  therefore,  the  beam  raises  the 
wheel  I,  it  must  move  round  the  circumference  of 
the  wheel  H,  and  turn  it  together  with  the  fly : ' 
and  it  will  be  evident,  upon  consideration,  that  the 
fly,  driven  in  this  manner,  will  make  two  revo- 
lutions for  every  one  of  the  wheel  I.  This  mode 
of  moving  the  fly  is  preferable  to  a  crank,  as  it 
goes  with  twice  the  velocity :  it*  is  called  the 
sun  and  planeU'whceU  from  the  resemblance  of  the 
motion  to  that  of  those  luminaries. 

The  valves  of  this  steam-engine  are  all  puppet- 
valves,  as  these  are  found  least  liable  to  be  out  of 
order. 

The  mode  of  operation  in  Mr.  Watt*s  engine  is 
as  follows : 

Suppose  the  piston  at  the  top  of  the  cylinder,  in 
the  si{;uation  represented  in  the  plate,  and  the 
lower  part  of  the  cylinder  filled  with  steam.  By 
means  of  the  handle  £,  open  the  steam-valve  a, 
and  the  eduction-valve  rf,  the  levers  of  which  are 
connected  together ;  there  being  now  a  communi- 
cation between  the  cylinder  and  the  condenser, 
the  steam  instantly  rushes  into  the  condenser, 
leaving  the  cylinder  empty,  whilst  at  the  same 
time  the  steam  from  the  boiler,  entering  by  the 
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Steam-valve  a,  presses  upon  the  piston,  and  forces 
it  down.  As  soon  as  the  piston  has  arrived  at  the 
bottom,  the  steam-valve  %  and  the  eduction-valve 
b,  are  opened,  whilst  the  valves  a  and  d  are  shut; 
the  steam,  therefore,  immediately  rushes  through- 
the  eduction-valve  b  into  the  condenser,  whilst  the 
piston  is  forced  up  again  by  the  steam,  which  is 
now  admitted  by  the  steam-valve  c. 

Fig.  S,  which  is  a  section  of  the  steam-pipes, 
taken  at  right  angles  to  that  in  Fig.  1,  shows  this 
more  distinctly ;  $  is  the  pipe  which  conveys  the 
steam  from  the  boiler;  a  and  c  are  the  steam- 
valves,  and  b  and  d  the  eduction-valves.  By 
attending  to  the  operation  in  both  the  sections, 
the  reader  will  easily  understand  it.  It  appears  at 
first  a  little  confused,  by  there  seeming  to  be  only  one 
steam-pipe  for  communicating  between  the  cylinder 
and  the  condenser;  but  the  difficulty  is  cleared  up, 
by  representing  both  the  pipes,  as  in  Fig.  2. 

Fig.  3.  is  a  longitudinal  section  of  the  boiler,  re- 
presenting the  mode  of  supplying  it  with  water, 
and  the  safety-valve  and  cocks,  ^is  a  small  cis- 
tern, which  is  supplied  with  water  from  the  hot- 
well,  as  represented  in  Fig.  1 ;  from  the  bottom  of 
this  cistern,  a  pipe  goes  down  almost  to  the  bottom 
of  the  boiler,  where  it  turns  up  a  little,  to  prevent 
the  entrance  of  the  steam  which  rises  from  the 
bottom.  From  the  side  of  this  cistern  is  supported 
a  small  lever,  to  one  end  of  which  is  fastened  a 
wire  that  carries  a  stone  which  hangs  in  the  water 
of  the  boiler;  the  other  end  of  the  lever  sup- 
porting also  by  a  wire  a  valve  that  shuts  the  top  of 
the  pipe  that  goes  down  from  the  cistern.  Now, 
supposing  the  stone  just  at  the  surface  of  the  water, 
and  balanced  by  a  weight  at  the  opposite  end  of 
the  lever;  it  is  evident  that,  by  the  laws  of  hydro- 
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statics,  already  explained,  a  certain  part  of  the 
woght  of  the  «t<M)e  will  be  supported  by  the  water, 
so  long  as  it  continuas  inunened  in  it ;  but  if  t 
part  of  the  water  evaporate  by  boiling,  a  pro- 
portional  part  of  the  stone  will  be  above  the  water, 
ctuuequently  the  stone  will  bear  more  upon  the 
lever,  and  raise  the  weight  at  the  other  end;  but 
in  raising  that  weight,  it  also  opens  the  valve  in 
the  small  cistern,  and  admits  water  until  it  stand 
at  the  sune  haght  in  the  boiler  as  before,  and 
then  the  valve  and  the  stone  being  again  in 
cquilibrio,  tlie  valve  remuns  shut  until  a  new 
quantity  is  evaporated.  By  this  means  the  supply 
of  water  is  very  gnulual,  however,  and  not  by  fits 
and  starts,  as  here  described  for  the  sake  of 
illustration. 

It  is  found  by  experience  to  be  a  much  better 
method  than  a  bali«ock;  and  the  regidar  sup- 
plying of  the  boiler  with  water  is  of  the  first  im- 
portance. Aa  a  check  upon  this,  and  to  know 
perfectly  the  height  of  the  water  in  the  boiler, 
tliere  are  two  cocks,  g  and  A,  one  of  which  reaches 
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Fig.  47*  is  Mr.  Cartwright's  steam-eqginei  the 
construction  of  which  evinces  much  ingenuity,  a 
is  the  cylinder,  which  is  aupplied  with  steam  from 
the  boiler  through  the  pipe  b;  c  is  the  piston  in 
the  act  of  going  up ;  </  is  the  pipe  that  conducts  the 
steam  into  the  condenser  e*  which  consists  of  two 
cylinders,  one  within  the  other,  leaving  a  small 
space  between  them,  into  which  the  steam  is  ad- 
mitted ;  while  the  inner  cylinder  is  filled  with  cold 
water,  and  also  the  external  cylinder  surrounded 
by  the  .same ;  so  that,  by  this  means,  a  very  large 
surface  of  steam  is  exposed,  though  no  water  is 
suffered  to  come  into  actual  contact  with  it. 

To  the  bottom  of  the  piston,  c,  i^  attached  a  rod, 
with  another  piston,  e,  working  in  the  pipe  d. 
When  the  piston  e  arrives  at  the  bottom  of  the 
cylinder,  a  valve  which  is  in  the  piston,  is  opened 
by  its  pressing  against  the  bottom,  and  opens  a 
communication  with  the  condenser,  whilst  the 
spring  k,  fixed  to  the  rod  of  the  piston,  shuts  the 
valve  which  admits  the  steam  from  the  boiler. 
The  steam,  therefore,  being  thus  condensed,  runs 
into  the  lower  pipe  Jl  The  piston  e  arriving  at 
the  bottom  of  the  pipe  in  which  it  works  at  the 
same  time  with  c,  presses  upon  the  condensed 
water,  shuts  the  valve  ^  and  forces  the  water  up 
the  pipe  g^  into  the  box  h.  The  air  which  is  dis- 
engaged from  the  water  rises  to  the  top  of  the  box, 
and,  by  its  elasticity,  forces  the  water  through  the 
pipe  i,  which  carries  it  back  again  into  the  boiler. 
When  the  air  accumulates  in  the  box  to  such  a 
degree  as  to  depress  the  water,  the  ball-cock  falls 
with  it,  and  opens  a  valve  in  the  top  of  the  boji^ 
which  suffers  some  of  the  air  to  escape. 

When  all  the  s^am  is  condensed,  the  motion  of 
the  fiy  attached  to  the  machine  brings  the  piston 
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up  again,  its  val\'e  now  remaining  shut  bj  its 
weight.  On  arriving  at  the  top,  it  presses  up  the 
steam  valve,  which  admits  the  steam  fnun  tlie 
boiler  to  force  it  down  as  before. 

/and  mare  two  cranks,  upon  whose  axes  are  two 
equal  wheels  working  in  each  other,  for  the  pur- 
pose of  converting  the  perpendicular  motion  of 
the  piston-rod  into  a  rotatory  motion,  for  working 
the  machinery  attached  to  it. 

But  the  most  valuable  part  cf  this  engine  is  in 
the  construction  of  the  piston,  which  Mr.  Cart- 
wright  made  wholly  of  metal,  and  so  as,  by  means 
of  strings,  to  fit  the  cylinder  very  exactly.  Tliis 
not  only  saves  the  expence  and  trouble  of  packing, 
which  must  frequently  be  renewed  in  all  othcr 
engincs,  but  also^saves  a  great  deal  of  steam,  on 
account  of  the  more  accurate  fitting  of  the  piston. 

As  it  is  evident  from  its  cmistructjon  that  tlic 
whole  of  the  steam  ts  brou^t  back  again  into  the 
boiler,  it  affords  the  means  of  employing  alkuhol 
instead  of  water,  and  thus  saving  a  great  deal  of 
fuel. 
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In  detcribiog  tbe  effects  produced  by  steam 
eoj^nest  the  work  performed  by  a  horse  is  generally, 
made  use  of  as  a  standard ;  accordingly  we  say  an 
engine  of  10,  90,  SO,  &c.  horse  power.  A  steam 
en^'e  having  a  cylinder  of  19  inches  diameter, 
m^ng  25  strokes  of  4  feet  per  minute,  and  con- 
suming .9700  pounds  cf  coals  per  day,  is  equivalent 
in  power  to  20  horses.  A  cylinder  of  24  inches, 
making  22  strokes  of  5  feet,  and  burning  SSOO 
pounds  of  coals,  is  equal  to  20  horses. 

STt^/iU  BOATS. 

Among  the  numerous  applications  of  steam  is 
that  of  propelling  vessek  by  it,  without  the  aid  of 
sails  or  oars* 

It  appears  that,  as  long  ago  as  1736,  one  Jonathan 
Hulls,  of  London,  took  out  a  patent  for  a  method 
of  moving  vessels  on  the  water  by  machinery 
worked  by  a  steam  engine.  But  although  several 
others  since  that  time  made  several  experiments 
with  steam  boats,  yet  Fulton  was  the  first  who  suc- 
ceeded in  applying  them  on  an  extensive  scale, 
which  he  did  upon  the  great  lakes  in  North 
America  about  1808.  In  1813,  the  steam  boat 
was  jfirst  introduced  into  this  country  upon  the 
river  Clyde. 

The  hull  of  the  steam  vessel  is  not  very  different 
in  form  from  that  of  a  ship  constructed  for  sails, 
but  has  no  rigging  or  upper  works.  About  the 
middle  of  the  vessel  is  fixed  the  boiler  of  the  steam 
engine,  which  is  made  to  work  a  wheel  on  each 
side  of  the  vessel,  nearly  similar  to  the  wheel  pf  an 
undershot  miU,  by  the  action  of  which  on  the  water 
the  vessel  is  moved.  The  smoke  from  the  boiler  fur- 
nace is  carried  off  by  an  iron  flue  of  ccmsiderable 
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be^t,  io  u  not  to  incoranwde  the  puungcn. 
The  veuel  b  directed  in  the  usu&l  manner  by  a 
rudder. 

Some  attempts  have  been  made  to  place  the 
water  wheels*  or  paddles  that  drive  the  veud,  in 
the  middle,  instead  (^  being  on  the  sides,  by  which 
coDstniction  the  steam  vessel  appears  double,  witli 
the  wbeeb  between :  and  tliis  idea  promiies  some 
advantages..  On  the  6rst  employment  of  the 
steam  engine  for  tliis  purpose,  several  accidents 
happened  from  tlie  bursting  of  the  btnlers.  which 
were  of  cast  iron.  But  since  the  boilers  have  been 
made  of  rerought  iron,  this  danger  is  very  much 
lessened;  and  it  would  upptu  that  iteam  vessels 
are  now  quite  as  safe  as  any  other  mode  of  con* 
veyance.  The  chief  advantages  is  tlie  certainty 
of  the  conveyance,  as  they  do  not  depend  upon 
wind  or  tide. 
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When  an  elastic  body  is  struck,  its  parts  are  put 
into  a  tremulous  or  vibratory  motion,  which  is 
communicated  to  the  surrounding  air.  This  vi- 
bration of  the  air,  which  may  be  compared  to  the 
%vaves  in  water,  occasioned  by  a  stone  thrown  into 
it,  extends  to  the  tympanum  or  drum  of  the  ear, 
and  affects  the  nerves  with  the  sensation  called 
sound. 

Air  is  the  usual  vehicle  of  sound,  but  it  is  not 
absolutely  essential ;  the  vibration  of  a  solid  body 
being  capable  of  affecting  the  ear  without  the  in- 
ten^ention  of  air,  as  may  be  observed  by  striking  a 
poker  which  is  held  by  a  string  and  pressed  against 
the  ear.  It  is  necessary,  however,  that  there  be 
some  substance  extending  from  the  sounding  body 
to  the  ear,  as  sound  cannot  be  conveyed  through  a 
vacuum.  Saussure  observed,  that  the  noise  of  a 
pistol  fired  on  the  top  of  Mont  Blanc,  where  the 
air  is  highly  rarefied,  was  not  greater  than  the 
report  of  a  small  cannon  used  as  a  toy.  On  the 
contrary,  the  noise  of  a  bell,  inclosed  in  a  receiver 
of  condensed  air,  is  louder  than  before  the  air  was 
condensed. 

As  sound  is  owing  to  the  elasticity  of  bodies, 
the  most  elastic  are  the  most  sonorous :  for  example, 
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glass,  as  may  be  perceived  in  drawing  a  wet  finger 
on  the  edge  of  a  drinking  glass. 

The  vibration  of  sonorous  bodies  may  be  easily 
seen  in  musical  strings* 

If  the  middle  of  a  string  which  is  fixed  at  both 
ends,  A  B,  (Hate  25*  fig.  6.)  be  drawn  to  one  side, 
as  to  C,  it  will,  when  let  loose,  vibrate  to  D,  and 
tiien  will  return  back  only  to  E,  having  lost  some* 
thing  of  the  velocity  which  it  had  acquired  during 
the  first  vibration,  from  the  resistance  of  the  air 
and  friction :  it  will  next  move  back  to  E,  thus 
making  every  succeeding  vibration  less  than  the 
former  one,  till  at  last  it  ceases  to  vibrate. 

The  difierence  of  musical  tones  depends  on  the 
difierent  number  of  vibrations  communicated  to 
the  air  in  a  given  time  by  the  tremors  of  the 
sounding  body;  the  quicker  the  succession  of 
vibrations,  the  acuter  is  the  tone;  and  the  slower 
the  vibrations,  the  graver  the  tone. 

The  vibrations  of  a  musical  chord  grow  less  and 
less  after  it  has  been  struck,  and  the  sound  con- 
sequently gradually  diminishes ;  but  it  is  a  curious 
property,  that  notwithstanding  this,  the  vibrations, 
whether  great  or  small,  are  all  performed  in  the 
same  time.  This  is  the  reason  why  the  same  chord 
always  gives  the  same  note. 

The  number  of  the  vibrations  given  in  a  certain 
time  depends  upon  the  length,  size,  and  tension  of 
the  strings.  This  is  very  well  illustrated  in  the 
violin. 

Tlje  harmony  or  concord  of  two  notes  is  owing 
to  the  vibrations  of  the  air  occasioned  by  them 
arriving  at  the  ear  at  the  same  instant ;  and  this 
may  be  the  case,  although  their  vibrations  are 
different;  for  one  may  give  two  vibrations,  while 
the  other  performs  one  only ;  this  is  the  concord 
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called  an  octave^  If  one  gives  two  while  the  other 
gives  three»  the  harmony  of  a  fifth  is  produced. 
In  a  fourth  the  vibrations  are  as  three  to  four,  &c. 

All  sounds  arrive  at  the  ear  in  the  same  time 
from  sounding  bodies  equally  distant,  and  sound 
travels  through  the  airBt  the  rate  of  1130  feet  in  a 
second*  Tl^  knowledge  of  the  velocity  of  sound 
is  of  use  in  determining  the  distances  of  ships,  or 
other  objects:  for  instance,  if  a  ship  fires  a  gun, 
the  motion  of  the  light  from  the  flash  being  almost 
instantaneous,  the  sound  is  not  heard  till  some 
time  after  the  flash  is  seen;  then  if  1130  feet  be 
multiplied  by  the  number  of  seconds  between  the 
sight  of  the  flash  and  the  sound,  it  will  give  the 
distance  nearly. 

Sounds  may  be  heard  in  water,  but  faintly, 
though  it  travels  through  water  much  faster  than 
through  air. 

Different  musical  sounds  do  not  destroy  each 
other,  but  may  be  heard  together,  the  reason  of 
which  may  be  illustrated  by  observing,  that  the 
circular  waves  made  in  the  water,  by  two  stones 
thrown  in  at  the  same  time,  cross  each  other 
without  disturbance. 

When  the  aerial  vibrations  meet  with  an  obstacle 
of  a  hard  nature,  they  are  reflected;  and  conse- 
quently, an  ear  placed  in  the  course  of  these 
reflected  waves,  will  perceive  a  sound  similar  to 
the  original  sound,  but  which  will  seem  to  proceed 
from  a  body  situated  in  like  position  and  distance 
behind  the  plane  of  reflection,  as  the  real  sounding 
body  is  before  it  This  reflected  sound  is  called 
an  echo. 

The  waves  of  sound  being  thus  reflexible,  nearly 
in  the  same  manner  as  the  rays  of  light,  may  be 
deflected  or  magnified  by  much  the  same  contri- 
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vances  as  are  used  in  optics*  From  this  property 
of  r^ection,  it  happens  that  sounds  uttered  in  one 
focus  of  an  elliptical  cavity  are  heard  much  mag- 
nified in  the  other  focus. 

Buildings  constructed  of  certain  shapes,  and 
also  mountains^  have  this  property  of  reflecting 
sounds  in  a  remarkable  manner.  The  whispering 
gallery  of  St.  Paul's  is  a  well-known  instance.  At 
Keswick  lake,  the  firing  of  a  cannon  is  repeated 
from  the  mountains  many  times,  so  as  to  resemble 
the  noise  of  a  distant  battle*  At  Woodstock  park, 
in  Oxfordshire,  an  echo  repeats  seventeen  times  in 
thfe  day,  and  twen^  times  in  the  night* 

Sound  is  conveyed  quicker  through  solid  bodies 
than  through  the  air.  Hassenfratz  found  that 
when  he  struck  with  a  hammer  the  top  of  a  wall, 
the  sound  was  heard  double  by  a  person  at  the 
bottom,  one  sound  travelling  through  the  wall, 
and  the  other  more  slowly  through  the  air. 

Sounds  are  conveyed  to  great  distances  through 
tubes,  and  upon  this  property  is  founded  a  very 
useful  contrivance,  called  acoustic  or  speaking  tubes^ 
which  are  now  fixed  up  in  houses  for  the  purpose 
of  speaking  from  one  story  to  another. 

The  Invisible  Girl,  with  which  the  public  was 
some  time  puzzled  and  amused,  was  constructed 
upon  a  principle  nearly  similar.  This  exhibition 
ccmsisted  of  a  hollow  copper  ball,  to  which  was  at- 
tached four  trumpets,  and  which  was  suspended  by 
ribbons  from  the  four  comers  of  a  frame  resembling 
a  bed-post,  and  having  no  other  connexion  with 
the  frame.  The  globe  was  supposed  to  contain  the 
invisible  being,  as  the  voice  apparently  proceeds 
from  the  interior  of  it.  If  a  question  was  asked 
by  speaking  into  one  of  the  trumpets,  an  answer 
was  returned  in  a  low  female  voice  proceeding 
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from  all  the  trumpets.  This  effect  was  produced 
by  one  of  the  standards  of  the  frame  being  hollow, 
opening  opposite  the  mouth  of  the  trumpets,  and 
communicating  with  a  large  case  placed  in  an 
adjoining  room,  and  containing  the  confederate. 

Upon  this  principle  also  is  constructed  the 
oraadar  bust,  which  is  made  in  this  manner.  Place 
a  bust  on  a  pedestal  in  the  corner  of  a  room,  and 
let  there  be  two  tin  tubes,  one  going  from  the 
mouth  and  the  other  from  the  ear  of  the  bust, 
through  the  pedestal  and  floor,  to  an  under  apart- 
ment; there  may  likewise  be  wires  that  go  frdm 
the  under  jaw  and  the  eyes  of  the  bust»  by  which 
they  may  be  easily  moved.  A  person  beuig  placed 
in  the  upder  rooaif  and  at  a  signal  given,  applying 
his  ear  to  one  of  the  tubes,  will  hear  aiiy  question 
that  is  asked  by  another  person  above  who  speaks 
into  the  ear  of  the  bust,  and  immediately  reply; 
the  sound  will  move  through  the  tube,  and  seem 
to  come  &om  the  mouth  6f  the  bust. 

Contrivances  such  as  these  have  been  thought  to 
be  magical,  by  ignorant  persons  who  were  not  in  the 
secreL. 

The  speaking  trumpet  is  an  instrument  for  con- 
veying sounds  to  considerable  distances.  The 
form  has  sometimes  been  directed  to  be  hyperbolic 
or  parabolic,  but  it  is  found  that  a  conical  form 
succeeds  better  than  any  other. 

The  hearing  trumpet  is  in  form  like  the  speaking 
trumpet,  the  vertex  of  the  cone  being  placed  to 
the  ear. 
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LioHT  is  generally  considered  as  a  pecuUsr  ^»ecie« 
of  matter  which  is  emitted  or  sent  off  in  rayt 
innn  certain  bodies,  which  hence  are  called  lu- 
minous bodies. 

light  appears  to  move  with  a  velocity  that  is 
truly  inconceivable.  It  arrives  at  the  earth  from 
the  sun  in  seven  or  aght  minutes^  which  is  at  the 
rate  of  1M,000  miles  in  a  second.  The  light  of'  a 
lamp  is  seen  at  the  distance  of  several  miles  ^>pa- 
renUy  at  the  same  instant  it  is  lightedt  it  being 
impossible  to  measure  so  minute  a  portion  of  time 
I  that  which  it  occupies  in  traversing  t 
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We  can  easily  see,  through  a  small  pm-hole  in  a 
piece  of  paper,  all  the  objects,  such  as  the  sky, 
trees,  houses,  &c  which  we  could  without  the 
paper.  The  light  proceeding  from  these  objects 
must  pass  at  the  same  time  through  the  hole  in  a 
great  variety  of  directions,  before  they  arrive  at 
the  eye :  yet  it  does  not  appear  that  vision  is  dis- 
turbed by  that  means. 

Light,  whether  it  comes  from  the  sun,  a  candle, 
or  any  other  luminous  body,  moves  always  in 
straight  lines  only:  of  this>we  may  be  convinced 
irom  several  simple  observations.  If  a  stick  be 
placed  upright  before  a  lighted  candle,  the  line 
extending  from  the  top  of  the  stick  to  the  end  of 
its  shadow,  will  be  a  prolongation  of  that  from  the 
tcfp  of  the  stick  to  tiie  candle.  It  is  also  impos- 
sible to  see  through  a  crooked  tube. 

When  light  proceeds  in  'every  direction  from  a 
luminous  body,  as  the  rays  from  a  candle,  its  in- 
tensity is  diminished  as  the  square  of  the  distance : 
that  is,  if  you  remove  an  object  to  twice  the  dis- 
tance from  the  luminous  body,  it  will  be  en- 
lightened only  one-fourth  as  much  as  before :  if  to 
three  times  the  distance,  it  will  be  illuminated  only 
one-ninth  as  much,  and  so  on. 

From  certain  circumstances  in  the  texture  of 
bodies  which  cannot  yet  be  explained,  some  permit 
the  rays  of  light  to  pass  freely  through  them :  such 
are  called  transparent:  as  glass,  water,  &c.  while 
others  entirely  obstruct  the  light,  and  are  called 
opaque  bodies :  as  wood,  metal,  &c.  A  transparent 
or  pellucid  body  is  called  also  a  medium^  and  light 
passing  through  them  is  said  to  be  transmitted. 

By  a  ray  of  light  is  meant  the  motion  of  a 
simple  particle. 

A  pencil  of  rays  is  a  number  of  rays  diverging 
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or  spreading  out  from  a  single  point  in  the  luminous 
body. 

Shadcms  are    occasioned  merely  by  the    ob- 
struction of  light  by  an  opaque  body. 


OF  REFRACTION. 

If  the  rays  of  light,  after  passing  through  a 
mediumi  enter  another  of  a  different  density,  in  a 
direction  perpendicular  to  its  surface,  they  proceed 
through  this  medium  in  the  same  direction  as 
before.  Thus,  the  ray  F  C  (Plate  12.  fig.  1.)  pro- 
ceedi  to  if  in  the  same  direction. 

But  if  they  enter  obUquely  to  the  surface  of  a 
medium,  eitiier  denser  or  rarer  than  what  they 
moved  in  before,  they  are  made  to  change  their 
direction  in  passing  through  that  medium. 

If  the  medium  which  they  enter  be  denser, 
they  move  tlirough  it  in  a  direction  nearer  to  the 
perpendicular  drawn  to  its  surface.  Thus,  B  C, 
upon  entering  the  denser  medium  L  G,  instead  of 
proceeding  in  the  same  direction  G  H,  is  bent  into 
the  direction  C  I,  which  makes  a  less  angle  with 
the  perpendicular  C  K. 

On  the  contrary,  when  light  passes  out  of  a 
denser  into  a  rarer  medium,  it  moves  in  a  direction 
farther  from  the  perpendicular.  Thus,  if  I C  were 
a  ray  of  light  which  had  passed  through  the  dense 
medium  L  G,  on  arriving  at  the  rarer  medium,  it 
would  move  in  the  direction  C  B,  which  makes  a 
greater  angle  with  the  perpendicular. 

This  refraction  is  gi'eater  or  less,  that  is,  the  rays 
are  more  or  less  bent  or  turned  aside  from  their 
course,  as  the  second  medium  through  which  they 
pass  is  more  or  less  dense  than  the  first. 
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Thus,  far  instance,  light  is  more  refinurted  in 
passing  from  air  into  glass,  than  £roin  air  into 
water ;  glass  being  denser  than  water. 

To  prove  the  refraction  of  light,  take  an  empty 
basin  into  a  dark  room ;  make  a  small  hole  in  the 
window  shutter,  so  that  a  beam  of  light  may  fall 
upon  the  bottom  at  a  (Fig.  4.),  where  you  may 
make  a  mark.  Then  fill  the  basin  with  water, 
without  moving  it  out  of  its  place,  and  you  will 
see  that  the  ray,  instead  of  falling  upon  a,  will 
fall  at  b. 

If  a  piece  of  looking-glass  be  laid  in  the  bottom 
gf  the  basin,  the  light  will  be  reflected  from  it, 
and  will  be  observed  to  suffer  the  same  refraction 
as  in  coming  in ;  only  in  a  contrary  direction. 

If  the  water  be  made  a  little  muddy,  by  putting 
into  it  a  few  drops  of  milk,  and  if  the  room  be 
fllled  with  4ust,  Uie  rays  will  be  rendered  much 
more  visible. 

The  same  may  be  proved  by  another  experiment. 
Put  a  piece  of  money  into  the  basin  when  empty, 
and  walk  back  till  you  have  just  lost  sight  of  the 
money,  which  will  be  hid  by  the  edge  of  the  basin. 
Then  pour  water  into  the  basin,  and  you  will  sTee 
the  money  distinctly,  though  you  look  at  it  exactly 
from  the  same  spot  as  before. 

If  tlie  i*ays  of  light  fall  upon  a  piece  of  flat 
glass,  as  L  G  (Fig.  l.)>  they  are  refracted  into  a 
direction  nearer  to  the  perpendicular,  as  described 
above,  while  they  pass  through  the  glass;  but  after 
coming  again  into  air,  they  ai*e  refracted  as  much 
in  the  contrary  direction;  so  that  they  move 
exactly  parallel  to  what  they  did  before  entering 
the  glass.  But,  on  account  of  the  thinness  of  tlie 
glass,  this  delation  .-is  generally  overlooked,,  and  it 
is  considered  as  passing  directly  through  the  glass. 
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The  cause  of  this  refraction,  or  altering  of  the 
direction  of  the  rays,  may  be  owing  to  the  superior 
attraction  of  the  denser  medium,  which  acts  only 
at  a  very  small  distance;  on  the  contrary,  when 
light  passes  from  a  denser  to  a  rarer  medium, 
it  is  most  strongly  attracted  by  that  which  it 
leaves. 

It  is  owing  to  the  refraction  of  light  by  the 
atmosphere,  that  we  see  the  sun  and  stars  before 
they  are  actually  above  the  horizon,  and  also  after 
they  are  below  it  Let  A  B  C  (Plate  25.  fig.  7.) 
represent  a  portion  of  the  earth's  surface,  and 
D  £  F  the  atmosphere  surrounding  it,  G  the  place 
of  the  sun,  and  B  E  the  horizon  of  the  point  B. 
A  ray,  G  £,  from  the  sun  while  still  below  the 
horizon,  will  be  refracted  upon  its  coming  into  the 
atmosphere,  so  as  to  arrive  at  the  point  B ;  and, 
therefore,  to  an  eye  placed  at  B,  the  sun  will  ap- 
pear at  H  on  the  horizon.  And  for  the  same 
reason,  the  image  of  the  sun  will  be  seen  afler  he 
is  actually  set.  Astronomers,  in  their  calculations 
of  the  places  of  the  heavenly  bodies,  are  obliged  to 
make  allowances  for  this  refraction. 

When  a  ray  of  light,  C  D  E  F,  (Plate  25.  fig.  8.) 
passes  through  a  piece  of  glass,  the  sides  of  which 
are  parallel,  as  A  B,  it  suffers  two  refractions, 
which  destroy  each,  and  the  ray  moves  on  in  the 
same  direction  as  at  first.  It  is  first  refracted  in  the 
direction  D  F,  and  on  leaving  the  glass  again,  into 
the  direction  E  F,  which  is  parallel  to  C  D. 

If  parallel  rays,  a  b  (Plate  12.  fig.  5.),  fall  upon 
a  plano-convex  lens,  c  d^  they  will  be  so  refracted, 
as  to  unite  in  a  point,  c,  behind  it ;  and  this  point 
is  called  the  principalJbcuSy  or  the  Jbcus  qfparaUel 
rays;  the  distance  of  which  from  the  middle  of 
the  glass  is  called  Xhe  focal  distance ^  which  is  equal 
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to  twice  the  radius  of  the  sphere,  of  which  the 
lens  is  a  portion* 

When  parallel  rays,  as  A  B  (Fig.  6.)  fall  upon  a 
double  convex  lens,  they  will  be  refracted,  so  as  to 
meet  in  a  focus,  whose  distance  is  equal  to  the 
radius,  or  semi-diameter  of  the  sphere  of  the  lens. 

But  if  a  lens  be  more  convex  on  one  side  than 
on  the  other,  the  rule  for  finding  the  focal  distance 
is  this :  as  the  sum  of  the  semi-diameters  of  both 
cpnvexities  is  to  the  semi-diameter  of  either,  so  is 
double  the  semi-diameter  of  the  other  to  the  dis- 
tance of  the  focus;  or,  divide  the  double  product 
of  the  radii  by  their  sums,  and  the  quotient  will  be 
the  distance  sought. 

If  another  glass,  F  G,  of  the  same  convexity  as 
D  £,  be  placed  in  the  rays  at  the  same  distance 
from  the  focus,  it  will  refract  them  so  as  that, 
afler  going  out  of  it,  they  will  be  all  parallel,  as 
b  c;  and  go  on  in  the  same  manner  as  they  came 
to  the  first  glass  D  E,  but  on  the  contrary  sides  of 
the  middle  ray. 

The  rays  diverge  from  any  radiant  point,  as 
from  a  principal  focus;  therefore,  if  a  candle  be 
placed  at  f^  in  the  focus  of  the  convex-glass  F  G, 
the  diverging  rays  in  the  space  F^  G,  will  be  so 
refracted  by  the  glass,  that,  afler  going  out  of  it, 
they  will  become  parallel,  as  shown  in  the  space 
c  b. 

If  the  candle  be  placed  nearer  the  glass  than  its 
focal  distance,  the  rays  will  diverge  afler  passing 
through  the  glass,  more  or  less,  as  the  candle  is 
more  or  less  distant  from  the  focus. 

If  the  candle  be  placed  farther  from  the  glass 
than  its  focal  distance,  the  rays  will  converge  afler 
passing  through  the  glass,  and  meet  in  a  point, 
which  will  be  more  or  less  distant  from  the  glass. 
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as  the  candle  is  nearer  to,  or  farther  from,  its 
focus ;  and  where  tiie  rays  meet,  they  will  form  an 
inverted  image  of  the  flame  of  the  candle ;  which 
may  be  seen  on  a  paper  placed  in  the  meeting  of 
the  rays. 

Hence,  if  any  object,  ABC  (Fig.  7.)  be  placed 
beyond  the  focus  F  of  the  convex  glass,  d  e  f^ 
some  of  the  rays  which  flow  from  every  point  of 
the  object,  on  the  side  next  the  glass,  will  fall 
upon  it,  and  after  passing  through  it,  they  will  be 
converged  into  as  many  points  on  the  opposite  side 
of  the  glass,  where  the  image  of  every  point  will 
be  formed,  and  consequently  the  image  of  the 
whole  object,  which  will  be  inverted.  Thus,  the 
fajrs  A  d,  A  e,  Af^  flowing  from  the  point  A,  will 
converge  in  the  space  d  a  fy  and  by  meeting  at  a, 
will  there  form  the  image  of  the  point  A.  The 
rays  B  c^  B  ^,  B  ^  flowing  from  the  point  B,  will 
be  united  at  ^,  by  the  refraction  of  the  glass,  and 
will  there  form  the  image  of  the  point  B.  And 
the  rays  C  rf,  C  e,  C  ^  flowing  from  the  point  C, 
will  be  united  at  c,  where  they  will  form  the  image 
of  the  point  C.  And  so  of  all  the  intermediate 
points  between  A  and  C. 

If  the  object  A  B  C  be  brought  nearer  to  the 
glass,  the  picture  a  b  c  will  be  removed  to  a  greater 
distance ;  for  then,  more  rays  flowing  from  every 
single  point,  will  fall  more  diverging  upon  the 
glass;  and  therefore  cannot  be  so  soon  collected 
into  the  corresponding  points  behind  it.  Conse- 
quently, if  the  distance  of  the  object  ABC  (Fig.  8.) 
be  equal  to  the  distance  e  B  of  the  focus  of  the 
glass,  the  rays  of  each  pencil  will  be  so  refracted 
by  passing  through  the  glass,  that  they  will  go  out 
of  it  parallel  to  each  other :  as  (/  I,  e  H,  fh^  from 
the  point  C;  d  G,  e  K,  fD^  from  the  point  B; 
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and  d  K,  ^  E,  / L^  from  the  point  A;  amd  there- 
fore there  will  be  no  picture  formed  behind  the 
glass. 

If  the  focal  distance  of  the  glass,  and  the  dis- 
tance of  the  object  from  the  glass,  be  known,  the 
distance  of  the  picture  from  the  glass  may  be 
found  by  thjg  rule ;  viz.  multiply  the  distance  of 
the  focus  by  the  distance  of  the  object,  and  divide 
the  product  by  their  difference ;  the  quotient  will 
be  the  distance  of  the  picture. 

The  picture  will  be  as  much  larger,  or  less  than 
the  object,  as  its  distance  from  the  glass  is  greater 
or  less  than  the  distance  of  the  object ;  for  as  B  ^ 
is  to  e  6,  so  is  A  C  to  c a;  so  that  if  A  B  C  be  the 
object,  cba  will  be  the  picture  ;  or  if  c 6 a  be  the 
object,  ABC  will  be  the  picture. 

If  rays  converge  before  they  enter  a  convex  lens, 
they  are  collected  at  a  point  nearer  to  the  lens  than 
the  focus  of  parallel  rays.  If  they  diverge  before 
they  enter  the  lens,  they  are  then  collected  in  a 
point  beyond  the  focus  of  parallel  rays ;  unless 
they  proceed  from  a  point  on  the  other  side  at  the 
same  distance  with  the  focus  of  parallel  rays ;  in 
which  case  they  are  rendered  parallel. 

If  they  proceed  from  a  point  nearer  than  that, 
they  diverge  afterwards,  but  in  a  less  degree  than 
before  they  entered  the  lens. 

When  parallel  rays,  as  abode  (Plate  13.  fig.  1.), 
pass  through  a  concave  lens,  as  A  B,  they  will  di- 
verge afler  passing  through  the  glass,  as  if  they 
had  come  from  a  radiant  point  C,  in  the  centre  of 
the  convexity  of  the  glass ;  which  point  is  called 
virtual  or  imaginary  focus. 

Thus,  the  ray  a,  afler  passing  through  the  glass 
A  B,  will  go  on  in  the  direction  k  /,  as  if  it  had 
proceeded  from  the  point  C,  and  no  glass  been  in 
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the  way.  Tlie  ray  h  will  go  on  in  the  cUrection 
tun;  the  ray  cva  the  direc^on  op,  &c.  The  ray 
C  that  ftlls  directly  upon  the  middle  of  the  glan, 
suffers  no  refraction  in  passing  through  it;  but 
goes  on  in  the  same  rectilinear  direction,  as  if  no 
glass  had  been  in  the  way. 

If  the  glass  had  been  concave  only  on  one  ud^ 
and  the  other  side  quite  flat,  the  rays  would  have 
diverged  after  passing  throu^  it,  as  if  they  had 
come  &om  a  radiant  point  at  double  the  distance 
of  C  from  the  glass;  that  is,  as  if  the  radiant  point 
had  been  at  the  distance  c^  a  whole  diameter  of  the 
glass's  convexity. 

If  rays  come  more  converging  to  such  a  glass, 
'than  puallel  rays  diverge  after  passing  through  it, 
they  will  continue  to  converge  after  passing 
through  it;  but  will  not  meet  bo  soon  as  if  no 
glass  had  been  in  the  way ;  and  will  incline  to- 
wards the  same  side  to  which  they  would  have 
diverged,  if  they  had  come  parallel  to  the  glass. 

Since  all  tlie  rays  of  the  sun  which  pass  through 
a  convex  glass  are  collected  together  in  its  focus. 
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tenth  of  an  inch  broad.  The  surface  of  this  little 
circle  is  1600  times  less  than  the  surface  of  the 
lens,  and  consequently,  the  sun's  rays  must  be  ten 
times  denser  within  that  circle;  it  is  not,  therefore, 
surprising,  that  it  bums  with  a  degree  of  ardour 
and  violence  exceeding  any  culinary  fire. 

The  most  considen^Ie  of  these  glasses  are  those 
which  were  made  by  M.  Tschimhausen  and  Mr. 
Parker.  The  diameter  of  that  of  Tschimhausen 
was  three  feet,  the  focus  was  formed  at  twelve 
feet,  and  its  diameter  one  inch  and  a  hal^  and 
weighed  l60  pounds.  To  render  the  focus  more 
vivid,  it  was  collected  a  second  time  by  a  lens 
placed  parallel  to  the  first,  and  so  situated,  that  the 
diameter  of  the  cone  of  rays  formed  by  the  first 
lens  was  exacdy  equal  to  the  diameter  of  the 
second  lens,  so  that  it  received  all  the  rays ;  the 
focus  was  contracted  to  eight  lines,  and  its  fierce 
was  increased  proportionally. 

The  lens  made  by  Mr.  Parker  was  formed  of 
fiint-glass  three  feet  diameter,  and  when  fixed  in 
its  frame,  exposed  a  clear  surface  of  two  feet  eight 
inches  and  a  half  in  diameter;  weight,  212  pounds; 
focal  length,  six  feet  eight  inches ;  diameter  of  the 
focus,  one  inch.  A  second  lens  was  used,  which 
reduced  the  focus  to  half  an  inch. 

Some  of  the  principal  effects  produced  by  these 
glasses  were  as  follows : 

1.  Every  kind  of  wood  took  fire  in  an  instant, 
whether  hard  or  green,  or  soaked  in  water. 

2.  Iron  plates  grew  hot  in  a  moment,  and  then 
melted. 

3.  Tiles,  slates,  and  all  manner  of  earth,  became 
red,  and  vitrified. 

4.  Sulphur,  pitch,  and  all  resinous  bodies,  melted 
under  water. 
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5.  Fir-vood  exposed  to  the  focus  under  water 
did  not  seem  changed,  but  when  broken,  the  in- 
side was  burnt  to  coal. 

6.  If  a  cavity  was  made  in  a  piece  of  charcoal, 
and  the  substances  to  be  acted  on  were  put  in  it. 
the  effect  of  tlie  lens  was  much  increased. 

7>  Any  metal  thus  enclosed  in  the  cavity  of  a 
piece  of  charcoal  melted  instantly,  the  fire  spark- 
ling like  that  of  a  forge. 

3.  Tlie  ashes  of  wood,  paper,  linen,  and  all  vc- 
gctable  substances  were  turned  into  a  transparent 
glass. 

9.  The  substances  most  difficult  to  be  wrought 
on  were  those  of  a  white  colour. 

10.  All  metals  vitrified  on  a  China  plate,  when 
it  was  so  thick  as  not  to  melt,  and  the  heat  was 
gradually  communicated. 

11.  When  copper  was  thus  melted,  and  thrown 
quickly  in  cold  water,  it  produced  so  violent  a 
^ock,  as  broke  the  strongest  earthen  vessels,  and 
the  copper  was  entirely  disstpated. 

Though  the  heat  o£  die  focua  wai  so  intense  as 
to  melt  gold  in  a  fbw  aecoods,  yet  there  was  no 
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be  cracked,  nor  Mny  ways  affected ;  nor  will  the 
water  be  in  the  l^ast  degree  warmed.  If  the  Wood 
be  taken  out,  and  the  rays  thrown  on  the  water, 
no  continuance  of  collected  rays  in  this  way  will 
either  heat  the  Water  or  crack  the  glass  ;  bat  if  a 
piece  of  metal  be  ptt  into  the  water,  it  soon  be-* 
comes  too  hot  to  be  touched,  and  communicating 
its  h^»t  to  the  water,  makes  it  not  only  warm,  but 
sometimes  causes  it  to  boih 

Though  water  alone  be  not  affected,  yet,  if  a 
little  ink  is  thrown  into  it,  the  water  will  soon  be 
heated. 


To  find  the  focal  Distafice  of  Lenses  by  Experiment. 

1.  When  the  focal  length  of  the  tens  does  not 
exceed  two  or  three  feet,  it  may  be  found  by  hold, 
ing  the  lend  at  such  a  distance  from  the  wainscot, 
opposite  a  window-sash,  that  th6  image  of  the  sash 
may  be  distinct  upon  the  wainscot ;  and  this  dis- 
tance may  bie  considered  as  the  focal  length  of  the 
lens ;  but  if  the  fbcal  length  is  long,  you  must 
compute  the  focus  by  the  subsequent  rule. 

Measure  the  distance  between  the  lens  and  the 
object,  and  also  from  the  image:  multiply  these 
distances  together,  and  divide  the  product  by  ihtit 
sum ;  the  quotient  will  give  the  focal  distance ; 
OT,  the  square  6{  the  distance  of  the  observed  focus, 
divided  by  the  distance  of  the  object  from  th6 
image,  ^1  give  the  exce^  of  the  observed  focus 
beyond  the  trxie  fbtal  distance. 

2.  To  find  the  fbcus  by  mlaking  a  candle  the 
object. 

To  do  thi^  move  the  lens  on  th6  candle,  and 
the  paptt"  for  receiving  its  image,  so  th«t  nfrh^n 
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the  image  is  most  distant  the  lens  may  be  exactly 
between  the  other  two ;  tlien  halve  the  distance 
between  the  object  or  its  image,  and  the  lens  is  the 
focal  distance. 

S.  If  a  small  hole,  about  one-fourtht  or  one- 
eighth  of  an  inch,  be  made  in  the  window-shutter 
of  a  darkened  room,  and  a  lens  and  piece  of  pq>er 
be  held  behind  this  hole,  at  proper  distances,  the 
place  where  the  image  of  the  hole  is  most  distinct 
may  be  determined  veiy  exactly,  and  from  them 
'  the  focal  length  may  be  found  by  the  foregoing 
rule. 

4.  By  the  sun's  image.  Place  the  lens,  m  that 
its  axis  may  point  as  near  as  possible  to  the  sun ; 
then  holding  a  paper  opposite  thereto,  the  burning 
point,  or  where  the  image  of  the  sun  is  smallest, 
and  the  limb  most  distinct,  is  the  focus.  This 
method  is  sufficiently  accurate  tor  spectacle-glasses 
and  reading-masses,  and  such  as  are  broad  in  pro- 
pwtioD  to  their  focal  length ;  but  will  not  answer 
for  lenses  of  a  long  focus,  unless  they  are  suffi. 
ciently  kmg  to  exhibit  tlie  solar  spots ;  because  in 
these  cases,  the  image  is  only  »  glare  of  li>tlit,  with- 
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glass,  when  the  circles  unite  being  measured,  gives 
the  focal  distance. 

To  find  the  focal  length  of  a  concave  lens : 
Let  the  lens  be  covered  with  paper,  having  two 
small  circular  holes :  and  on  the  paper  for  receiv- 
ing the  light,  describe  also  two  small  circles,  but 
with  the  centres  at  twice  the  distance  from  each 
other  of  the  centres  of  the  circles.  Then  move 
the  paper  forwards  and  backwards,  till  the  middle 
of  the  sun's  light,  coming  through  the  holes,  falls 
exactly  on  the  middle  of  the  circles :  that  distance 
of  the  paper  frcmi  the  lens  will  be  the  focal  length 
required. 

To  find  the  focus  of  a  plano-convex,  and  a  plano- 
concave lens : 

By  similar  experiments  you  will  find,  1.  That 
the  focus  of  a  plano-convex,  or  of  a  plano-concave 
glass,  is  equal  to  a  diameter  of  its  convex  or  con- 
cave surface,  that  is,  of  the  whole  sphere  it  be- 
longs to.  2.  That  the  focal  distance  of  a  double  con- 
vex, or  double  concave  glass  of  equal  convexities  or 
.  concavities,  is  equal  to  a  semi-diameter  of  either  of 
its  surfaces  ;  and,  consequently,  that  the  focal  dis- 
tance of  a  glass,  of  unequal  convexities  or  conca- 
vities, will  have  an  intermediate  length  between  a 
diameter  and  a  semi-diameter,  of  that  surface  which 
is  most  convex  or  concave. 

To  measure  the  focal  distance  of  a  globe  of 
water,  and  of  glass : 

*  Take  a  hollow  globe  of  glass,  or,  instead  of  it, 
a  thin  round  flask,  or  decanter,  and  making  a  round 
hole,  about  an  inch  diameter,  in  a  piece^  of  brown 
paper,  paste  it  on  one  side  of  the  body  of  the  de- 
canter ;  and  having  filled  it  with  water,  hold  the 
covered  side  to  the  sun,  that  the  perpendicular 
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rays  inay  pass  through  the  middle  of  the  water, 
and  the  emergent  rays  will  be  collected  to  a  focus, 
whose  nearest  distance  from  tlie  decanter  will  be 
equd  to  the  semi-diameter  of  the  body  of  it,  as 
will  appear  by  receiving  the  rays  upon  a  paper  held 
at  that  distance.  That  this  effect  is  owing  to  the 
water,  and  not  to  the  glass,  will  be  evident  by 
emptying  the  decanter ;  for  the  light  that  then 
passes  through  tlie  hole,  will  be  as  broad  as  the 
hole  itself,  at  all  the  distances  of  the  paper  from 
the  decanter. 

If  a  similar  experiment  be  tried  with  a  solid 
globe  or  ball  of  glass,  the  distance  of  the  focus 
from  the  nearest  part  of  the  ball  will  be  on*.- 
quarter  of  its  diameter. 

Tti  find  the  vertex  or  centre  of  a  lens : 

Hold  the  lens  at  a  proper  distance  from  the  eye, 
and  observe  tbe  two  reflected  images  of  a  candle 
made  by  the  two  surfaces.  Move  the  lens  till 
these  images  coincide,  and  that  point  is  the  vertex ; 
and  if  this  be  in  the  middle  o(  its  surface,  tlte  glass 
is  truly  centered. 

M'liatiiver  be  the  shape  and   magnitude  of  the 


OPTICS.  •     a47 

Of  the  different  R^rangibilitjf  qf  the  Rays  qf: 

Ught. 

Hitherto,  in  tre^rfdng  o{  the  refructipn  of  light, 
we  supposed  that  all  th^  particles  of  light,  in  pass- 
ing out  of  one  nmliiim  into  another  of  different 
density,  are  equally  refracted.  This  was  the  opi- 
nion of  philosophers  before  the  time  of  Sir  Isaac 
Newton  \  but  tliat  indefatigable  investigator  discp- 
vered  that  light  is  not  a  simple  homogeneous  body, 
but  is  compounded  of  different  species ;  and  that 
each  species  is  disposed  both  tp  sufier  a  different 
degree  of  refrangibility,  in  passing  out  of  one  me- 
dium into  another,  and  to  excite  in  our  mind  the 
idea  of  a  differ^Qt  colour  from  the  rest ;  and  that 
bodies  appear  of  that  colour  which  they  are  most 
disposed  to  refliect. 

To  show  this,  let  a  room  be  darkenedi  and  let  a 
beam  of  light,  B,  (Plate  26.  %•  1.)  be  permitted  to 
shine  into  it  through  a  small  hole  in  the  window- 
shutter,  and  be  made  to  fall  upon  a  glass  prism,  A ; 
then  will  the  sun^s  rays,  in  passing  through  it, 
suffer  diflferent  degrees  of  refraction,  and  by  that 
means  be  parted  into  different  rays,  which  being 
received  upon  a  sheet  of  white  paper  will  exhibit 
the  following  colours ;  viz.  rcd^  orange^  j/elloWf 
green^  blue,  indigo,  and  violet;  and  if  the  whole 
spectrum,  or  image,  C  D,  be  divided  into  3G0  equal 
parts,  the  red  will  occupy  45  of  them,  the  orange 
27,  the  yellow  48,  the  green  60,  the  blue  60,  the 
indigo  40,  and  the  violet  80. 

As  a  ray  of  the  sun  may  be  separated  into  these 
seven  primitive  colours,  so,  by  their  mixture  again, 
may  white  be  produced. 
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For  if  the  rays,  after  bfing  neparated  in  this 
manner  by  the  prism,  are  made  to  fall  upon  a  con- 
vex lens  G,  Fig.  2.,  they  will  converge  at  H,  form- 
ing a  spot  of  white  light  as  at  first.  Ttie  same  may 
also  be  shown  by  fixing  pieces  of  cloth  of  all  the 
seven  colours,  on  the  rim  of  a  wheel,  and  whiriing 
it  round  with  great  velocity ;  they  will  appear  white. 
White,  therefore,  is  the  mixture  of  all  the  colours, 
as  black  is  the  want  or  deprivation  of  colour. 

Though  seven  different  Colours  are  dLstinguish- 
able  in  the  prismatic  spectrum,  yet  all  these,  as 
well  as  all  other  broken  colours,  can  be  comiM>sed 
by  mixing  together  pigments  of  three  colours  only, 
viz.  j-ed,  blue,  and  ycUim  ;  and,  perhaps,  in  nature, 
there  may  be  only  tho«e  three,  although  as  yet  no 
experiments  have  been  able  to  reduce  the  spectrum 
to  three  only :  the  orange  being  produced  by  the 
mixture  of  red  and  yellow ;  green,  by  mixing  blue 
and  yellow;  and  violet,  or  purple,  from  blue  and 
red. 

The  instance  of  the  separation  of  the  primary 
colours  of  light  which  seems  most  remarkable,  is 
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This  appearance  is  also  seen  by  moon  light, 
though  seldom  vivid  enough  to  render  the  colours 
very  distinguishable }  and  the  artificial  rainbow  may 
be  produced  even  by  candle-light,  on  the' water 
which  is  ejected  by  a  small  fountain,  or  jet  d^eau. 
All  these  are  of  the  same  nature,  and  dependent  on 
the  same^  causes,  viz.  the  various  refrangibility  of 
the  rays  of  light. 

The  colours  observable  on  soap-bubbles,  and  the 
halos  which  sometimes  surround  the  moon,  are  also 
referable  to  the  same  origin. 

This  unequal  refraction  of  the  rays  of  light 
proves  a  great  inconvenience  in  the  construction 
of  single  lenses,  as  the  images  formed  by  them 
have  always  coloured  rays  round  them,  owing  to  the 
separation  of  the  coloured  rays  at  the  extremities  of 
the  lens.  This  has  given  rise  to  a  very  ingenious 
construction  of  a  lens,  compounded  of  three  others 
fitted  together,  and  made  of  glass  having  diiSerent 
degrees  oi  refinbgibility,  so  that  thtf  refractive 
power  oi  one  Iw  shall  correct  that  of  the  other, 
and  thus  produiSan  image  free  from  the  colours 
occasioned  by^jCommon  lenses;  these  compound 
lenses  are  called  achromatic  glasses,  and  are  usually 
composed  of  two  concave  lenses  of  crown-glass, 
with  a  concave  lens  of  flint-glass  between  them. 
These  were  invented  by  DoUond,  and  are  now 
used  in  all  the  best  telescopes. 


'••*• 


Description  (^the  Eye^  and  tfie  Nature  of  Vision. 

In  order  td*  understand  the  science  of  vision,  it 
is  necessary,  first,  to  describe  the  organ  of  sight. 

The  eye  is  placed  in  a  bony  cavity  called  the 
orbit,  which  is  lined  with  fat,  to  form  a  soft  bed 


for  it  to  reit  upon,  and  £icilitate  its  various  nunc- 
menti. 

"Die  ejFB'brDWB  defend  the  eye  from  the  light 
vhen  it  is  too  strong,  and  prevent  their  being  in- 
C(Hanaod«d  by  any  lubitances  thai  might  slide 
down  the  forehead,  and  thence  tall  into  the  eyes. 

The  eye-lids,  like  two  substantial  curtains,  pro- 
tect and  cover  the  eyes  when  we  are  asleep;  when 
we  are  awake,  they  diflluse  by  their  motion,  and  by 
peculiar  secreting  organs,  a  fluid  over  the  eye, 
which  cleans  and  polishes  it,  and  thus  rentiers  it 
itter  for  transmitting  the  rays  of  light. 

That  the  eye-lids  may  shut  with  greater  exact- 
aeie,  and  not  fall  into  wrinkles  when  they  are  ele- 
vated or  depressed,  each  edge  is  stiffened  by  a 
eartilagtoouB  arch.  The  eye-lades,  like  two  palli- 
sadea  of  short  hair,  proceed  from  these  cartilagi- 
BOUB  cdgea,  warning  the  eye  of  danger,  protecting 
it  from  Btra^Uog  motes,  and  warding  off  the  wan- 
daring  fly. 

The  eye  itsdf  is  of  a  globular  form,  but  more 
protuberant  on  the  fore-iiart  than4)ehind. 
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convex  Uuui  the  rest :  t\m  i»  c«Ued  the  cornea^ 
as  CD. 

Immediately  adherent  to  tlie  sclerotica  within^ 
is  the  cliom^h  vhidi  is  a  soft  and  tender  coat, 
)(^n9posed  of  ji  Qiiilt}itu4e  of  vessels.  This  meni^ 
braue  is  inw4}y  pf  a  n^s^et-brpwn  colp^r^  ahnosl; 
hUck.  LiM^  th$  s4;)tBi»tica»  it  is  distwguished  into 
two  partjS}  the  fpi^-pa^t  hieing  fr^ed  the  iris^  while 
th^  hinder-part  retains  the  name  of  choroides» 
The  fore-part  cpmmeaces  at  th^  placfs  where  the 
cornea  begins :  it  here  attaches  itself  i^pre  strongly 
to  the  spl/eroti^  by  a  ceUi4w  sqbstancp,  forming  a 
)cj|Hi  pf  white  narrow  drcular  riipy  called  the  ciUary 
circle^  The  f^oroides  separates  at  this  place  from 
the  sclisrotipa,  changing  its  direction,  turnipgi  or 
rather  fol4ipg  directly  inwards  t^pwar^s  the  axis  of 
the  eye»  cutting  the  eye,  as  it  were,  traniiversely. 
This  pfurt,  called  thp  iris,  is  composed  pf  two  Iqnds 
aS  muscular  fibres }  the  oqe  sort  tepding,  like  radii, 
towards  the  centre  of  the  circle,  and  the  other 
fpnpfng  a  number  of  concentric  circles  round  the 
same  centre,  fbe  ceqtral  part  of  the  iris  is  per- 
forated, an4  the  orifice,  which  is  called  the  pupil^ 
is  varied  in  magnitude  by  the  action  pf  the  two  sets 
of  fibres  composing  the  iris.  When  a  very  lumi** 
npus  object  is  viewed,  the  circular  fibres  contract, 
and  diniipish  the  orifice ;  and,  on  the  other  hand, 
when  the  objects  are  dark  and  obscure,  the  radial 
fibres  oi  the  iris  contract,  and  enlarge  the  pupil  sp 
as  to  admit  a  greater  quantity  of  light  The  iris  is 
diffisrently  coloured  in  dififerent  persons :  in  some  it 
is  blue,  in  others  brown,  or  of  a  hazel  colour. 

The  whole  pf  the  choroides  is  opaque,  by  which 
means  no  light  is  allowed  to  enter  into  the  eye,  but 
what  passes  through  the  pupil.  To  render  this 
opacity  more  perfect,  and  the  chamber  of  the  eye 
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still  darker,  the  posterior  surface  of  this  membrane 
is  covered  all  over  with  a  black  mucus,  called  the 
pigmentum  nigrum. 

From  the  part  of  the  choroides,  called  the  ciliaiy 
circle,  arise  a  set  of  radial  fibres,  turning  inwards 
towards  the  centre  of  the  eye,  and  filled  up  be- 
tween with  a  black  mucus,  giving  it  the  appearance 
of  a  membrane,  as  C  ^  D  6.  This  serves  to  sup- 
port the  crystalline  humour,  to  be  described  after- 
wards ;  and  is  called  the  ttgamentum  ciUare,  or 
ciliary  ligament. 

The  third  and  last  membrane  of  the  eye  is  called 
the  rethuk  This  is  a  fine  and  delicate  membrane, 
being  an  expansion  of  the  medullary  part  of  the 
optic  nerve.  It  is  spread  like  a  net  aU  over  the 
concave  surface  of  the  choroides,  and  terminates 
at  the  ciliary  ligament.  It  serves  to  receive  the 
images  of  objects  produced  by  the  refraction  of 
the  different  humours  of  the  eye,  and  painted,  as 
it  were,  upon  its  surface.  It  is  itself  transparent, 
but  appears  black,  by  reason  of  the  pigmentum 
nigrum  spread  underneath  it.  From  the  hinder 
part  of  the  eye  (but  not  from  the  central  part), 
proceeds  the  optic  nerve  A,  which  conveys  to  the 
brain  the  sensation  produced  upon  the  retina. 

The  coats  of  the  eye  which  invest  and  support 
each  other  after  the  manner  of  the'  concentric  coats 
of  an  onion,  or  other  bulbous  root,  inclose  three 
transparent  bodies,  called  the  aqueouSy  crystalline^ 
and  vitreous  humours. 

The  aqueous  humour  is  the  most  fluid,  being 
thin  and  clear  like  water :  it  fills  up  the  space  be- 
tween the  cornea  and  ciliary  ligament,  being  di- 
vided into  two  portions  by  the  iris,  which  swims  in 
it.  '  These  are  called  the  anterior  and  posterior 
portions  of  the  aqueous  luimour. 
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The  second  huAiour  of  the  eye  is  the  ciystaUme, 
which  is  as  transparent  as  the  purest  crystal ;  but 
in  consistence  like  a  hard  jelly,  growing  somewhat 
softer  from  the  middle  towards  the  edges.  Its  form 
is  that  of  a  double  convex  lens,  but  more  convex 
on  the  interior  than  on  the  exterior  surface.  This 
humour  is  contained  in  a  very  strong  and  trans- 
parent membrane,  caUed  the  arachnoides^  and  is 
suspended  behind  the  aqueous  humour  by  the  liga- 
mentum  dliare. 

The  vitreous  is  the  third  humour  of  the  eye :  it 
receives  its  name,  like  the  others,  from  its  appear- 
ance, which  is  like  melted  glass.  It  is  not  so  hard 
as  the  crystalline,  nor  so  liquid  as  the  aqueous 
humour.  It  fills  all  the  interior  chamber  of  the 
eye,  behind  the  crystalline  humour. 

As  every  point  of  an  object,  ABC,  (Plate  13. 
fig.  6.)  sends  out  rays  in  all  directions,  some  rays 
from  every  point  on  the  side  next  the  eye  will  fall 
upon  the  cornea,  between  £  and  F;  and  by  passing 
on  through  the  humours  and  pupil  of  the  eye,  they 
will  be  converged  to  as  many  points  on  the  retina, 
or  bottom  of  the  eye,  and  will  thereon  form  a  dis- 
tinct inverted  picture,  c  A  a,  of  the  object.  Thus 
the  pencil  of  rays,  q  r  s^  that  flows  from  the  point 
A  of  the  object,  will  be  converged  to  the  point  a 
on  the  retina;  those  from  the  point  B  will  be  con- 
verged to  the  point  b;  those  from  the  point  C 
will  be  converged  to  the  point  c ;  and  so  of  all  the 
intermediate  points,  by  which  means  the  whole 
image  a  b  c  is  formed,  and  the  object  made 
visible;  although  it  must  be  owned,  that  the 
method  by  which  this  sensation  is  carried  from 
the  eye  by  the  optic  nerve  to  the  common 
sensorium  in  the  brain,  is  above  the  reach  of  our 
conception. 


Bnt  that  virion  is  efiected  in  this  manner  maj  be 
demoiutrated  expcrimrtitaMj.  Take  a  bullock'i 
eye  while  it  ia  fresh,  and  having  cut  olf  the  three 
coats  from  the  back  part,  quite  to  the  vitreous 
humour,  put  a  {uece  of  white  paper  over  that  part 
and  hcAA  the  eye  towards  any  bright  object,  and 
you  win  see  an  inverted  picture  of  the  object  upon 
tlie  paper. 

Since  the  image  is  inverted,  many  have  won- 
dered why  the  object  iq>pean  upright  But  we  are 
to  consider,  I.  That  inverted  is  only  a  relative 
term;  and,  S.  That  there  is  a  very  great  difference 
between  the  real  object  and  the  means  or  image 
by  which  we  perceive  it  When  all  tlie  parts  of  a 
distant  prospect  are  painted  upon  the  retina,  they 
are  all  right  with  respect  to  one  another,  as  well  as 
the  parts  of  the  project  itself;  and  we  can  only 
judge  of  an  object's  being  inverted,  when  it  is 
turned  reverse  to  its  natural  position,  with  respect 
to  other  objects  which  we  see  and  compare  it  with. 
If  we  lay  hotd  of  an  upri^t  stick  in  the  dark,  we 
can  tell  which  is  the  upper  or  lower  part  of  it,  by 
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and  are  reciprocally  as  the  distances  of  tfai  same 
object  viewed  in  diiSerent  places* 

The  eye  is  in  reality  no  more  than  a  camera  ob« 
sciira ;  for  the  rays  of  light  flowing  from  all  the 
points  of  an  object,  through  the  pupil  of  the  eye» 
do  by  the  refraction  of  its  humours,  paint  the 
image  of  it  in  the  bottom  of  the  eye:  just  so  it  is 
in  the  camera  obscura,  where  all  the  rays  refracted 
by  a  lens  in  the  window-shutter,  or  passing  through 
a  small  hole  in  it,  paint  the  image  on  the  opposite 
wall. 

The  eye  can  only  see  a  very  small  part  of  an 
object  distinctly  at  once.  For  the  collateral  parti 
of  an  object  are  not  represented  distinctly  in  the 
eye,  and  therefore  the  eye  is  forced  to  torn  itself 
successively  to  the  several  parts  of  the  object  it 
wants  to  view,  that  they  may  fall  near  the  axis  of 
the  eye,  where  alone  distinct  viuon  is  performed. 

When  any  point  of  an  object  is  seen  distinctly 
with  both  eyes,  the  axes  of  both  eyes  are  directed 
to  that  point,  and  meet  there;  and  then  the  object 
appears  single,  though  looked  at  with  both  eyes; 
for  the  optic  nerves  are  so  framed,  that  tlie  cor- 
respondent parts  in  both  eyes  lead  to  the  same 
place  in  the  brain,  and  give  but  one  sensation ;  and 
the  image  will  be  twice  as  bright  with  both  eyes  as 
with  one.  But  if  the  axes  of  both  eyes  be  not  di- 
rected to  the  object,  that  object  will  appear  double, 
as  the  pictures  in  the  two  eyes  do  not  fall  upon 
correspondent  or  similar  parts  of  the  retina. 

The  best  eye  can  hardly  distinguish  any  object 
that  subtends  at  the  eye  an  angle  less  than  half  a 
minute ;  and  very  few  can  distinguish  it  when  it 
subtends  a  minute. 

Though  men  may  see  distinctly  at  different  dis- 
tances,  by  altering  the  position  and  figure  of  the 
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oystalline  humour,  yet  they  can  only  sec  distinctly 
within  certain  limits}  and  nearer  than  that,  objects 
appear  confused.  But  these  limits  are  not  the 
same  in  different  people.  A  good  eye  can  see  dis- 
tinctly when  the  rays  fall  parallel  upon  it;  and 
then  the  principal  focus  is  at  the  bottom  of  the 
eye. 

A  man  can  judge  of  a  small  distance  with  a 
ungle  eye,  by,  frequently  observing  how  much 
variation  is  made  in  the  eye  to  make  the  object 
distinct;  and  from  this  a  habit  of  judging  is  ac- 
quired.  But  this  cannot  be  done  at  great  distanct-s, 
because,  though  the  distance  be  varied,  the  change 
in  the  eye  becomes  then  insensible. 

But  one  can  judge  of  greater  distances  with 
both  eyes,  than  wiUi  one.  For  Uic  eyes  being 
at  a  distance  from  one  another,  as  long  as 
that  distance  has  a  sensible  proportion  to  the  dis- 
tance of  the  object,  one  gets  a  habit  of  judging,  by 
the  position  of  the  axes  of  the  eyes,  which  are 
always  directed  to  that  point.  For  diflcrent  tlis- 
tances  require  different  positions  of  the  axis  which 
depend  on  the  motions  of  the  eyes,  which  we  feel. 
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right  eye,)  the  object  will  disappear,  and  seem  to 
be  lost;  and  moving  it  still  farther,  it  will  i^pear 
again.  Now  this  place  is  not  at  the  bottom  of  the 
eye,  but  nearer  the  nose  in  both  of  them ;  so  that 
no  rays,  either  parallel  or  diverging,  that  come 
from  any  object,  can  &11  u^n  that  place  in  both 
the  eyes;  and  any  object  we  direct  the  eyes  to, 
will  always  be  visible,  at  least  to  one  eye.  But 
the  same  bright  object  may  be  made  to  disappear 
to  both  eyes,  by  directing  the  axis  of  both  eyes  to 
a  point  a  little  beyond  the  nose,  to  be  found  by 
trials. 

Dimness  of  sight  generally  attends  old  people; 
and  this  may  arise  from  two  causes:  1.  by  the  eyes 
growing  fla^  and  not  uniting  the  rays  at  the  retina, 
which  causes  indistinctness  of  vision ;  or  2.  by  the 
opacity  of  the  humours  of  the  eye,  which  in  time 
lose  their  transparency  in  some  d^ee;  from 
whence  it  follows,  that  a  great  deal  of  the  light 
that  enters  the  eye  is  stopped  and  lost ;  and  every 
object  appears  faint  and  dim. 

As  the  rays  of  light  flowing  from  an  object,  and 
painting  its  image  upon  the  retina,  are  the  imme* 
diate  causes  of  seeing;  so  where  there  is  no  light, 
there  can  be  no  vision :  consequently,  without  light, 
the  eye  becomes  a  machine  utterly  useless. 

OF  SPECTACLES. 

We  explained  before,  that  if  objects  are  seen 
through  a  perfectly  flat  glass,  the  rays  of  light  pass 
through  it,  and  from  them  to  the  eye,  in  a  straight 
direction,  and  parallel  to  each  other;  and,  conse- 
quently, the  objects  appear  very  little  either  dimi- 
nished or  enlarged,  or  nearer,  or  farther  off,  than 
to  the  naked  eye;  ];)ut  if  the  glass  they  are  seen 
through  have  any  degree  of  convexity,  the  rays  of 
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light  are  diiectcd  from  the  circamference  ttminb 
the  centret  in  an  an^e  proportional  to  the  ohi- 
vezi^  of  the  glass,  and  meet  in  a  point,  at  a 
greater  or  leaser  distance  from  the  glass,  as  it  is 
more  or  leas  convex.  This  point,  where  the  rays 
meet,  is  called  the  focus;  and  this  focus  is  nearer 
or  farther  oCC  according  to  the  convexity  of  the 
glass;  for  as  a  little  convexity  throws  it  to  a  con- 
udcrable  distance,  so  when  the  convexity  is  much, 
the  focus  is  very  near.  Its  magnifying  power  is 
also  in  the  same  proportion  to  the  convexity;  for 
as  a  flat  glass  scarcely  magnifies  at  all,  the  l(.>;»  a 
l^ass^  departs  from  flatness,  the  less  of  course  it 
ni^finifies ;  and  the  man  it  approaches  towards  a 
globular  figure,  the  nearer  its  focus  is,  and  the 
more  its  magnifying  power. 

People's  diflerent  length  of  right  depends  on  the 
iune  pri.iiciple,  and  arises  from  more  or  less  con- 
vexi^  <tf  the  cornea  and  crystalline  humour  of  the 
eye :  the  rounder  these  are,  the  nearer  will  the 
focus  or  point  of  meeting  rays  be,  and  the  nearer 
an  olgect  most  be  brought  to  see  it  well.  The  case 
of  short-gightcd  people  U  only  an  ovtT-ruundncss 
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great  distance  frooi  them,  for  the  reason  above* 
mentioned;  and  every  body  knows,  shortsighted 
people  cannot  distinguish  any  thing  without  bringing 
it  very  near  their  eyes.  Short-sighted  persons  can 
distinguish  much  smaller  objects  than  long-sighted 
people ;  for  the  object  is  magnified  in  proportion 
to  the  roundness  of  the  eyi  and  the  nearness  of 
the  focus,  and,  consequently,  appears  four  times  as 
big  to  an  eye  whose  focus  is  but  four  inches  oS^  as 
it  does  to  one  whose  focal  distance  is  at  eight 
inches.  Short-sighted  people  have  also  this  farther 
advantage,  that  age  improves  their  eyes,  by  the 
same  means  it  impairs  that  of  others,  that  is,  by 
making  them  more  flat. 

The  nearer  any  object  can  be  brought  to  the 
eye,  the  larger  will  be  the  angle  under  which  it 
appears,  and  the  more  it  will  be  magnified*  Now^ 
that  distance  from  the  naked  eye,  where  the  gene- 
rality of  people  are  supposed  to  see  small  objects 
best,  is  at  about  six  inches;'  consequently,  when 
such  objects  are  brought  nearer  than  six  inches, 
they  will  become  less  distinct;  and  if  to  four,  or 
three,  they  will  scarce  be  seen  at  all.  But  by  the 
help  of  convex  glasses,  we  are  enabled  to  view 
things  clearly  at  much  shorter  distances  than  these; 
for  the  nature  of  a  convex  lens  is  to  render  an 
object  distinctly  visible  to  the  eye  at  the  distance 
of  its  focus;  wherefore,  the  smaller  a  lens  is,  and 
the  more  its  convexity,  the  nearer  is  its  focus,  and 
the  more  its  magnifying  power. 

Now,  it  is  evident  from  the  figure,  that  if  either 
the  cornea  C  6  D  (Fig.  5.)  or  crystalline  humour 
a  b,  or  both  of  them,  be  too  flat,  their  focus  will 
not  be  on  the  retina,  as  at  d,  where  it  ought  to  be 
in  order  to  render  vision  distinct;  but  beyond  the 
eye,  as  at  f.    Consequently  those  rays  which  flow 
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trom  the  object  C.  anil  pasi  through  the  bumount 
of  the  eye,  are  not  converged  enough  to  unite  at 
d;  and  therefore  the  observer  can  have  but  a  \-efy 
indistinct  view  of  the  object.  This  is  remedied  by 
placing  a  concave  glass,  g  A,  of  a  proper  fofrua, 
before  the  eye;  which  makes  the  rays  converge 
sooner,  and  imprints  (he  image  duly  on  the  retina 
itd. 

If  either  the  cornea  or  crystalline  humour,  or 
both  of  them,  be  too  convex,  the  rays  that  enter  in 
from  the  object  C  (Fig.  4.)  will  be  converged  to  a 
focus  in  the  vitreous  humour,  asatj^  and  by  di- 
verging from  thence  to  the  retina,  wilt  form  a  very 
confused  image  thereon;  and  so,  of  course,  the 
observer  will  have  as  confused  a  view  of  the  object, 
as  if  his  eye  had  been  too  flat  This  incontcni- 
ence  b  remedied  by  placing  a  concave  glass,  g  A, 
before  the  ^e;  which  glass,  by  causing  the  rays  to 
diverge  bbtween  it  and  the  eye,  lengtliens  the 
focal  distance*  so  that  if  the  glass  be  properly  cho- 
sen, the  rays  will  unite  at  the  retina,  and  form  a. 
distinct  picture  of  the  object  upon  it 

K.-Clttcl« 
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OF  REFLECTION. 

When  the  rays  of  light  strike  upon  an  opaque 
body,  a  part  ofthemisr^ctedy  or  made  to  rebound 
in  the  same  manner  as  a  boy's  marble  does  when 
thrown  upon  a  stone  pavement;  but  the  whole  of 
the  rays  is  not  reflected,  a  certain  part  being  re- 
tained or  absorbed  by  the  opaque  body. 

It  is  a  iimdamentEJ  law  in  the  reflection  of  the 
rays  of  light,  as  well  as  of  all  other  elastic  bodies^ 
that  the  angle  at.  which  they  rebound  or  are  reeled 
from  the  surface  of  the  reflecting  body,  is  the 
same  as  that  with  which  they  impinge  upon  it. 

Thus  let  F  C  (Hate  12.  fig.  1.)  be  a  ray  of  light 
falling  perpendioilarly  upon  the  surface  L  G ;  it 
will  be  reflected  back  s^atn  in  the  same  direction 
C  F.  But  if  a  ray  B  C  falls  upon  the  surface 
obliquely,  then  the  angle  B  C  L  will  be  called  the 
angle  qf  incidence;  and  when  it  has  arrived  at  the 
surface  L  G,  it  will  be  reflected  in  the  direction 
C  E,  making  E  C  G,  called  the  angle  qfreflection^ 
equal  toB  C  L.  This  is  stated  shortly  by  saying, 
that  the  angles  of  incidence  and  reflection  are 
equal. 

It  is  supposed  that  in  the  reflection  of  light,  it 
does  not  actually  come  into  contact  with  the  sur- 
face of  the  body  that  reflects  it,  but  that  this  effect 
is  occasioned  by  some  power  that  acts  at  a  small 
distance  from  the  surfaces*of  bodies.  For,  it  is 
argued,  that  as  the  smoothest  and  best  polished 
surfaces  are  so  only  in  appearance,  being  in 
reality  rugged  and  uneven,  (polishing  being  nothing 
but  the  covering  over  with  fine  scratches,  and 
breaking  off  the  protuberances  of  bodies,)  if  light 
was   reflected  by  actually  striking  on   the  solid 
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parts  of  bodies,  it  would  be  scattered  as  much  by 
the  most  polished  substances  as  by  the  roughest: 
and  that,  therefore,  the  reflection  of  a  ray  of  light 
is  effected  not  by  a  single  point  of  the  reflecting 
body,  but  by  some  power  of  the  whole  body  evenly 
difibsed  all  over  its  surface,  and  by  which  it  acts 
on  a  ray  without  immediate  contact. 

No  surface  has  the  reflecting  property  so  pow- 
eriid  as  to  reflect  the  whole  of  the  light  that  falk 
upon  it,  a  part  being  always  absorbed;  although 
there  is  a  great  diflerence  in  the  quantity  of  the 
light  reflected  by  difierent  bodies.  Metals  reflect 
more  light  than  any  odier  substances.  The  re- 
flection of  the  rays  of  light  from  the  surfaces  of 
bodies  is  the  means  by  which  they  become  visible; 
and  the  disposition  of  bodies  to  reflect  particular 
coloured  rays  is  the  reason  why  they  appear  of 
that  colour. 

Every  point  in  an  object  reflects  rays  in  all  di- 
rections; and,  consequently,  a  certain  number  from 
each  point  enters  the  pupil,  and  is  converged  upon 
the  retina,  forming  there  the  images  of  all  the 
points  of  the  object:  hence  it  is  that  m^  see  the 
whole  of  the  surfaces  of  the  bodies  presented  to  us. 

When  the  rays  of  light  fall  upon  a  rough  sur- 
face, they  are  reflected  very  irregularly,  and 
scattered  in  all  directions ;  but  when  they  fSl  upon 
polished  surfaces,  they  are  reflected  with'  more 
regularity.  Such  a  suri&ce,  when  highly  polished, 
is  called  a  mirror^  or  speculum. 

Plane  mirrors  are  those  whose  surfaces  are 
perfect  planes,  and  whose  section  is  a  straight  line; 
such  are  vulgarly  called  looking-glasses. 

Convex  mirrors  are  those  whose  middle  parts  are 
more  prominent  than  their  extremities  or  edges,, 
and  whose  sections  are  curves,  which  may  be  either 
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circular^  elliptical,  parabolical,  or  fayperboUcaL 
Thus  C  D  (Hate  12.  fig.  2.)  is  the  section  of  k 
mirror  whose  surface  is  part  of  a  globe,  which  is 
the  sort  mostly  in  use. 

Concave  mirrors  are  those  whose  surfaces  sink  in 
with  a  hoUowness.  The  sections  of  these  may 
be  curves  as  various  as  the  last.  £  F  is  a  concave 
mirror,  whose  surface  is  part  of  the  internal  sur- 
face of  a  hollow  sphere,  which  is  the  most  common 
kind. 

Plane  mirrors  have  been  made  of  various  ma- 
terials, and  have  been  objects  of  great  interest  iii 
all  a^es.  The  most  ancient  was  probably  the  sur- 
face of  smooth  watery  and  this  is  still  employed! 
Brass  and  silver  have  been  used  for  this  purpose  by 
t^  Qr^eka  and  Romans.  But  all  these  have  given 
plaO((v4o  the  modem  looking-glasses,  which  owe 
theii^^*  property  of  reflecting  so  powerfully  to  a 
coatiii^  of  an  amalgam  of  quicksilver  and  tin  foil, 
whiolis  applied  to  the  back  of  the  glass. 

jlave  mirrors  make  objects  appear  larger,  but 


mirrors,  on  the  contrary,  diminish  the 
object^een  in  them ;  a  glass  globe  hung  from  the 
ceiling  is  an  instance  which  every  one  has  seen. 
If;  rays  continually  recede  from  each  other, 
/theyjflfire  said  to  diverge,   as   A  c/,   A  c,   A  ^ 
<Phite  12.  fig.  70 
'  Ji*  they  continually  approach  towards  each  other, 
they  are  said  w  convergef^  c  C,  rf  C.  (Plate  12. 
%  5.) 

The  p<Hnt  at  which  converging  rays  meet,  is 
called  the  foctis,  as  C.  (Plate  12.  fig.  6.) 

The  rays  of  the  sun  proceed  in  straight  lines 
which  are  parallel  to  each  other;  in  this  respect 
they  difkr  from  those  of  a  candle,  which  diverge 
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like  radii  from  a  centre.  If  the  nrn's  rayi  fall 
ufKHi  a  plain  mirror,  they  will  continue  parallel  to 
each  other  after  reflection.  This  may  be  familiarly 
illustrated  by  holding  a  piece  of  looking-glass  in 
the  sunshine,  and  throwing  the  reflection  on  a 
ceiling. 

As  it  is  by  means  of  the  rays  that  emanate  from 
a  body  that  it  is  rendered  visible,  so  the  eye  refers 
the  body  itself  to  the  place  which  is  in  the  di* 
rection  of  the  rays  while  entering  the  eye.  But  if 
the  rays  from  the  body  have  suffered  any  change 
in  their  direction,  either  by  refraction  or  reflection, 
we  shall  then  have  an  erroneous  conception  of  the 
true  situation  of  the  body,  for  we  shall  refer  it  to 
the  last  directi(»i  of  the  ray. 

In  a  plane  mirror,  the  image  of  an  object  ^- 
pears  in  the  direction  which  the  rays  have,  after 
being  reflected  from  the  glass.  Thus,  if  an  object 
be  placed  at  A  (Plate  86.  fig.  3.),  the  rays  from  it 
which  enter  the  ^e  C  have  been  reflected  in  the 
direction  B  C;  the  eye  at  C,  therefore,  will  r^fcr 
the  utuation  of  the  object  to  the  direction  C  B; 
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Will  be  Jarger  than  that  of  C  D.  And  hence  it  is 
that  objects  appear  to  diminish  in  proportion  to 
their  distance.  The  angle  made  at  the  eye,  hj  rays 
from  the  utmost  extremities  of  a  body,  is  called 
the  visual  angle. 

Parallel  rays  falling  upon  a  convex  mirror  are 
rendered  diveigent;  which  will  be  obvious,  by  con- 
sidering that  each  ray  is  reflected  so  as  to  make 
the  angle  of  incidence  and  reflection  equal.  Let 
A  B  (Hate  26.  fig.  5.)  be  a  convex  mirror,  being 
part  of  a  sphere  whose  centre  is  C ;  then  the  line  ' 
C  D,  being  a  radius  of  the  sphere,  is  perpendicular 
to  the  suriace  of  the  mirror  at  C.  Let  F  C  and 
F  B  be  two  parallel  rays  falling  upon  the  convex 
mirror:  the  ray  £  C  will  be  reflected  in  the  di- 
rection C  G,  making  the  angle  D  C  G  equal  to 
£  C  Dj  and  the  ray  F  B  will  be  reflected  in  the 
direction  B  H,  making  the  angle  I  B  H  equal  to 
FBI.  But  G  C  and  H  B,  if  continued,  would 
meet  in  K,  and  consequently  form  an  angle,  and 
have  become  divergent.  In  the  same  manner  it 
may  be  shown,  that  divergent  rays  falling  upon  a 
mirrgr  are  rendered  still  more  divergent,  and 
convergent  rays  are  rendered  parallel,  or  less 
convergent. 

When  parallel  rays,  as  dfa.  Cm  b,  e  Ic,  (Plate 
13.  fig.  2.),  fall  upon  a  concave  mirror,  A  B,  they 
will  be  reflected  back  from  that  mirror,  and  meet 
in  a  point  wi,  at  half  the  distance  of  the  surface  of 
the  mirror  from  C,  the  centre  of  its  concavity. 
Thus,  let  C  be  the  centre  of  concavity  of  the 
mirror  A  6  B,  and  let  the  parallel  rays  dfa,  Cm*, 
and  e  /  c,  fall  upon  it  at  the  points  a  b  and  c. 
Draw  the  lines  C  i  a,  Cm  b,  and  Che  from  the 
centre  C  to  these  points:  these  lines  will  be  per- 
pendicular to  the  surface  of  the  mirror,  because 
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tbey  proceed  tike  so  many  radii  from  its  centre^ 
Malce  the  angle  C  A  A  equal  to  the  angle  daC, 
and  draw  the  line  amk,  which  will  be  the  direction 
of  the  ray  dj'a,  after  it  is  reflected  from  the  point 
of  the  mirror :  so  that  the  angle  of  incidence  daC 
is  equal  to  the  angle  of  reflection  C  a  h;t  the  rays 
making  equal  angles  with  the  perpendicular  C  ■  a 
on  its  opposite  sides. 

Draw  also  the  perpendicular  C  A  tr  to  the  p<not 
Cf  where  the  ray  e  I  e  touches  the  mirror;  and, 
having  made  the  an^e  Cci  equal  to  the  angle 
Cce,  draw  the  line  cmi,  which  will  be  the  course 
f^  the  ray  e  /  c  after  it  is  reflected  from  the  mirror. 

The  ray  C  m  A  passes  through  the  centre  of  con- 
cavity of  the  mirror,  and  Mis  upon  it  at  b,  the 
perpendicular  to  it;  and  is,  therefore,  reflected  back 
from  it  in  the  same  line  bmC 

All  these  reflected  rays  meet  in  the  point  m,- 
and  in  that  point  the  image  of  the  body  which 
emits  the  paralld  rays  d  a,  C  d,  and  e  c,  will 
be  formed;  which  point  is  distant  from  the 
Biirror  equal  to  half  the  radius  Am  C  <^  its 
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The  rays  which  proceed  from  any  remote  terreis- 
trial  object  are  nearly  parallel  at  the  mirror;  not 
strictly  so,  for  they  come  diverging  to  it  in  8epar$te 
pencils,  or,  as  it  were,  bundles  of  rays,  from  each 
point  of  the  side  of  the  object  next  the  mirror; 
therefore  they  will  not  be  converged  to  a  point  at 
the  distance  of  half  the  radius  of  the  mirror's  con- 
cavity from  its  reflecting  surface,  but  in  separate 
points  at  a  little  greater  distance  from  the  mirror. 
And  the  nearer  the  object  is  to  the  mirror,  the 
farther  these  points  will  be  from  it ;  and  an  in- 
verted image  of  the  object  will  be  formed  in  them, 
which  will  seem  to  hang  pendant  in  the  air,  and 
will  be  seen  by  an  eye  placed  beyond  it  (with 
regard  to  the  mirror),  in  all  respects  like  the  object^ 
and  as  distinct  as  the  object  itself 

Let  A  c  B  (Plate  IS.  fig.  8.),  be  the  reflecting 
surface  of  a  concave  mirror,  whose  centre  of  con- 
cavity b  at  C;  and  let  the  upright  object  D  £  be 
placed  beyond  the  centre  C,  and  send  out  a  conical 
pencil  of  diverging  rays  from  its  upper  extremity 
D,  to  every  point  of  the  concave  surface  of  the 
mirror  A  c  B :  but  to  avoid  confusion,  we  shall 
only  draw  three  rays  of  that  pencil,  as  D  A, 
D  c,  D  B. 

From  the  centre  of  concavity  C,  draw  thp  three 
right  lines  C  A,  C  c,  C  B,  touching  the  mirror  in 
the  same  points  where  the  aforesaid  rays  touch  it, 
and  all  these  lines  will  be  perpendicular  to  the 
surface  of  the  mirror.  Make  the  angle  C  A  d 
equal  to  the  angle  D  A  C,  and  draw  the  right  line 
A  rf  for  the  course  of  the  reflected  ray  D  A: 
make  the  angle  C  c  d  equal  to  the  angle  D  c  C, 
and  draw  the  right  line  c  d  for  the  course  of  the 
reflected  ray  D  d;  make  also  the  angle  C  B  rf 
equal  to  the  angle  D  B  C,  and  draw  the  right 


line  B  d  for  the  course  of  the  reflected  ray  I)  B. 
All  these  reflected  rays  will  meet  in  a  point  d, 
where  they  will  form  the  extremity  d,  of  the  in< 
verted  image  e  dt  umilar  to  the  extremity  D  of  the 
upright  object  D  £. 

If  the  pencils  of  rays  £  ^  £  ^ ,  E  /t,  be  also 
continued  to  the  mirror,  and  their  angles  of  re- 
flection  from  it  be  made  equal  to  their  angles  of 
incidence  upon  it,  as  in  the  former  pencil  from  I), 
they  will  meet  at  the  point  e  by  reflection,  and 
form  the  extremity  e  of  the  image  c  d,  similar  (o 
the  extremity  E  of  tlie  object  D  £. 

As  each  intermediate  point  of  the  object  between 
D  and  E,  sends  out  a  pencil  of  rays  in  like  manner 
to  every  part  of  the  mirror,  the  rays  of  eacli  pencil 
will  be  reflected  back  from  it,  and  meet  in  all  the 
intermediate  points  between  the  extremities  e  and 
d  of  the  image}  and  so  the  whole  image  will  be 
formed  not  at  i,  half  the  distance  of  tlie  mirror 
from  its  centre  of  concavity  C ;  but  at  a  greater 
distance  between  i  and  the  object  D  E;  and  the 
image  will  be  inverted  with  respect  to  the  object. 
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on  account  of  the  less  or  greater  divergency  of 
the  pencils  of  rays  which  proceed  from  the  object; 
for  the  less  they  diverge,  the  sooner  they  are  con- 
verged to  points  by  reflection;  and  the  more  they 
diverge,  the  farther  they  must  be  reflected  before 
they  meet. 

If  the  object  be  in  the  centre  of  the  mirror's 
concavity,  the  image  and  object  will  be  coincident, 
and  equal  in  bulk. 

If  a  man  place  himself  directly  before  a  large 
concave  mirror,  but  farther  from  it  than  its  centre 
of  concavity,  he  wiU  see  an  inverted  image  of 
himself  in  the  air,  between  him  and  the  mirror,  of 
a  less  size  than  himself.  And  if  he  hold  out  his 
hand  towards  the  mirror^  the  hand  of  the  image 
will  come  out  towards  his  hand,  and  coincide  with 
'  it,  of  an  equal  bulk,  when  his  hand  is  in  the  centre 
of  concavity;  and  he  will  imagine  he  may  shake 
hands  with  his  image.  If  he  reach  his  hand  far- 
ther, the  hand  of  the  image  will  pass  by  his  hand, 
and  come  between  it  and  his  body ;  and  if  he  move 
his  hand  towards  either  side,  the  hand  of  the 
image  will  move  towards  the  other;  so  that  what^ 
ever  way  the  object  moves,  the  image  will  move 
the  contrary  way. 

All  the  while  a  bye-stander  will  see  nothing  of 
the  image,  because  none  of  the  reflected  rays  that 
form  it  enter  his  eyes. 

Let  a  fire  be  made  in  a  large  room,  and  a 
smooth  mahogany  table  be  put  at  a  good  dis- 
tance near  the  waU,  before  a  large  concave  mirror, 
so  placed  that  the  light  of  the  fire  may  be  reflected 
from  the  mirror  to  its  focus  upon  the  table;  if  a 
person  stand  by  the  table,  he  will  see  nothing  upon 
it  but  a  long  beam  of  light;  but  if  he  stand  at  a 
distance  towards  the  fire,  not  directly  between  the 
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fire  ud  mirror,  he  will  will  see  an  image  oi'  the 
fire  upon  the  tahle,  lai^and  erect.  And  if  sDother 
penon,  who  knows  nothing  of  this  matter  before* 
hand,  should  chance  to  come  into  the  room,  and 
should  look  from  the  fire  towards  the  table,  he 
would  be  startled  at  the  appearance ;  for  the  tabic 
would  seem  to  be  on  fire.  In  this  experiment 
there  should  be  no  light  in  the  room,  but  what 
proceeds  from  the  fire,  and  the  mirror  ought  to  be 
at  least  fifteen  inches  in  diameter. 

Take  a  ^ass  bottle,  fill  it  partly  with  water,  and 
cork  it  in  the  common  manner:  place  this  bottle 
i^posite  a  concave  mirror,  and  beyond  its  tbcus, 
that  it  may  appear  reversed;  then  place  yourwlf 
still  farther  distant  than  the  bottle,  and  it  will  bo 
aeen  in  the  air  inverted,  and  the  water  which  in 
actually  in  the  lower  part  of  the  bottle,  willuititear 
to  be  in  the  upper. 

If  you  invert  the  bottle  whilst  before  tlie  mirror, 
the  im^e  of  the  water  will  appear  in  the  lower 
part  of  the  bottle*;  when  it  is  in  this  inverted  state, 
uncork  the  bottle,  and  whilst  the  water  it  running 
.  tlie  image  is  filling;  but  as  soon  as  llir  bottle 
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The  appearance  of  the  image  in  the  air,  between 
the  mirror  and  the  object,  has  been  productive  of 
many  agreeable  deceptions,  which,  when  exhibited 
with  art,  and  an  air  of  mystery,  has  been  very  suc- 
cessful, and  a  source  of  gain  to  many  of  our  public 
show-men. 


OF  MICROSCOPES, 

The  word  microscope  signified  an  instrument  for 
viewing  small  objects. 

It  is  usual  to  say,  diat  the  microscope  magnifies 
objects  seen  through  it :  the  reason  of  this  will  be 
seen  by  referring  to  what  has  been  said  respecting 
the  optic  angle. 

The  apparent  magnitude  of  objects  is  measured 
by  the  angle  which  they  are  seen  under  by  the 
eye ;  and  thos^  angles  are  reciprocally  as  the  dis- 
stances  from  the  eye.  If,  therefore,  at  the  dis- 
tance of  six  inches,  we  can  but  just  discern  an 
object,  and  then  by  interposing  a  lens,  or  other 
body,  we  can  view  that  very  object  at  a  nearer 
distance,  the  object  will  appear  to  be  as  much 
larger  through  the  lens  than  before  to  the  naked 
eye,  as  its  distance  from  the  lens  is  less  than  its 
distance  from  the  eye. 

That  this  is  the  case,  is  evident  from  Plate  13. 
fig.  8,  where  A  is  a  point  in  an  object  not  clearly 
visible  to  the  naked  eye  at  a  less  distance  than  A  B, 
because  the  rays  which  proceed  from  it  are  too 
divergent  to  admit  of  distinct  vision  till  they  have 
passed  that  distance ;  but  if  the  same  object  be 
placed  in  the  focus  C  of  the  lens  D  (Fig.  9),  the 
rays  which  proceed  from  it  will  become  parallel, 
Uy  passing  through  the  lens,  and,  therefore,  the 
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object  is  distinctly  visible  to  the  eye  £,  placed  any 
where  before  the  lens  D.  Consequently,  it  will 
appear  as  much  larger  through  the  lens  than  to  the 
naked  eye,  as  C  D  Is  less  than  A  B. 

If  an  ol^ect,  A  6  (Fig.  10.),  be  placed  iq  one 
focus  C  of  a  lens  D  E,  and  the  eye  in  the  other 
focus  F,  the  eye  will  see  just  so  much  of  the  object 
as  is  equal  to  the  diameter  of  the  lens ;  for  the  rays 
A  D  and  B  E,  which  go  from  the  object  to  the 
extremities  of  the  lens  D  and  £,  and  are  united  at 
the  focus  F,  must  necessarily  proceed  from  the 
object  to  the  lens  parallel  to  the  axis  F  C,  an<I, 
therefore)  parallel  to  each  other;  consequently, 
the  part  of  the  object  A  B,  seen  by  the  rays  D  F, 
E  F,  will  be  equal  to  the  diameter  D  E  of  the  said 
lens. 

If  only  the  part  de  of  the  lens  be  open,  then 
only  so  much  of  the  object  o  6,  as  is  equal  to  it, 
will  be  perceived  by  the  eye.  Now,  since  A  B  is 
equal  to  DE,  or  ab  to  de,  therefore  the  angle 
D  F  £,  or  (/  F  e,  is  the  optic  angle  under  which  the 
part  of  the  object  ABor  ab  ^^ipears  to  the  eye  at 
F;  and  since  G  F  is  but  one  half  FC,  tliorcfore 
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will  by  tbe  leiis  be  iiniteil  in  a  point  K^  betwieen 
the  lens  D  £  and  its  focus  F :  if  then  ttie  eye  be 
placed  at  K,  it  will  t^ke  into  its  view  an  object 
greater  than  the  lens  D  £• 

Again,  let  G  U  be  a  portion  of  an  object  A  B, 
less  than  the  lens  D£}  draw  GD,  H£,  which 
will  be  divergijig  r»ys»  and»  therefore,  will  be 
united  at  a  point  I,  iarther  distant  from  the  lens 
Umh  the  focus  F;  hence»  if  an  eye  be  placed  fir* 
ther  from  the  lens  than  its  focal  distance^  it  can 
never  see  any  object,  or  part  of  an  object,  at  one 
vif  w,  so  large  as  the  lens,  but  always  mailer. 
And,  universally,  the  visible  part  of  an  object  will 
b^  jto  the  lena^  as.  thefocal  distance  of  the  lens  to 
the  distance  of  the  eye* 

Since,  then,  it  is  evident,  the  nature  of  a  con- 
vex lens  is  such  as  wiU  render  an  object  distincdy 
visible  to  the  eye  at  the  distanco  of  its  focus,  the 
reason  why  they  are  used  as  microscc^es  is  very 
plain.  For,  suppose  the  distance,  AB  (Fig.  8. 
and  9*)  be  six  inches,  where  the  naked  eye,  B,  can 
but  just  perceive  the  object  A  distiijictly,  and  let 
the  focal  distance  C  D  of  the  lens  D  be  half  an 
inch ;  then  since  C  D  is  but  one-twelfth  of  A  B, 
the  length  of  the  object  at  C  will  appear  twelve 
times  as  large  as  at  A :  if  it  were  a  surface,  it 
would  be  144  times  as  great ;  and  the  solidity,  or 
bulk,  would  be  magnified  I7S8  times. 

If  C  D,  the  focal  distance  of  the  kns  D,  be  but 
one-fourth  part  of  an  inch,  then  will  that  be  but 
one  twenty-fourth  of  A  B,  equal  six  inches,  and 
the  length  of  the  objects  will  be  magnified  94t 
times;  the  surface  576  times,  and  the  solidity 
13,8S4f  times ;  for  those  numbers  are  the  square 
and  cube  of  24.  Whence  it  appears,  that  ^ngle 
glass  lenses  make  very  good  microscopes^  and  hav#. 
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these  advantages,  that  the  object  appears  most 
clear,  they  lie  in  little  room,  may  be  carried  alniut 
any  where,  are  to  be  had  at  a  small  price,  and  are 
most  easy  to  be  used. 

.  A  very  convenient  form  of  microscope  is  where 
A  B  (Plate  14.  fig.  1.)  is  a  circular  piece  of  wood, 
ivory,  &&  in  the  middle  of  which  is  a  small  hole, 
one-twentieth  of  an  inch  diameter :  upon  this  hole 
is  fixed,  with  a  wire,  a  small  lens  C,  whose  focal 
distance  is  CD.  At  that  distance  is  a  pair  of 
pliers,  D  £,  which  may  be  adjusted  by  means  of 
the  sliding  screw,  as  in  the  figure,  and  opened  by 
means  of  the  two  little  studs  a  e  ;  with  these .  you 
take  up  any  small  object,  O,  and  view  it  with  the 
eye  placed  in  the  other  fqcus  of  the  lens  at  F;  and 
according  to  the .  focal  length  of  the  lens,  the  ob- 
ject Q  will  appear  more  or  less  magnified,  as  repre- 
sented at  I  M.  If  the  focal  length  be  half  or 
one-fourth  of  an  inch,  the  length,  surface,  and 
bulk  of  the  object  will  be  magnified  as  before  de- 
scribed. This  small  instrument  may  be  put  into  a 
case  for  the  pocket  Those  lenses,  whose  focal 
lengths  are  three-tenths,  four-tenths,  and  five- 
tenths  of  aninch,  are  the  best  for  common  use. 

Since  the  nearer  the  eye  can  approach  to  an 
object,  the  larger  it  appears,  it  is  plain,  a  double 
and  equally  convex  lens  magnifies  more  than  a 
plano-convex  lens ;  because,  if  the  sphere,  or  con- 
vexity, be  the  same,  the  focal  length  of  the  former 
is  but  half  as  long  as  of  the  latter ;  and  since  the 
double  convex  consists  of  two  segments  of  a  sphere, 
the  more  an  object  is  to  be  magnified,  the  greater 
must  the  convexity  be,  and  therefore  the  smaller 
the  sphere ;  till  at  last  the  utmost  degree  of  mag- 
nifying will  require  that  these  segments  become 
hemispheres,  and,  consequently,  the  lens  will  be 
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f educed   to  a  perfect   spherule,    or   very  small 
sphere. 

If  the  radius  of  die  spherule  be  one-tenth  of  an 
inch,  the  eye  will  have  distinct  vision  of  an  object 
by  means  thereof,  at  the  distance  of  1^  radius; 
J.  e.  three-twentieths  of  an  inch,  which,  as  it  is  but 
the  fortieth  part  of  six  inches,  shows  that  the  length 
of  an  object  will  be  magnified  forty  times,  the  sur- 
face 1600  times,  and  the  solidity  64^000  times,  by 
such  a  small  sphere. 

If  the  radius  of  a  spherule  be  but  one-twentieth 
of  an  inch,  then  will  the  eye  have  distinct  vision  of 
an  object  at  the  distance  of  three-fortieths  of  an 
inch,  which,  as  it  is  but  the  eightieth  part  of  six 
inches,  shows  the  length  of  objects  will  appear 
80  times  gf eater,  the  surface  6400  times,  and  the 
bulk  512,000  times  greater  to  the  naked  eye  at  six 
inches  distance. 

In  using"  these  spherule  microscopes,  the  objects 
are  to  be  placed  in  one  focus,  and  the  eye  in  the 
other ;  and  since  the  focus  is  so  exceeding  near  the 
glass,  it  is  impossible  to  view  any  but  pellucid 
bodies ;  for  if  any  opaque  object  were  to  be  ap- 
plied, the  eye  being,  as  it  were,  just  on  the  sphe- 
rule, would  entirely  prevent  any  light  falling  on  it, 
and  it  would  be  too  obscure  to  be  viewed. 

It  was  with  this  sort  of  microscopes  that  the 
famous  Dutch  philosopher,  Leuwhenhoek,  made 
wonderful  discoveries.  But  the  great  difficulty  of 
making  very  small  and  at  the  same  time  very  good 
ones;  their  prejudice  to  the  eyes,  in  poring  very 
hard  and  near;  the  trouble  of  placing  objects  at  a 
due  distance,  land  the  very  small  part  which  can  be 
seen  of  any,  make  this  sort  of  microscopes  viery 
little  known  or  used. 
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The  tullowiiig  is  »  tuigle  viicroacope  Jbr  opaqm 
o^ectSt  which  remedies  tlie  inconvenience  of  hav- 
iag  the  dark  side  of  an  object  next  the  eye,  vhich 
has  hitherto  been  a  great  obstruction  in  making 
observations  on  opaque  object*. 

The  several  parts  of  thts  instrument,  commonly 
made  i^  brass,  are  as  follow  : 

Through  the  first  side  A  passes  a  fine  screw  B, 
the  other  end  whereof  is  &stened  to  the  moveable 
side  C  (Fig.  2.) 

D  ii  a  nut  adapted  to  the  said  screw,  by  tJie 
turning  of  which  tlw  two  udes  A,  C,  are  graJually 
brought  together. 

£  is  a  spring  of  steel,  that  separates  the  said  two 
udes  when  the  nut  is  unscrewed. 

F,  a  piece  of  hnm  turning  round  in  a  socket, 
whence  proceeds  a  small  spring  tube,  moving  upon 
a  rivet ;  through  this  tube  there  runs  a  steel  vrire, 
(Hie  end  whereof  tarminatea  in  a  sharp  point  G, 
and  the  other  has  a  pair  of  pliers,  H,  fastened  to 
it.  The  ptHDt  and  j^iers  are  to  thrust  into,  or  to 
take  up  and  hold  any  insect  or  object :  and  either 
limed  uuward^. 
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look  through  it.  On  the  back  of  this  speculum  a 
male  screw  L  is  made  to  fit  the  brass  ring  1»  to 
screw  into  the  said  ring  at  pleasure* 

There  are  four  of  these  concave  specula^  of  diC- 
ferent  magnifying  powers^  to  be  used  as  olgects  to 
be  examined  may  require.  The  greatest  nngni- 
fiers  must  always  have  the  least  apertures. 

M  (Fig.  3.^9  a  nnmd  object-plate>  one  side  white, 
and  the  other  black,  intended  to  render  objects  the 
more  visible,  by  placing  them,  if  black,  on  the 
white,  and  if  white,  on  the  black  side.  A  steel 
spring,  N,  turns  down  on  each  side,  to  make  any 
object  &st ;  and  issuing  from  the  objeet^plate^  is  a 
hdlow  pipe  to  screw  it  on  the  needle's  point  G. 

O  (Fig.  4.%  is  a  small  box  of  brass,  with  a  glass 
on  each  side,  contrived  to  confine  any  living 
object,  in  order  to  examine  it:  this,  also,  has  a 
pipe  to  screw  upon  the  end  of  the  needle  6. 

A  soft  haur*brush  is  necessary  to  clean  the 
glasses,  or  flpecula ;  and  a  drop  of  any  liquid  may 
be  2q;^lied  to  the  isinglass  of  the  box  O,  in  order 
to  view  animalcules. 

When  you  would  view  ainy  object,  screw  the 
speculum  with  the  magnifier  you  would  think  best 
to  use,  into  the  brass  ring  I.  Place  the  object 
either  on  the  needle  G,  in  the  pliers,  H,  on  the 
object-plate  M,  or  in  the  brass  hollow  box,  O,  as 
may  be  most  convenient,  according  to  the  nature 
and  condition  of  it :  then  holding  up  the  instru- 
ment by  the  handle  P,  look  against  the  light 
through  the  magnifying  lens;  and  by  means  of 
the  nut  D,  together  with  the  motion  of  the  needle, 
by  managing  its  lower  end,  the  object  may  be 
turned  about,  raised,  or  depressed,  brought  nearer 
the  glass,  or  put  farther  from  it,  till  you  hit  the 
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true  focal  distance,  and  the  light  be  seen  reflected 
from  the  speculum  strongly  upon  the  objact ;  by 
which  means  it  will  be  shown  in  a  manner  sur- 
prisingly  distinct  and  clear.  And.  for  this  pur- 
pose, the  light  of  the  sky,  or  of  a  candle,  will 
answer. 

Though  this  microscope  is  principally  intended 
fat  opaque  objects,  which  are  very  difficult  to  exa- 
mine, yet  transparent  ones  may  also  be  viewed  by 
it:  observing  only,  that  when  such  come  under 
examination,  it  wUl  not  always  be  proper  to  throw 
CMi  them  the  light  rcHected  from  the  speculum : 
for  the  light  transmitted  through  them  meeting 
the  reflected  light,  may,  together,  produce  too 
great  a  glare.  A  little  practice  will  teach  how  to 
r^i;ulate  both  these  lights  to  good  advantage. 

In  WU»on*s  single  pocket  microscope,  the  body  is 
made  either  of  brass,  ivory,  or  silver. 

C  (Fig.  5.),  is  a  long  tine-threaded  mule  screw, 
that  turns  into  the  body  of  the  microscope  B. 

D,  a  convex  glass  at  the  end  of  the  said  screw. 

There  are  two  concave  round  pieces  of  thin 
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11,  a  spiral  flpring  of  steel,  between  the  end  G, 
and  the  plates  oi*  brass;  intended  to  keep  the* 
plates  in  a  right  position,  and  act  against  the  long 
screw  C. 

I,  a  small  turned  handle,  for  tlie  better  hold  of 
the  instrument,  to  screw  on  or  off  at  pleasure. 

To  this  microscope  belong  seven  different  mag- 
nifying glasses;  six  of  them  are  set  in  silver,  brass, 
or  ivory,  and  marked  1,  2,  9,  4s  5,  6,  the  lowest 
numbers  being  the  greatrat  magnifiers. 

L  (Fig.  &)  is  the  seventh  magnifier,  set  in  the 
manner  of  a  little  barrel,  to  be  held  in  the  hand  for 
the  viewing  any  larger  object. 

This  may  be  of  further  use ;  by  applying  a  thin 
cap,  with  a  hole  in  it,  a  quarter  a£  an  inch  square, 
exactly  in  the  focus  of  the  lens,  when  a  piece 
of  linen  cloth  is  applied  upon  the  brass,  and 
viewed  through  the  other  end„  the  threads  will 
appear  greatly  magnified,  so  that  they  may  be 
counted,  and  thereby  the  quality  of  the  clotli  m^y 
be  ascertained  by  calculation. 

M  (Fig.  7.),  is  a  flat  slip  of  ivory,  called  a  slider, 
with  four  round  holes  through  it,  in  which  are  placed 
objects  between  two  glasses,  or  pieces  of  mica. 

Eight  such  ivory  sliders,  ajtid  one  of  brass,  are 
usually  sold  with  this  microscope ;  some  with 
objects  placed  in  them,  and  others  empty,  for 
viewing  any  thing  that  may  ofier,  but  whoever 
wishes  to  make  a  large  collection  of  objects,  may 
have  as  many  as  he  desires. 

The  brass  slider  is  to  confine  any  small  object, 
that  it  may  be  viewed  without  crushing  or  destroy- 
ingit. 

Fig.  8.  is  a  forceps,  or  pair  of  pliers,  for  taking 
up  insects,  or  other  objects,  and  adjusting  tl^^ni  to 
the  glasses. 
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living  objects,  such  as  irogs,  fishes.  Sec.  in  order  to 
discover  the  blood  as  it  flows  along  the  veins  and 
arteries. 

All  these  particulars  are  contained  in  a  little 
neat  box,  veiy  c<mvement  for  canying  in  the 
pocket 

When  an  object  is  to  be  viewed,  thrust  the  ivory 
sKder,  in  which  the  object  is  placed,  between  the 
two  flat  brass  plates,  E  £  ;  observing  always  to  put 
that  ude  of  the  slider  where  the  brass  rings  are, 
ftrthest  Scorn  the  eye.  Then  screw  on  the  mag- 
nifying glass  you  intend  to  use,  at  the  end  of  the 
instrument  G:  and  looking  through  it  against  the 
light,  turn  the  long  screw  C,  until  the  object  be 
brought  to  fit  your  eye ;  which  you  will  know  by 
its  appearing  then  perfectly  distinct  and  clear.  It 
is  best  to  look  at  it  first  through  a  magnifier  that 
can  show  the  whole  of  it  at  once,  and  afterwards 
to  inqiect  th^  several  parts  more  particularly  with 
one  ci*  the  greatest  magnifiers ;  for  thus  you  will 
gain  a  true  idea  of  the  whole,  and  of  all  itfl  parts. 
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brass  ring  mth  the  point  of  a  penktufe :  the  imca 
will  then  &11  out,  if  you  but  turn  the  sliders ;  and 
after  putting  what  you  please  between  them»  by 
replacing  the  brass  rings,  you  will  fasten  them  M 
they  were  before.  It  is  proper  to  have  some  sUders 
furnished,  but  without  any  objects,  to  be  always  in 
readiness  for  the  examination  of  fluids,  salts,  sands, 
powders,  tiie  farina  of  flowers,  or  any  other  ob- 
jects of  such  sort  as  need  only  be  applied  to  the  out- 
side of  the  mica. 

The  circulation  of  the  blood  may  easiest  be  seen 
in  the  tails  and  flns  of  fishes,  in  the  fine  mem-* 
branes  between  a  frog's  toes,  or,  best  of  all,  in  the 
tail  of  a  water-newt  If  your  object  be  a  small 
fish,  place  it  within  the  tube,  and  spread  its  tail,  or 
fin,  against  the  side  thereof ;  if  a  frog,  choose  such 
a  one  as  can  but  just  be  got  into  your  tube,  and 
with  a  pen,  or  stick,  expand  the  transparent  mem- 
brane between  the  toes  of  the  hind  foot  as  wide  as 
you  are  able.  When  your  object  is  so  adjusted, 
that  no  part  thereof  can  intercept  the  light  from 
the  place  you  intend  to  view,  unscrew  the  long 
screw  C,  and  thrust  the  tube  into  the  arched 
cavity,  quite  through  the  body  of  the  microscope ; 
then  screw  it  to  the  true  focal  distance,  and  you 
will  see  the  blood  passing  along  its  vessels  with  a 
rapid  motion. 

Make  use  of  the  third  or  fourth  magnifier  for 
frogs  or  fishes ;  but  for  the  tails  of  water-newts,  the 
fiflh  or  sixth  will  do,  because  the  globules  of  their 
blood  are  twice  as  large  as  those  of  frogs  or  fish. 
The  first  or  second  magnifier  cannot  well  be  em- 
ployed to  this  purpose ;  for  the  thickness  of  the 
tube  wherein  the  object  lies  will  scarce  admit  its 
being  brought  so  near  as  the  ibcal  distance  of  the 
magnifier. 


Elites  smgict  or  aquatic  mkroKopet  takes  its 
tuune-  from  Mr.  John  EUia,  author  of  An  Eswy 
towards  a  Natural  History  of  Corallines.  By  thu 
instniment  be  was  enabled  to  explain  many  singu- 
larities in  the  economy  and  construction  of  these 
W(Hider&l  productions  of  nature. 

To  the  practical  botuiist  this  iuatrumcnt  is  re- 
commended by  the  authority  of  Mr.  Curtis,  author 
of  the  flora  Londinenaia.  It  is  simple  in  its  con- 
struction, easy  in  it  use.  and  very  portable. 

K  (Fig*  10.)  is  the  box  which  contains  the  whole 
apparatus :  on  the  top  of  the  box  there  is  a  female 
screw,  for  receiving  the  screw  which  is  at  the 
bottom  of  the  brass  pillar  A,  and  which  is  to  be 
screwed  on  the  tc^  of  the  box  K.  D,  a  brass  pin, 
which  fits  into  the  pillar :  on  the  top  of  the  pin  is 
a  hollow  socket,  to  receive  the  arm  which  carries 
the  magnifiers:  the  pin  is  to  be  moved  up  and 
down,  in  order  to  adjust  the  lenses  to  their  focal 
or  proper  distances  from  tlie  object. 

In  the  representation  of  this  microscope,  the  pin 
D  is  delineated  as  pasung  through  a  socket  at  one 
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circle  H,  paases  through  the  hole  which  is  towards 
the  bottom  of  the  pillar  A.  B,  the  stage  on  which 
the  objects  are  to  be  placed ;  it  fits  into  a  small 
dove-tailed  arm  which  is  at  the  upper  end  of  the 
pillar,  .A.  C,  a  plane  glass  with  a  small  piece  of 
black  silk  stuck  on  it  This  glass  is  fitted  to  a 
groove  made  in  the  stage  B ;  a  pair  of  nippers  is 
fixed  to  the  hole  of  the  stage  a,  by  the  pin  K ;  the 
steel  wire  of  these  nippers,  slides  backwards  and 
forwards  in  the  socket ;  and  this  socket  is  move- 
able upwards  and  downwards,  by  means  of  the 
joint,  so  that  the  position  of  the  object  may  be 
varied  at  pleasure.  The  object  may  be  fixed  in  the 
nippers,  or  stuck  on  the  point. 

To  use  this  microscope,  begin  by  screwing  the 
pillar  A  to  the  cover ;  pass  the  pin  R,  of  the  semi- 
circle which  carries  the  mirror  through  the  hole, 
that  is  near  the  bottom  of  the  pillar  A ;  push  up 
the  stage  into  the  dove-tail  at  B;  slide  the  pin  into 
the  pillar ;  then  pass  the  bar  E,  through  the  socket 
X,  which  is  at  the  top  of  the  pin  D,  and  screw  one 
of  the  magnifying  lenses  into  the  ring  at  F.  Now 
place  the  object  either  on  the  stage,  or  in  the 
nippers,  L,  and,  in  such  a  manner,  that  it  may  be  as 
nearly  as  possible  over  the  centre  of  the  stage ; 
bring  the  speculum  F  over  the  part  you  mean  to 
observe  ;  then  get  as  much  light  on  the  speculum 
as  you  can,  by  means  of  the  mirror,  I.  The  light 
received  on  the  speculum  is  reflected  by  it  on  the 
object.  The  distance  of  the  lens  F  from  the 
object  is  regulated  by  moving  the  pin  D  up  and 
down,  until  a  distinct  view  of  it  be  obtained.  The 
rule  usually  observed  is,  to  place  the  lens  beyond 
its  focal  distance  from  the  object,  and  then  gra- 
dually slide  it  down,  until  the  object  appear  sharp 
and  well  defined.     The  adjustment  of  the  lenses 
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to  their  ibci,  tnd  the  diitribution  of  the  light  on 
the  object*  are  what  require  the  most  attention. 
Tlieae  microscopes  are  sometimes  fitted  up  with  a 
rack  and  pinion,  to  the  pillar  A  and  pin  D,  for  the 
more  ready  adjustment  of  die  Raises  to  their 
proper  fod. 

The  fdlowing  is  a  single  microscope  on  a  foot 
<»:  stand.  AB  (Fig.  11.)  is  the  basis  or  foot.  C  I 
is  the  stem  {  £  F,  are  two  square  sockets  of  brass, 
moveable  up  and  down  together  upon  the  square 
port  of  the  stem,  being  connected  by  a  common 
acrew;  but  this  motion  is  checked  by  the  constant 
prcasure  of  a  spring.  G  is  a  screw*  by  which  the 
part  E  is  fixed  to  the  stem. 

H  is  an  adjusting  screw,  by  which  the  part  F  is 
gradually  moved  up  and  down ;  and  thereby  K  L, 
the  stage  on  which  the  objects  are  placed,  has 
H  N,  the  slider,  with  its  ol^ects,  duly  adjusted  to 
the  fbcnt  of  the  magnifiers. 

O  is  the  circular  pietre  of  brass,  on  which  are 
fixed  three  knsea  turning  on  centres  fixed  in  O, 
and  which  may  be  used  either  separately,  or  com- 
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with  F  anotbefp  and  £  with  F  a  third,  whieh,  with 
the  three  singly,  mke  six ;  and,  lastly,  all  three 
combined  together,  make  another,  so  that,  upo9 
the  whole,  the»  are  seven  powers  of  magnifyiqg 
with  three  glasses  only. 

The  double,  or  compound  microscope^  consists  of 
an  object*glass  c  d  (Plate  15.  fig.  i.),  and  an  eye- 
glass eff  The  amaU  object  dh/u  placed  at  alittle 
greater  distance  from  the  glass  c  d^  than  its  prin- 
cipal focus,  so  that  the  pencils  of  rays  flowing  from 
the  difierent  points  <^  the  object,  and  passing 
through  the  glass,  may  be  made  to  converge  and 
unite  in  as  many  points  between  g  and  A,  where 
the  image  of  Uie  object  will  be  &irmed;  which 
image  is  viewed  by  the  eye  through  the  eye-glass 
ef;  for  the  eye-glass  being  so  placed,  that  the 
image  g  ifc,  may  be  in  its  focus,  and  the  eye  much 
abont  tbe  same  distance  on  the  other  sid^  the  rayg 
of  each  pencil  will  be  parallel  after  going  out  of 
the  eye*glass,  as  at  e  and^  till  they  cooie  to  the 
eye  at  Jk,  where  they  will  begin  to  converge  by  the 
refractive  powers  of  the  humours ;  and,  after  hav« 
ing  crossed  each  other  in  the  pupil,  and  passed 
through  the  crystalline  and  vitreous  humours,  they 
will  be  collected  into  points  on  the  retina,  and 
form  the  large  inverted  image  A  B  therecm. 

The  magnifying  power  of  this  microscope  is  as 
follows :  suppose  the  image  ^  A  to  be  six  times  the 
distance  of  the  object  a  b  from  the  object-glass  cd; 
then  will  the  image  be  six  times  the  length  of  the 
object ;  but  since  the  image  could  not  be  seen  dis*- 
tinctly  by  the  bare  eye  at  a  less  distance  than  six 
inches,  if  it  be  vieweil  by  an  eye-glass  e  ^  of  one 
inch  focus,  it  will  thereby  be  brought  six  times 
near;er  the  eye,  and  consequently  viewed  under  an 
angle  six  times  as  large  as  before}  so  that  it  will  be 
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agun  magnified  six  times;  that  is,  six  times  by  xhe 
ot^ect-glan,  and  nx  times  by  the  eye-^ass;  which, 
multiplied  into ooe  another,  makes  thirty-six  times; 
and  so  much  is  the  object  magnified  in  diameter 
more  than  what  it  appears  to  the  bare  eye,  and 
consequently  thirty-six  times  thirty-six,  or  199ft 
times  in  surface. 

But  because  the  extent  or  field  of  view  is  very 
small  in  this  microscope,  there  are  generally  two 
eye-glasses  placed  sometimes  close  together,  and 
sometimes  an  inch  asunder;  by  which  mcanjt, 
although  the  object  appear  less  magnified,  yet  the 
visible  area  is  much  enlarged  by  the  intcrpositiun 
of  a  second  eye-glass,  and  consequently  a  much 
pleasanter  view  is  obtained. 

A  Q  is  the  body  or  internal  part,  which  in  move- 
able  up  and  down  in  C  D  (Fig.  2.)  an  external 
case  of  wood,  brass,  or  ulver.  E,  one  of  the  three 
pillars  which  support  the  instrument.  F,  a  plate 
fixed  (horixontally)  to  the  legs,  usually  called  the 
stage:  there  is  a  h(^  in  the  central  part,  in  which 
glass,  and  other  parts  of  tlic  apparatus,  arc  placi'd. 
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nearer  to,  or  fiirther  from,  the  eye ;  because  the 
nearer  it  is,  the  larger  is  the  visual  angle  under 
which  it  appears,  and  vice  versa. 

But  the  eye  is  so  formed  as  to  admit  of  distinct 
vision  by  such  rays  only  as  are  nearly  parallel;  and 
therefore  every  object  must  be  removed  to  such  a 
distance  from  the  eye,  that  the  rays  of  light  issuing 
from  every  point  thereof^  may  fall  upon  the  eye 
with  small  divergency,  or  nearly  parallel;  which 
distance  is,  in  difierent  eyes,  from  six  to  eight 
inches,  as  any  one  may  find  by  trial. 

Now,  since  a  convex  glass  converges  parallel 
rays  to  a  point  or  focus ;  therefore,  on  l^e  contrary, 
if  an  object  be  placed  in  the  focus  of  such  a  lens, 
the  rays  proceeding  from  each  point  will  be  re- 
fracted parallel  to  the  eye,  and  thereby  produce 
distinct  vision  of  that  object  in  its  focus. 

Hence,  then,  it  follows,  that  if  a  6  be  a  very 
small  object  in  the  focus  of  the  glass  C  (Fig.  8.) 
whose  focal  distance  is  one  inch,  the  eye  applied  to 
the  lens  C  will  have  the  distinct  vision  of  it ;  and 
this  being  at  a  distance  six,  seven,  or  eight  times 
nearer  than  the  eye  alone  could  clearly  see  it,  it 
must  appear  so  many  times  larger  than  to  the  naked 
eye ;  and  therefore,  we  properly  say,  it  is  magni- 
fied to  such  eyes,  six,  seven,  or  eight  times  in 
length  and  breadth. 

But  all  surfiu^es  are  magnified  in  proportion  to 
the  squares  of  their  lengths  or  sides ;  therefore  the 
surfaces  of  objects  are  magnified  thirty-six,  forty- 
nine,  or  sixty-four  times,  by  a  lens  of  one  inch 
focal  distance. 

Also  the  bulk  or  magnitude  of  the  whole  body, 
will  be  magnified  in  proportion  to  the  cubes  of  the 
sides  or  length ;  and  therefore  all  solid  bodies  will, 
by  such  a  lens,  be  magnified  216,343,  or  512  times 
to  such  eyes  respectively. 


If  the  lens  C  were  but  of  liall'  an  incli  t'ocai 
disUnce*  the  lengths  of  the  objects  would  be  mag- 
nified twice  as  much;  the  Burfaces  four  times,  and 
tl»e  magnitude  or  bulk,  eight  times  as  much  ma 
before. 

If  the  focal  distance  of  the  lens  C  be  a  quarter 
of  an  inch,  then  the  lengths  arc  magnified  four 
timea  as  much,  viz.  twenty-four,  twenty-eight,  or 
thirty-two  timesj  the  surfaces  sixteen  times  sa 
much,  or  576  times  more  than  to  the  naked  eye  at 
six  inches  distance;  and  solid  bodies  are  magniticd 
sixty<foujr  times  more  than  by  the  lens  of  a  whole 
inch  focal  distance. 

Again;  suppose  tlie  lens  so  small  that  its  tbcai 
distance  is  but  one-tenth  of  an  inch,  then  the 
length  of  au  object  is  magnified  sixty,  seventy,  or 
eighty  times;  the  surtiice  -JGOU,  Syw,  or  (>^KX> 
times;  and  the  solidity,  or  whole  bulk,  tflt),(iiNi, 
043,000^  or  512,000  times,  or  so  much  larger  do 
the  bodies  of  mites,  or  their  t^gs*  appear  than  to 
the  naked  eye  at  six,  seven,  or  eight  inche:> 
distance* 

After  tlie  same  manner  you  may  compute  Hvt 
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fonned  by  the  said  lens  C,  a  large  image  S  T,  in 
the  upper  part  of  the  microscope  \  and  this  image 
is  viewed  through  the  glass  6  H  in  its  fociis  below 
atO. 

Now  it  is  easy  to  understand,  that  the  image 
S  T  is  as  much  larger  than  the  object  a  6,  as  the 
distance  C  A  exceeds  the  distance  C  a  from  the 
lens.  Suppose  the  image  S  T  six  times  larger  than 
the  object  a  b;  then  if  it  be  viewed  by  a  lens  G  H 
of  one  inch  focal  distance,  the  image  S  T  will  ap- 
pear magnified  six  times  at  least,  and  therefore  the 
object  a  b  will  be  magnified  six  times  six,  or  36 
times  in  length ;  and  36  times  36,  or  1S96  times  in 
surface;  and  36  times  1296,  or  46,656  times  in  the 
bulk  of  solidity.  And  yet  with  these  great  powers 
of  magnifying,  the  lens  C  may  not  be  of  less  than 
half  an  inch  focal  distance,  in  the  least  sort  of 
compound  pocket  microscopes. 

But  with  a  single  eye-glass  6  H,  we  have  too 
small  a  field  of  view ;  therefore  we  use  two,  viz. 
A  B  and  D  £;  the  first  contracts  the  image  S  T 
into  another,  I  M,  which  is  less;  and  this  is  viewed 
by  the  eye-glass  D  E.  Now  both  these  glasses 
may  have  a  magnifying  power  equal  to  that  of  a 
given  single  glass  G  H,  by  this  rule:  Let  their 
distance  be  equal  to  the  difference  of  their  focal 
lengths,  and  their  magnifying  power  will  be  equal 
to  that  of  a  lens,  whose  focal  distance  is  half  that 
of  the  greater  A  B. 

For  example — Suppose  the  focal  length  of  A  B  to 
be  Si  inches,  and  that  of  D  £  1  inch;  then  if 
their  distance  be  li  inch,  their  joint  magnifying 
power  will  be  equal  to  that  of  a  single  lens  G  H, 
whose  focal  distance  is  1 1  equal  half  that  of  A  B. 
By  the  two  eye-glasses  the  rays  are  converged  to 
the  eye  at  the  compound  focus  F,  much  less 
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a&cted  by  the  errors  arising  from  the  abcrraUoD  of 
rays*  both  from  their  diffi;reDt  refraDgibility  aod 
the  figure  of  the  glasses. 

The  solar,  or  camera  obscura  microscope,  requires 
the  sunshine*  and  must  bu  made  use  of  in  a 
darkened  chamber^  as  its  name  implies. 

It  is  composed  of  a  tube,  a  looking-glass,  a  con- 
vex  lens,  and  Wilson's  single  pocket  microscope, 
befcve  described,  or  any  other  similar  one. 

The  sun's  rays  being  directed  by  the  looking- 
glass  through  the  tube  upon  the  object,  the  iniugc 
or  picture  of  the  (^ject  is  thrown,  distinctly  uiid 
beautifully,  upon  a  screen  of  white  pupt-r,  <ir  u 
white  linen  sheet,  placed  at  some  distance  to  ic- 
ceive  the  samej  and  may  be  magnilied  to  an  im- 
mense size;  for  the  farther  off  the  screen  b  re- 
moved, the  larger  will  the  object  appear;  insomuch, 
that  a  mite  may  be  magnified  to  the  length  of  tive 
or  six  feet,  or  even  a  great  deal  more;  but  it  is 
indeed  more  distinct  when  not  enlarged  to  ubu\e 
ludf  that  size. 

Tlic  apparatus  for  ihis  purpose,  as  re^irt'soiiled 


motioQ  for  iuniiiig  f^imd  tt^e  (qfodw  pMe9  flf 
woo€l  B,  wAh  gU  the  ptits  fjtQlx^. 

C 18  a  brnflB  tube  cw^red  w^h  |eai  akilk  vbjejbb 
screwing  into  the  middle  pf  th^  ciireulgr  p«>^c«  lOf 
wood»  beccMaes  a  case  for  tii^  imcovered  braia  t«ittf 
D,  to  be  drawn  backwards  or  forwards  in.  £»  ^ 
a  smaller  tub^  of  about  one  inch  jyqi  length  scre^gfed 
to  the  end  of  the  larger  tube  D.  To  the  end  lof 
this  the  microscope  must  be  screwed. 

^  is  a  cofivex  lens,  whose  focus  is  about  twi^ 
incjfies^  designed  to  collect  the  sun's  rayi^  and 
throw  them  more  strongly  upon  the  objectf  Cr,  n 
looking-glass  of  an  oblong  figure,  set  in  a  woodttl 
firame»  &stened  by  hing^  ta  the  circular  |^e  fif 
wood  B,  and  turning  aboot  9ith.i<;»  by  meow  of 
the  abov^mestioned  catgut* 

H,  a  jmnted  wire  passing  through  the  woodm 
frame,  to  enable  the  observer  (by  putting  it  back^ 
wards  or  forwards)  to  elevate  or  decline  the  f^iim$ 
according  to  the  sun's  altitude. 

The  extremities  of  the  catgut  are  fastened  to  a 
brass  pin;  by  turning  which  it  may  be  b;aced 
up,  if  nt  any  time  it  becomes  too  slack.  This  pin# 
lying  behind,  could  not  be  shown  in  the  plate. 

When  tjbis  microscope  is  employed,  the  room 
must  be  rendered  as  dark  as  possible;  £or  on  the 
darkness  of  the  room,  and  the  brightness  of  the 
sunshine,  depend  the  sharpness  and  perfection  of 
the  image.  Then  putting  the  loddng-glass  G 
through  the  hole  in  the  window^shutter,  fasten  the 
square  frame  A  to  the  said  shutter  by  its  two 
screws  and  nuts,  1  1 . 

This  done,  adjust  the  looking-glass  to  the  ele- 
vation and  situation  of  the  sun,  by  means  q£  the 
jointed  wire  H,  together  with  the  catgut  puUeya 
for  the  first  of  these  raising  or  lowering  the  glasfc 
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and  the  other  reclining  it  to  either  side,  there  re- 
sults a  twof<M  motion,  which  may  easily  be  so 
Buuuged  OS  to  bring  the  glass  to  a  right  position; 
that  is,  to  make  it  reflect  the  sun's  rays  directly 
jthrough  the  lena,  upon  the  paper  screen,  and  form 
thereon  a  q>ot  of  light  exactly  round. 

Though  the  obtaininga  perfect  circular  spot  of  light 
upon  the  screen  before  you  apply  the  microscope, 
is  a  certain  proof  that  the  looking-glass  is  adjusted 
right,  yet  that  proof  must  not  always  be  expected'; 
for  the  sun  is  so  low  in  winter,  that  if  it  shine  in  a 
direct  line  against  the  window,  it  cannot  then 
afibrd  a  spot  of  light  exactly  round.  But  if  it  be 
on  either  side  of  you,  a  round  spot  may  be  ob- 
tained, even  in  December. 

As  soon  as  this  appears,  screw  the  tube  C  into 
the  brass  collar  provided  for  it  in  the  middle  of  the 
wood-work,  taking  care  not  to  alter  the  looking- 
^ass;  then  screwing  the  magnifier  you  choose  tu 
employ  to  the  end  of  the  microscope,  in  the  usual 
manner,  take  away  the  lens  at  the  other  viid 
<^  it,  and  place  a  slider,   containing  the  object 


OPTICS.  398 

The  short  tube  £,  which  the  microscope  is 
screwed  tOy  enables  you,  by  sliding  it  backwards  or 
forwards  in  the  other  tube  D,  to  bring  the  objects 
to  their  true  focal  distance ;  which  will  be  known 
by  the  sharpness  and  clearness  of  their  appearance; 
they  may  also  be  turned  round  by  the  same  means, 
without  being  in  the  least  disordered. 

The  magnifiers  most  useful  in  the  solar  micro- 
scrope  are,  in  jgeneral,  the  fourth,  fifth,  or  sixth. 

This  microscope  is  the  most  entertaining  of  any. 
There  are  also  several  conveniences  attending  it^ 
which  no  other  microscope  can  have;  for  tha 
weakest  eyes  may  use  it  without  the  least  straining 
or  fatigue :  numbers  of  people  may  view  any  object 
together  at  the  same  time.  Such,  too,  as  have 
a  little  skill  in  drawing,  may,  by  this  contrivance, 
easily  sketch  out  the  exact  form  of  any  object 
they  have  a  mind  to  preserve  a  figure  of;^s]nce 
they  need  only  fasten  a  paper  upon  the  soreen, 
and  trace  it  on  it,  either  with  a  pen  or  pencil. 

For  this  purpose  a  frame  might  be  made,  in 
which  a  sheet  of  paper  may  be  put  in  or  taken  out 
at  pleasure ;  for  if  the  paper  be  single,  the  image 
of  an  object  will  be  seen  as  plainly  almost  on  the 
back  as  on  the  other  side ;  and  by  standing  behind 
the  screen,  the  shade  of  the  hand  will  not  obstruct 
the  light  in  drawing,  as  it  must  in  some  degree 
when  one  stands  before  it. 

It  must  be  observed,  that  formerly  the  solar 
microscope  had  no  looking-glass  belonging  to  it, 
and,  therefore,  was  of  use  a  few  hours  only  in  a  day, 
when  the  tube  could  be  placed  directly  against  the 
body  of  the  sun,  and  even  then  not  without  a 
good  deal  of  trouble:  but  by  this  lucky  con- 
trivance of  a  looking-glass,  the  sun's  rays  may  be 
reflected  through  the  tube,  whatever  its  height  or 
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^atI6ft  be,  prtMdeA  it  thine  M  all  upon  the 
window. 

The  following  Is  a  diagram  of  the  aolar  mlenw- 
cope:  Let  A  B  (Fig.  5.)  be  a  section  of  the  window, 
shatter  of  a  dafK  room,  eontaining  a  seioptric  ball 
E  P;  in  the  fore-part  of  which  Is  screwed  the  tube 
G  I  K  H,  at  one  end  of  the  tube  is  a  lens  C}  H, 
whlefi,  b^  coriverging  tfie  sun-beams  into  a  narrow 
compH^  strongly  enKghtens  the  small  object  o, 
ptkced  bH  a  rirp  of  glaas,  or  otherwise,  in  the  part 
of  the  tribe  G  H,  where  a  slit  is  made  on  each 
side  tbr  that  purpose.  Within  this  tube  there 
sBdcts  another,  L  m,  which  contains  a  small  mag> 
ntQ^ng  lens,  m  r* 

By  movibg  the  exterior  tube  1  G  II  K  one  way 
aAd  tte  oCher»  the  glass  G  H  wilt  be  brought  to 
reMre  tb«  rays  of  the  stm  directly,  and  will  thcre- 
&te  taost  IM^iMdy  lllnttiftate  the  object  a.  The 
oOrts'ttibe  L  M,  being  slid  backwards  and  forwards, 
will  adjttst  the  Astence  of  the  small  lens,  so  that 
the  iMMge  of  thit  ebjeet  a  shall  be  made  very  dis- 
tiHct  on  the  opposite  ride  «f  the  room  at  O  F;  and 
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fbthid  to  giVi  sdmif  troitble  iii  undefBtMldiiig  alid 
computing  the  dimensions  taketi  by*it;  iuidi  thCM^ 
fbre,  it  is  hei-e  applied  to  the  stage,  6t  ratb^f  t^  the 
object  itsel/;  which  renders  the  ils6  of  it  1001% 
plfeasaht; 

The  tippet  part  of  the  microsctfpiei  which  bOto- 
tflitiS  the  glslss,  had  a  fltie  wire  in  its  focus,  abd  to  it 
any  part  of  thfe  image  fnaybe  applied^  or  the  irttk 
itaay  be  ilpplled  to  My  pan  of  thfe  image,  by  A  ptopist 
eotistitietioln  of  the  bppei*  j^drt  of  the  mibfddfcd^ 
fbf  that  pbrpose.  The  object  beitig  then  plii<;^  lh 
a  proper  manner  on  the  stage,  the  86re#  is  to  hh 
tttmed  till  the  image  of  the  object  hiis  passed  its 
^hole  length  or  breadth  under  the  nMte,  kttd  tHtm 
its  diinensions  will  be  ktiown.   Thiii^,  fbi*  example : 

Hie  ntihfiber  ef  threads  on  the  sci-eir  in  on£  itidk 
19  fifty,  and  the  number  of  divisibtis  oii  the  circolaf 
plate  is  twenty.  Therefore  one  thready  or  ofite 
torn  of  the  setiew,  itteasafes  one-fiftieth  part  6^  an 
Mch :  and  one  divisic^n  of  the  plate  ih  oile- twentieth 
of  one-fiftieth,  that  is,  one-thousandth  part  of  an 
inch.  So  that  such  a  micrometer  will  very  exactly 
filieasnre  any  small  object,  or  its  smaller  parts  to 
the  thousandth  part  of  an  inch. 

Suppose  the  subject  were  a  mite,  and  it  were  re- 
^iiifed  to  measure  the  length  of  it;  place  it  in  a 
snder,  and  that  slider  on  a  sta^e,  in  such  a  manrief 
that  the  mite  may  move  lengtimise  in  the  directicMi 
of  a  screw;  then  move  or  set  the  wire  at  right 
angles  to  it,  and  so  as  touch  the  image  of  the  mite 
at  one  end,  very  exactly.  This  done,  turn  tb^ 
wire  till  the  image  has  passed  its  whole  length 
under  the  wire ;  and  having  counted  the  turns,  you 
will  find  them  four,  and  fourteen  divisions  of 
another;  the  four  turns  are  A  or  tIvv,  and  the 
fourteen  divisions  are  ri^;  so  that  the  whole  length 
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«f  tkm  aite  ii  An  part  of  an  ioch,  which  is  almoil 
IJ1  U  nih  part  of  an  ioch. 

AgakOt  suppose  you  measure  the  length  of  the 
^g  of  a  mite,  and  find  one  turn  of  the  screw, 
and  three  divisions  on  the  plate,  carry  it  completely 
under  the  wire;  then  one  revolution  of  the  screw 
is  n  or  Tm,  and  three  divisions  are  tb'bw;  so  the  whole 
length  of  the  egg  is  equal  to  tU.  of  an  inch,  that 
is,  almost  one  for^-fourth  part  of  an  inch;  or 
forty-four  such  eggs  of  a  mite  will,  if  laid  con- 
ttguously  in  a  right  line,  be  nearly  equal  to  one 
inch  in  length. 

The  micrometer  may  be  easily  applied  to  the 
solar  microscope;  for  let  a  fine  straight  line  be 
diawn  on  the  screen,  and  the  end  or  side  of  the 
image  be  placed  to  touch  it;  then  by  turning  the 
screw,  it  will  therein  be  measured  in  thousandth 
parts  of  an  inch. 

By  the  micrometer  the  naturalist  acquires  an 
idea  of  the  wonderful  disproportion  there  is  be- 
tween  tlie  magnitudes  or  dimensions  of  the  small- 
est  and  of  the  largi'st  objects  of  the  animal  tribe 
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that  is^  in  words,  one  egg  of  an  ostrich  is  equal  to 
fifteen  million  six  hundred  and  twenty-five  thoa- 
sand  eggs  of  a  mite.  And  there  is  great  reason' to 
believe,  that  there  are  eggs  of  other  animalcule 
far  less  than  those  of  a  mite.  Indeed,  the  greatest 
stretch  of  the  human  mind  is  insufficient  to  ex- 
plore the  amazing  and  inconceivable  gradations 
in  every  part  of  Nature ;  and  nothing  but  the  all- 
piercing  eye  of  boundless  Intelligence  can  see 
through  a  series  of  such  infinitely  decreasing  inx>- 
gressions. 

It  may  be  here  worth  noticing,  that  a  telescope 
is  easily  converted  into  a  microscope,  by  removing 
the  object-glass  to  a  greater  distance  from  the  eye- 
glasses; fi^r  the  distance  of  the  image  varies  with 
the  distance  of  the  object  from  the  focus,  and  is 
more  magnified,  as  its  distance  from  the  object  is 
greater:  the  same  telescope  may,  therefore,  be  suc- 
cessively turned  into  a  microscq^e  with  difierent 
powers.  Botanists  might  find  some  advantage  in 
attending  to  this;  it  would  assist  them  m  dis- 
covering small  plants  at  a  distance,  and  thus  often 
save  them  from  the  thorns  of  a  hedge,  and  the 
dirt  of  a  ditclu 

Tekscopes. 

In  a  refracting  telescope^  the  glass  which  is  nearest 
the  object  in  vievdng  it  is  called  the  objecUglass  ; 
and  that  which  is  nearest  the  eye  is  called  the 
eye-glass.  The  object-glass  must  be  convex,  but 
the  eye-glass  may  be  either  convex  or  concave; 
and  generally,  in  looking  through  a  telescope,  the 
eye  is  in  the  focus  of  the  eye-glass,  though  that  is 
not  very  material ;  for  the  distance  of  the  eye,  as 
to  distinct  vision,  is  indifferent,  provided  th^  rays 


of  the  pencils  ftll  upon  it  parallel  i  only,  the  ii 
the  eye  is  to  the  end  of  the  telescope,  the  larger 
th6  scope  or  area  of  the  field  of  view. 

Let  c  rf  (Plate  16.  tig.  a.)  be  a  convex  glaa 
fixed  in  a  long  tube,  and  have  its  focus  at  E. 
Hien  a  pencil  of  ra/s  gki,  flowing  from  the  upper 
•xtremlty  A  of  the  remote  object  A  B,  will  be 
so  refracted  by  passing  through  the  glass,  as  to 
conveige  and  meet  in  pointy*;  whilst  the  pencil  of 
rays  klm,  flowing  from  the  tower  extremity  B,  of 
the  same  object  A  B,  and  passing  through  the 
^asit  will  converge  and  meet  in  the  pditt  r-  and 
the  images  of  the  point  A  and  B,  will  be  formed 
in  the  pointfl^and  r.  And  as  all  the  intermediate 
pokntM  of  the  object  between  A  and  B  send  out 
pencils  of  rays  in  the  same  manner,  a  sufficient 
Buiirf»et  of  these  pencila  wilt  pass  through  the 
flbjecfc^laM  e  <  and  converge  to  as  many  inter- 
Mediate  prants  between  e  and  y)  and  so  will  form 
the  niiole  inverted  image  e  K  J',  of  the  distinct 
flbject.  But  beeauae  this  im^e  is  small,  a  concave 
glass,  n  o,  ia  so  placed  tn  the  end  of  the  ttibc  next 


the  fidd  of  vkw  is  but  ter/  smdili  as  i^  dvidMl  bf 
the  figure.  For  none  of  the  pencilsi  Whieh  flow 
either  from  th«  top  6r  bottom  of  the  oligect  A  B^ 
can  entef  the  |>upil  of  thfe  dye  At  C»  but  ^e  stopped 
by  falling  upon  the  iris  above  and  below  the  pupil ) 
and,  therefore^  ovij  the  middle  part  of  the  object 
can  be  seen  when  the  telescope  lies  direotly  towards 
ity  by  means  of  thdse  fays  which  proceed  from  thei 
middle  of  thei  object*  So  that  to  see  the  w  We  of 
iCf  the.  telesobpe  must  be  moved  upwards  and 
downwards,  unless  the  objedt  be  very  remote}  afid 
then  it  is  never  seen  distinctly^ 

This  lUconT^ence  is  remedied  by  substituting 
a  convex  eye-glass,  as  g  A  (Fig.  0.),  in  plactf  of  the 
tfimcave  one)  and  fixing  it  so  in  the  tubci  that  its 
tocui  may  be  coincident  with  the  focus  of  the  ob« 
JMi^ghMs  D  d;  9SBt  £«  For  then  the  rays  of  the 
pentik  flowing  £rom  the  ol^ect  A  B,  and  passing 
throagh  the  object-glass  c  d^  will  meet  in  its  focu^ 
and  form  the  invented  image  m'Ei  p;  and  as  the 
imitge  is  formed  in  the  focus  of  the  eye-glass  g  hf 
the  rays  of  each  pencil  will  be  parallel,  after  passing 
through  that  glass ;  but  the  pencils  themselv^  will 
cross  in  its  focus,  on  the  other  side,  as  at  e;  and 
the  pupil  of  the  eye  being  in  this  focus,  the  image 
will  be  viewed  through  the  glass^  under  the  angle 
g  e  hf  and  being  at  £^  it  will  appear  magnified,  so 
as  to  fill  the  whole  space  Cm  e  pT>. 

But,  as  this  telescope  inverts  the  image  with  re« 
spect  to  the  object,  and  is  only  fit  for  viewing  the 
heavenly  bodies,  in  which  we  regard  not  their 
position,  because,  on  account  of  their  being  round, 
they  do  not  appear  inverted. 

The  magnifying  power  ot  this  telescope  is,  as 
the  focal  distance  of  the  object-glass  to  the  focal 
distance  of  the  eye-glass*    Therefore,  if  the  former 
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be  divided  by  the  latter,  the  quotient  will  express 
the  magnifying  power. 

This  telescope  may  be  made  to  magnify  in  any 
given  degree,  provided  it  be  of  a  sufficient  length. 
For  the  greater  the  focal  distance  of  the  objects 
glass,  the  less  may  be  the  focal  distance  of  the 
eye-glass,  though  not  directly  in  proportion.  Thus, 
an  object-glass  of  ten  feet  focal  distance  will  ad- 
mit of  an  eye-glass  whose  focal  distance  is  little 
more  than  two  inches  and  a  half;  which  will  mag- 
nify near  forty-eight  times;  but  an  object-glass  of 
one  hundred  feet  focus  will  require  an  eye-glass 
somewhat  more  than  six  inches;  and  will,  therefore, 
magnify  almost  two  hundred  times. 

A  telescope  for  viewing  terrestrial  objects  should 
be  constructed  so  as  to  show  them  in  their  natural 
posture.  And  this  is  done  by  one  object-glass 
c  d  (Fig.  3.),  and  three  eye-glasses  e  Jl  g  h,  ik,  so 
placed,  that  the  distance  between  any  two,  which 
are  nearest  to  each  other,  may  be  equal  to  the  sum 
of  their  focal  distances,  as  in  the  figure,  where  the 
focus  of  the  glasses  c  d  and  e  jT meet  at  F,  those  of 
the  glasses  e  f  and  g  A,  meet  at  /,  and  of  g  h  and 
i  k  aim;  the  eye  being  at  n,  in  or  near  the  focus 
of  the  eye-glass  i  Ar,  on  the  other  side.  Then  it  is 
plain,  that  these  pencils  of  rays  which  flow  from  the 
object  A  B,  and  pass  through  the  object-glass  c  rf, 
will  meet  and  form  an  inverted  image  C  F  D  in  the 
focus  of  that  glass;  and  the  image  being  also  in  the 
focus  of  the  glass  e  Jl  the  rays  of  the  pencils  will 
become  parallel,  afler  passing  through  that  glass, 
and  cross  at  /,  in  the  focus  of  the  glass  e  f;  from 
whence  they  pass  on  to  the  next  glass  g  /r,  and  by 
going  througli  it,  they  arc  converged  to  the  points 
in  its  other  focus,  where  they  form  an  erect  image 
E  w  F,  of  the  object  A  B ;  and  as  this  image  is  also 


OPTICS*  301 

in  the  focus  of  the  eye-glass  i  Ar,  and  the  eye  on  the 
opposite  side  of  the  same  glass ;  the  image  is  viewed 
through  the  eye-glass  in  this  telescope,  in  the  same 
manner  as  through  the  eye-glass  in  the  former  one,' 
only  in  a  contrary  position ;  that  is,  in  the  same 
position  with  the  object. 

The  three  glasses  next  the  eye  have  all  their 
focal  distances  equal ;  and  the  magnifying  power 
of  this  telescope  is  found  the  same  way  as  that  of 
tlie  last  above,  viz.  by  dividing  the  focal  distance 
of  the  object-glass  c  dhy  the  focal  distance  of  the 
eye-glass  i  ky  ov  g  hj  or  e  f^  since  all  these  three 
are  equal. 

When  the  rays  of  light  are  separated  by  re- 
fraction, they  become  coloured;  and  if  they  be 
united  again,  they  will  be  a  perfect  white.  But 
those  rays  which  pass  through  a  convex  glass,  near 
its  edges,  are  more  unequally  refracted  than  those 
nearer  the  middle  of  the  glass.  And  when  the 
rays  of  any  pencil  are  unequally  refracted  by  the 
glass,  they  do  not  all  meet  again  in  one  and  the 
same  point,  but  in  separate  points;  which  make  the 
object  indistinct,  and  coloured  about  the  edges. 
The  remedy  is,  to  have  a  plate,  with  a  small  round 
hole  in  its  middle,  fixed  in  the  tube  at  m^  parallel 
to  the  glasses.  For  the  wandering  rays  about  the 
middle  of  the  glasses  will  be  stopped  by  the  plate 
from  coming  to  the  eye ;  and  none  admitted  but 
those  which  come  tlu^ough  the  middle  of  the  glass, 
or  at  least  at  a  good  distance  from  its  edges,  and 
pass 'through  a  hole  in  the  middle  of  the  plate. 
But  this  circumscribes  the  image,  and  lessens  the 
field  of  view,  which  would  be  much  larger  if  the 
plate  could  be  dispensed  with. 

Besides  the  telescopes  described  before,  there  is 
also  one  called  a  binocular^  or  double  telescope. 
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This  is  no  mora  than  two  equal  telescope  set  in  a 
frame,  parallel  to  one  another}  and  these  may  be 
9et  at  a  proper  distance  from  one  another,  by  tJb 
help  of  screws ;  and  that  distance  is  to  be  the  saoK 
aa  the  distance  of  the  two  pupils  of  the  eyes. 
When  that  is  adjusted,  a  person  is  to  look  throo^ 
them  both  at  once ;  through  one  with  each  eye,  to 
any  object,  which  will  then  be  seen  by  both  eyes, 
and  ^pear  far  brighter  than  through  a  single 
telescope. 

Telescopesi  in  general,  represent  terrestrial  ob- 
jects as  if  nearer;  and  this  nearness,  or  seeming 
approach  of  the  object,  is  as  the  magnifying  power 
of  the  telescope.  Thus^  looking  at  a  man  one 
hundred  yards  off,  with  a  telescope  that  magnifies 
one  hundred  times,  the  man  will  appear  to  be  only 
a  yard  o& 

The  magnifying  power  of  a  telescope  will  be 
found,  if  you  make  two  equal  circles  of  paper  of  an 
inch  diameter  or  more,  and  fix  one  of  them  upon 
a  wall  one  hundred  or  two  hundred  yards  distant ; 
and  the  other  at  a  small  distance,  in  a  line  with  the 
first  Then  look  at  the  farther  circle  through  the 
telescope  with  one  eye,  and  at  the  near  circle  with 
the  other  eye  naked.  Move  the  near  circle  (or  else 
the  telescope)  backward  and  forward,  until  the 
two  circles  appear  equal,  or  coincide.  Then  mea- 
sure the  two  distances,  from  the  eye-glass  of  the 
telescope  to  the  two  circles;  divide  the  greater 
distance  by  the  less,  and  you  have  the  magnifying 
power  of  the  telescope. 

There  is  no  better  way  for  trying  the  goodness  qf 
an  object-glass  than  putting  it  in  a  tube,  and  trying 
it  with  several  small  eye-glasses,  by  looking  at 
several  distant  objects,  and  particularly  at  the 
tiUe-page  of  a  book }  for  that  glass  which  repre- 
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sents  objects  the  most  bright  and  digtsnct,  and 
bears  the  greatest  aperture,  and  the  shortest  tye>* 
glass,  without  colouring  or  dimness,  is  the  best 

glass. 

The  Eejlectmg  Tekscopc-^The  great  inconre^ 
nience  attending  the  management  of  long  tele- 
scopes of  the  refiracting  kind  has  brought  them  too 
much  into  disuse  since  the  reflecting  telescope 
was  invented ;  for  one  of  this  sort,  six  feet  in 
length,  magnifies  as  much  as  one  of  the  other  at 
an  hundred.  It  was  invented  by  Sir  Isaac  Newton  \ 
but  has  received  considerable  improvements  since 
his  time ;  and  is  now  generally  constructed  in  the 
following  manner^  which  was  first  proposed  by  Dr» 
Gr^ory. 

At  the  bottom  of  the  great  tube   TTTT 
(Plate  17*  fig*  !•%  is  placed  the  large  concave 
mirror  D  U  V  F,  whose  principal  focus  is  at  M ; 
and  in  its  middle  is  a  round  hole^  P,  opposite  to 
which  is  placed  the  small  mirror  L,  concave  toward 
the  great  one,  and  so  fixed  to  a  strong  wire  M,  that 
it  may  be  moved  farther  from  the  great  mirror,  ot 
nearer  to  it,  by  means  of  a  long  screw  on  the  out- 
side of  the  tube,  keeping  its  axis  still  in  the  same 
line,  P  m  n,  with  that  of  the  great  one.    Now, 
since  in  viewing  a  very  remote  object,  we  can 
scarcely  see  a  point  of  it  but  what  is  at  least  as 
broad  as  the  great  mirror,  we  may  consider  the  rays 
of  each  pencil,  which  flow  from  every  point  of  the 
object,  to  be  parallel  to  each  other,  and  to  cover 
the  whole  reflecting  surface  D  U  V  F.     But,  to 
avoid  confusion  in  the  figure,  we  shall  only  draw 
tvfo  rays  of  a  pencil  flowing  from  each  extremity 
of  the  object  into  the  great  tube,  and  trace  their 
progress  through  all  their  reflections  and  refi'ac- 


tiom,  to  the  eye  ^  at  the  end  of  the  small  tube  (  ^ 
which  is  joined  to  the  great  one. 

Let  us  then  suppose  the  object  A  B  to  be  at  such 
a  distance,  that  the  rays  C  y  flow  from  its  lower 
extremity  B,  and  the  rays  £  from  its  upper  ex- 
tremity A.  Then  the  rays  C,  falling  parallel  upon 
the  great  mirror  at  D^  will  be  thence  reflected,  by 
converging  in  the  direction  D  G ;  and  by  crossing 
at  I  in  the  principal  focus  of  the  mirror,  they  will 
form  the  upper  extremity  I.  of  the  inverted  imagp 
I  K,  similar  to  the  lower  extremity  B  of  the  object, 
A  B :  and  passing  on  the  concave  mirror  L,  (whose 
focus  is  at  n)  they  will  fall  upon  it  at  g,  and  be 
thence  reflected  converging,  in  the  direction  g  N, 
because  ^  ni  is  longer  than  g  n ;  and  passing 
through  the  hole  P  in  the  large  mirror,  they  would 
meet  somewhere  about  r,  and  form  the  lower  ex- 
tremis d  of  the  erect  image  a  d,  similar  to  the 
lower  extremity  B  of  the  object  A  B.  But  by  pass- 
ing through  the  plano-convex  glass  K  in  their  way, 
they  form  that  extremity  of  the  image  at  d.  In 
like  manner  the  rays  E,  which  come  from  the  top 
ol'the  object  A  H,  and  I'all  parallel  uiwti  tlio  Rrcat 
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as  at  Ot  where  that  point  of  the  erect  image  is 
formed.  The  like  being  understood  of  all  those 
rays  which  flow  from  the  intermediate  points  of  the 
object,  between  A  and  B,  and  enter  the  tube  XT; 
all  the  intermediate  points  of  the  image  between  a 
and  b,  will  be  formed;  and  the  rays  passing  on 
from  the  image  through  the  eye-glass  S^  and 
through  a  small  hole  e,  in  the  end  of  the  lesser 
tube  t^  they  enter  the  eye  Ji  which  sees  the  image 
a  d  (by  means  of  the  eye-glass)  under  the  large 
angle  c  e  d^  and  magnified  in  length,  under  that 
angle,  from  c  to  d. 

In  the  best  reflecting  telescopes,  the  focus  of 
the  small  mirror  is  never  coincident  with  the  focus 
m  of  the  great  one,  where  the  first  image  I  K  is 
formed  but  a  little  beyond  it  (with  respect  to  the 
eye),  as  at  n  ;  the  consequence  of  whicli  is»  that 
the  rays  of  the  pencils  will  not  be  parallel  after 
reflection  from  the  small  mirror,  but  converge  so 
as  to  meet  in  points  about  ^,  e,  r  ;  where  they  will 
form  a  larger  upright  image  than  adfif  the  glass 
R  were  not  in  their  way :  and  this  image  might  be 
viewed  by  means  of  a  single  eye-glass  properly 
placed  between  the  image  and  the  eye  ;  but  then 
the  field  of  view  would  be  less,  and,  consequently, 
not  so  pleasant ;  for  which  reason  the  glass.  R  is 
still  retained,  to  enlarge  the  scope  or  area  of  the  field. 

To  find  the  magnifying  power  of  this  telescope, 
multiply  the  focal  distance  of  the  great  mirror  by 
the  distance  of  the  small  mirror  from  the  image 
next  the  eye ;  and  multiply  the  focal  distance 
of  the  small  mirror  by  the  focal  distance  of 
tlie  eye-glass ;  then  divide  the  product  of  the 
former  multiplication  by  the  product  of  the  latter, 
and  the  quotient  will  express  the  magnifying 
power. 

VOL.  I.  X 
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We  Bhtll  here  state  the  dimensions  of  one  of 
Hr.  Short's  reflecting  telescope^  us  described  in 
Dr.  Smith's  optics. 

The  focal  distance  of  the  great  mirror  is  Q.H 
inches  its  breadth  3.3  ;  the  focal  distance  of  thv 
small  mirror  1.5,  its  breadth  OSt ;  the  breadth  of 
the  hole  in  the  great  mirror  0.5 ;  the  distance 
between  the  small  mirror  and  the  next  cyc-gla-s-t 
l*.aj  the  distance  between  the  two  eye-glasses 
3.4;  the  focal  distance  of  the  eye-glass  next  the 
metal  ti.8 ;  and  the  focal  distance  of  the  eye-glass 
next  the  eye  1.1. 

One  great  advantage  of  the  reflecting  telvscopi.- 
iSt  that  it  will  admit  of  an  eye-glass  of  a  much 
shorter  focal  distance  than  a  refracting  telescope 
will;  and,  consequently,  it  will  magnify  so  much 
the  loore ;  for  the  rays  arc  not  coloured  by  a  re- 
flection from  a  concave  mirror,  if  it  be  ground  to 
a  true  figure,  as  they  are  by  passing  tlirongli  a 
convex  glass,  let  it  be  ground  ever  so  tnie. 

The  difficulties  which  attend  this  instrument 
are,  the  tamuhing  of  tlie  metallic  speculuni,  and 


OPTICS.  ao7 

are  made  to  diverge  a  little  for  short-sighted  eyes, 
or  to  converge  for  those  of  a  long  sight. 

The  nearer  an  object  is  to  the  telescopei  the 
more  its  pencils  of  rays  will  diverge  before  they 
fall  upon  the  great  mirror,  and,  therefore,  they  will 
be  longer  off  meeting  in  points  af  ler  reflection }  so 
that  the  first  image  I  K,  will  be  formed  at  a  greater 
distance  from  the  large  mirror,  when  the  object  is 
near  the  telescope,  -  that  when  very  remote.    Bat 
as  this  image  must  be  formed  farther  from  its  small 
mirror  than  its  principal « focus  riy  this  mirror  must 
be  always  set  at  a  greater  distance  from  the  large 
one  in  viewing  near  objects,  than  in  viewing  re- 
mote ones :  and  this  is  done  by  turning  the  screw 
on  the  outside  of  the  tube,  until  the  small  mirror 
be  so  adjusted,  that  the  object  (or  rather  its  image) 
appears  perfect. 

In  looking  through  any  telescope  towards  «wi 
object,  we  never  see  the  object  itself,  but  only  thjst 
image  of  which  is  formed  next  the  eye  in  the  tele- 
scope ;  for,  if  a  man  hold  his  finger  or  a  stick  be- 
tween his  eye  and  an  object,  it  will  hide  part,  if 
not  the  whole  of  the  object  from  his  view.     But  if 
he  tie  a  '^tick  across  the  mouth  of  a  telescope 
before  the  object-glass,  it  will  hide  no  part  of  the 
imaginary  object  he  saw  through  the  telescope 
before,  unless  it  cover  the  whole  mouth  of  the 
tube :  for  all  the  effect  will  be  to  make  the  object 
appear  dimmer,  because  it  intercepts  part  of  the 
rays.     Whereas,  if  he  put  only  a  piece  of  wire 
across  the  inside  of  the  tube,  between  the  eye-glass 
and  his  eye,  it  will  hide  part  of  the  object  which 
he  thinks  he  sees :  which  proves  that  he  sees  not 
the  real  object,  but  its  image.     This  is  also  con- 
firmed by  means  of  the  small  mirror  L,  in  the  re- 
fleeting  telescope,  which  is  made  of  opaque  metal, 
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and  stands  directly  between  the  eye  and  the  object 
towards  which  the  telescope  is  turned;  ami  will 
hide  the  whole  object  from  the  eye  at  c,  it'  tlic  two 
glasses  R  and  S  are  taken  out  of  the  tube. 

Herschell  chiefly  makes  use  of  a  Newtonian 
reflector,  the  ibcal  distance  of  whose  great  mirror 
is  7  feet,  its  aperture  C.25  inches,  and  powers  S*J7 
and  460  times;  though  sometimcit  he  uses  a  power 
of  ^450  for  the  fixed  stars;  but  his  great  telescope 
is  four  feet  in  diameter,  and  40  feet  in  length. 

If  the  metals  of  a  Newtonian  telescope  an' 
worked  as  exquisitely  as  those  in  Herscliell's  sc\'cn 
feet  reflector,  the  highest  power  that  such  a  teU-- 
scope  should  bear,  with  perfect  distinctness,  will 
be  given  by  multiplying  the  diameter  of  tlie  great 
speculum  by  7^  *  >i>d  the  focal  distance  uf  the 
lingle  eyeglass  may  be  found  by  dividing  the  tbcal 
distance  of  the  great  mirror  by  the  magnilyiiig 
power ;  thus  6.25  multiplied  by  74,  is  Itri,  the 
magnifying  power. 

Acrvmatic  Teletcopet. ^Since  the  construction 
of  a  telescope  consists  in  nothing  more  than  view. 


OPTICS.  309 

compounded  fig^  being  difierently  Tefrangibk^ 
come  to  their  respective  foci  at  difierent  distances 
from  the  glass,  the  more  refrangible  rays  converg- 
ing sooner  than  those  which  are  less  refrangible. 
This  is  confirmed  by  experiment:  for  a  psper 
painted  entirely  red,  and  properly  illuminated,  will 
cast  its  image  by  means  of  a  lens,  on  a  screen  at  a 
greater  distance  than  will  another  blue  paper  by 
the  same  lens  in  like  circumstances.  And  here  it 
may  be  noted,  that  the  lens  prc^r  for  this  expe- 
riment must  be  very  flat,  or  a  portion  of  the  sur- 
face of  a  large  sphere.  Hence  the  image  of  a 
white  object  may  be  said  to  consist  of  an  indefinite 
number  of  coloured  images,  the  violet  being  nearest 
and  the  red  farthest  from  the  lens,  and  the  images 
of  intermediate  colours  at  intermediate  distances. 
The  aggregate  or  image  itself,  must,  therefore^ 
be  in  some  d^ee  confused,  and  this  confusion 
being  very  much  increased  by  the  magnifying 
power  or  eye-glass,  renders  it  necessary  to  use  an 
eye-glass  of  a  certain  limited  convexity  to  a  given 
object-glass.  For  which  reason,  if  it  be  required 
to  construct  a  telescope  that  shall  magnify  objects 
in  a  greater  degree  than  a  given  telescope,  the 
object-glass  must  be  less  convex,  and  of  conse- 
quence its  focal  distance  longer. 

It  is  also  necessary  to  limit  the  aperture  of  the 
object-glass  to  exclude  those  rays  which  are  inci- 
dent at  too  great  distances  from  the  centre;  for 
those,  being  more  refracted,  are  more  particularly 
subject  to  the  irregularities  which  arise  either  from 
the  figure  of  the  glass  or  the  unequal  refraction  of 
light. 

The  great  difficulty  of  managing  the  longer  tele- 
scopes occasioned  the   philosophic  world  to  fix 
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tli^  thought*  upon  the  means  of  converging  the 
imys  of  light  witbdut  separating  them  into  their  . 
component  colours*    The  beat  method  of  effecting 
thia  has  bean  accomplished  by  DoIIond. 

This  inyentipA  Qpnsists  of  a  double  or  treble 
olgiK^trglass  I  the  double  object-glass  consists  of 
4  doubk  concave   of  white  flint,  and  a  double 
cQpvox  of  crown-glass*    The  parts  of  the  lenses, 
which  arfi  fdf  th#  same  side  of  the  centres,  may 
h%  conceived  to  act  like  two  prisms,  which   re-' 
firaet  contrary  waya ;  and  if  the  excess  of  refrac- 
tion in  the  crown-glaai  be  such  as  to  destroy  the 
diveigency  of  colour  caused  by  the  flint-glass,  the 
incidant  ray  will  be  refracted  without  any  produc- 
tion ef  colour  I  the  aaqfie  is  true  of  all  the  incident 
niy^s  and»  eon^equently,  the  image  formed  in  the 
fOQUI  pf  thia  compound  qtgect-glass  will  be  free 
^fA  eolouTH ) .  ori  in  othfff  words,  by  means  of  tb^ 
4iili^nt  refractive  power  of  these  two  sorts  of 
glasi  and  thei^r  unequal  figure,  it  comes  to  pass  that 
all  the  rays  of  light  incident  upon  those  glasses 
jVom  distant  radiant  objects,  will  pass  through  them 
in  such  a  manner,  that  whatever  aberration  is  occa- 
sioned  in    the   heterogeneal    rays    in    refraction 
through  the  first  glass,  is  so  far  corrected  by  the 
second,  that  those  rays  emerge  from  it  nearly  pa- 
rallel among  themselves,  and  are  converged  to  qdc 
focus,  forming  an  image  not  sensibly  compounded 
or  coloured,  and,  therefore,  are  more  perfect  and 
distinct*     Jt  will,  therefore,  admit  a  n?uch  larger 
aperture,  and,  of  course,  a  greater    magnifying 
power  than  the  common  refracting  telescopes  pos- 
sibly can  :  if  the  telescope  be  short,  tlie  convexity  ^ 
of  the  lenses  will  be  considerable  i  and,  in  such 
ca^es,   it  is  most  convenient  to   combine    three 
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lenses  iHie  oxficare  oi  white  dint-g^^iss  becw^n 
two  COG  vex  ot  cro'srii.gLisi ;  bue  ;$tin,  \i'hcro  « 
great  maffiixyit^  power  is  iv  anted,  recourse  miist 
be  had  to  redectiag  telescopes. 

The  greatest  impediment  to  the  construction  of 
large  acromatic  telesc<q>es,  is  the  want  of  a  flint- 
glass  of  an  uniform  density.  Fortunately,  for 
DoUond,  be  met  with  a  quantity  of  this  kind  of 
glass  when  he  began  to  make  acroinatic  telescopes } 
but  the  attempts  of  many  ingenious  chemists  liayc 
since  been  exerted  to  make  it,  without  niucli 
success. 

Tfie  Multiplying  Glass. 

The  multiplying'glass  is  made  by  grinding  down 
the  round  side,  hik^  of  a  convex  gla<is  A  H,  info 
several  flat  surfaces,  as  A  6,  6  dy  dk.  An  obji;/;t  T' 
(Plate  15.  fig.  6.,)  will  not  appear  magnified,  wbirn 
seen  through  this  glass,  by  the  eye  at  H ;  but  it 
will  appear  multiplied  into  as  many  differc;rit  oly<?rt4 
as  the  glass  contains  plane  surfaces.  For,  ninrit 
rays  will  flow  from  the  object  C,  to  all  part«j  of  IIm? 
glass,  and  each  plane  surface  will  refract  thf;H#;  ray« 
to  the  eye,  the  same  object  will  appear  to  tliu  uy« 
in  the  direction  of  the  rays,  which  enter  it  througfi 
each  surface.     Thus  a  ray  C  i  H,  falling  pi;rp<?n' 

dicularly  on  the  middle  surface,  will  go  tltr/mgh 
the  glass  to  the  eye,  without  suff<;ring  any  nrirni'- 
tion  ;  and  will,  therefore,  show  the  ol>jifrt  in  \U 
true  place  at  C :  whilst  a  ray  //  A,  flowing  Uom  lh« 
same  object,  and,  falling  obliquely  on  fli«  plant 
surface  6  A,  will  be  refracted  in  the  tiinwXUpu  //^, 
by  passing  through  tlie  glasn ;  and,  iijK;n  having 
it,  will  go  on  to  the  eye  in  the  direction  of  i?  If  ( 
which  will  cause  the  same  object  (I  U)  apf>ifttr  al«// 
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at  E,  in  the  direction  of  the  ny  H  «,  produced  in 
the  right  line  H  e  £.  And  the  ray  C  d,  flowing 
Aran  the  ol^ect  C,  and  falling  obliquely  on  the 
plane  sui&ce  d  k,  will  be  refracted  to  the  eye  at 
H ;  which  will  cause  the  same  object  to  appear  at 
D,  in  the  direction  H  D.  If  the  glass  be  turned 
round  the  line  c  H,  as  an  axis,  the  object  C  will 
keep  its  place,  because  the  sur&ce  bd  in  not  re- 
moved ;  but  all  the  other  objects  will  seem  to  go 
round  C,  because  the  oblique  planes,  on  which  the 
TwjambcdMlt  will  go  round  by  the  turning  of 
tfaeglaas. 

1^  Camera  Obmtra, 

Tlie  camera  obscura  is  made  by  a  convex  glass 
CD  (Plate  17.  %.  S.),  placed  in  a  hole  of  a  win. 
dow-ahutter.  Then,  if  the  room  be  darkened  so 
that  no  light  can  enter  but  what  comes  through 
the  ^bsa,  ^e  pictures  of  all  the  objects  (as  fields, 
trees,  buildings,  men,  cattle,  &c.)  on  the  outside. 


they  would  have  met  at  H  and  G^  if  the  mimnr  had 
not  been  in  the  way,  and  will  form  the  aforesaid 
images,  on  an  oiled  paper  stretched  horizontally  in 
the  direction  I  K ;  on  which  paper  the  outlines  of 
the  images  may  be  easily  drawn  with  a  black  lead 
pencil ;  and  then  copied  on  a  clean  sheet,  and  co- 
loured, as  the  objects  themselves  are  by  nature. 
In  this  machine  it  is  usual  to  place  a  plain  glass, 
unpolished,  in  the  horizontal  situation  I  K,  which 
glass  receives  the  images  of  the  outward  objects ; 
and  their  outline  may  be  traced  upon  it  by  a  black 
lead  pencil. 

The  tube  in  which  the  convex  glass  C  D  is  fixed 
must  be  made  to  draw  out,  or  push  in,  so  as  to 
adjust  the  distance  of  that  glass  from  the  plane 
mirror,  in  proportion  to  the  distance  of  the  outward 
objects ;  which  the  operator  does,  until  he  sees 
their  images  distinctly  painted  on  the  horizontal 
glass  at  I K. 

The  forming  a  horizontal  image,  as  I K,  of  an 
upright  object  AB,  depends  upon  the  angles  of 
incidence  of  the  rays  upon  the  plane  mirror  E  F 
being  equal  to  their  angles  of  reflection  from  it. 
For,  if  a  perpendicular  be  supposed  to  be  drawn 
to  the  surface  of  the  plane  mirror  at  e,  where  the 
ray  Aa  Ce  falls  upon  it,  tliat  ray  will  be  reflected 
upwards  in  an  equal  angle  with  the  other  side  of 
the  perpendicular,  in  the  line  e  dl.  Again,  if  a 
perpendicular  be  drawn  to  the  mirror  from  the 
point j^  where  the  ray  A  b  J*  fails  upon  it,  that  ray 
will  be  reflected  in  an  equal  angle  from  the  other 
side  of  the  perpendicular,  in  the  line  J*  h  L  And,  if 
a  perpendicular  be  drawn  from  the  point  gt  where 
the  ray  Acg  falls  upon  the  mirror,  that  ray  will 
be  reflected  in  an  equal  angle  from  the  other  side 
of  the  perpendicular,  in  the  line  giL    So  that  all 


iiifi  rftys  of  the  pencil  a  b  c,  flowing  from  the  upper 
extremity  of  the  object  A  B,  and  passing  through 
the  copvej^  glass  C  D,  to  the  plane  mirror  KFi 
will  be  reflected  from  the  mirror,  and  meet  at  l^ 
where  they  will  form  the  extremity  I  of  the  image 
I  £^,  similar  to  the  extremity  A,  of  the  object  A  B. 
The  like  is  to  be  understood  of  the  pencil  qr$^ 
flowing  from  the  lower  extremity  of  the  object 
A  Bf  ^nd  meeting  at  K  (after  reflection  from  the 
pl^pp  mirror),  forming  thje  extremity  K  of  the 
imAge,  similar  to  the  e^^treipity  B  of  the  olyect  j 
and  so  of  all  the  pencils  that  flow  from  the  inter- 
mediate points  oi  the  Qbject  to  the  mirror  through 
the  convex  glasQ^  This  may  be  further  improved, 
by  placing  ^  conve:sL  lens  of  six  inches  focal  disr 
t^npe,  and  foyr  inches  diameter,  or  more,  if  it  be 
r^uired  lopger,  between  the  mirror  and  the  ground 
gl^i  and  though  this  will  reduce  the  picture,  yet 
it  will  be  more  illuminated,  and  aflbrd  a  p^easanter 
view. 

Portable  cameras  are  made,  in  which  the  objects 
are  represented  upon  a  paper  laid  flat,  which  is 
much  more  convenient  for  drawing.  The  sides  of 
the  box  are  made  to  fold  and  shut  up  like  a  book. 
To  view  the  picture,  the  face  is  appUed  to  an 
opening  made  for  that  purpose  ;  and  for  tracing, 
the  hand  is  put  through  a  cloth  sleeve,  fastened  to 
another  opening.  A  mahogany  framed  head  with 
mirror  and  lenses,  suitable  to  the  distance  from 
about  six  to  nine  feet,  is  sometimes  made  to  be 
applied  to  the  roof  of  a  house  commanding  an  ex- 
tensive prospect :  the  head  being  contrived  to  turn 
round  in  a  horizontal  direction.  This  instrument 
can,  by  any  intelligent  carpenter,  be  easily  applied 
to  the  roof,  to  be  put  in  and  taken  out  occasionally. 
A  round  table,  of  about  three  feet  in  diameter. 
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with  a  screw  pillar  to  raise  or  depress  its  surface 
for  adjusting  it  properly,  according  to  the  focal 
distance  of  the  lens,  or  distances  of  the  objects, 
will  be  necessary.  Its  surface  should  not  be  flat, 
b|it  cui*ved  to  the  segment  of  a  sphere,  according 
to  the  focus  of  the  lens  and  distance  of  the  objects. 
The  representation  of  distant  objects  in  this  maq- 
ner  will  afford  the  highest  pleasure  and  entertainr 
ment :  and  if  objects  in  motion,  such  as  carriages, 
horses,  ships,  &c,  favourably  illuminated  by  the 
sun,  present  themselves,  their  pictures  will  be 
fonped  ia  the  most  exquisite  planner. 

The  SQfar  telescope  is  a  curious  instruiqenti  ail4 
is  applied  to  use  in  the  following  manner:  A 
scioptric  ball  and  locket  being  fastened  against  a 
hole  in  the  window*shutter  in  a  darkened  chamber, 
place  the  end  of  a  common  refracting  tele^Qope 
with  its  object-plass  and  eye-glass  into  the  cyliur 
drical  hole  of  the  scioptric  ball,  and  di*aw  out  the 
tube  to  its  proper  length ;  this  being  dpnci  the 
telescope  and  ball  are  moved  about  until  it  receives 
the  sun-beams  perpendicular  on  the  object-glass 
through  the  cylindrical  hole  of  the  ball ;  the  tube 
with  the  eye-glass  is  then  to  be  adjusted  by  moving 
it  either  in  or  out,  until  the  image  of  the  sun, 
formed  on  a  white  plane  or  screen,  is  very  distinct, 
large,  and  luminous. 

In  this  manner,  the  sun's  face  is  viewed  without 
offence  to  the  eyes,  and  whatever  changes  happen 
thereon  may  be  most  accurately  observed ;  the 
spots,  which  are  seldom  seen,  even  when  viewed 
tlirough  small  telescopes  in  the  pommon  way,  are 
here  conspicuous,  and  easy  to  be  observed,  with 
all  the  different  circumstances  of  the  spots  begin- 
ning  to  appear,  their  increase,  division  of  one  into 


316  OPTICS. 

raaayt  or  the  uniting  of  many  into  one,  their  mag. 
nitude,  decrease,  and  disappearance. 

An  eclipse  of  the  sun  may,  by  the  solar  tele- 
scope, be  viewed  to  the  greatest  advantage,  »-c 
having  it  in  our  power  to  represent  tlic  face  of  the 
sun  as  lai^  as  we  please,  consequently,  the  eclip<t«> 
proportionally  conspicuous;  the  circle  of  the  sun's 
disk  may  be  so  divided  by  lines  and  circles  drawn 
thereon,  that  the  quantity  of  the  ccli[)se  intimated 
in  digits,  may  this  way  be  exactly  detrmiined ; 
also  the  exact  time  of  the  beginning,  middle,  and 
end  of  it>  for  determining  the  longitude.  Ttio 
transits  of  Mercury  and  Venus  over  the  face  of  the 
sun  are  exhibited  most  satisfactorily  ;  the  planets 
appear  truly  round,  well  defined,  and  very  black  : 
their  comparative  diameters  to  that  of  the  sun,  the 
direction  of  their  motion,  and  the  times  of  ingress 
and  egress,  are  here  viewed  to  the  greatest  per- 
fection. 

The  heliostatOt  to  take  off  the  inconveniences 
which  arise  from  the  motion  of  the  earth,  in  mak- 
ing experiments  on  the  solar  light,  was  an  exeel. 
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images  upoo  ^  ^^^>*  «--c>»Tm  ;ti  ii  .^T¥,=gw^4  ^^  iMim 

But  it  is  capMe  d  heokz  eaapkinned  ibr  waarts  urn- 
portaDt  poiposes  bj  ^^'^  sadk  igsi>^  as  mill  ex- 
plain the  piinciples  <v  ^sixaioanr,  bociaj,  jcc  Its 
constructioii  is  Tenr  ampLty  ii  onnsi^s  of  a  tm 
lanthom,  within  vindi  is  a  faoi^  whose  light  paaws 
through  a  great  plaw^^ooov^ex  lens  placed  in  a  tnbe 
fixed  in  the  front.  This  strongiy  iflnimnafes  the 
small  transparent  paiwtirag  oo  glass  placed  befixe 
the  lens  in  an  ini-erted  positicMi ;  another  tube^ 
containing  a  convex  lens,  slides  within  the  other, 
so  as  to  adjust  the  focal  di^sfanre^  of  the  gjassps. 
The  illumination  is  often  increased  bv  means  <^  a 
convex  mirror  placed  at  the  had^  of  the  lamp.  To 
render  the  picture  distinct,  no  light  should  &U 
upon  it  but  what  passes  through  the  lens. 

The  exhibition  caEed  the  Phantasmagoria^  which 
lately  excited  bo  much  admiraticm,  is  nothing  more 
than  a  magic  lanthom  constructed  in  a  peculiar 
manner.  In  the  common  lanthoms,  the  figures  are 
painted  on  the  glass,  but  all  the  rest  of  the  glass  is 
lefl  transparent ;  consequently,  the  image  on  the 
screen  is  a  circle  of  light  having  a  figure  on  it. 
But  in  the  phantasmagoria,  all  the  glass  is  made 
opaque,  except  the  figure  only,  which  being  painted 
in  transparent  colours,  the  light  shines  through  it : 
for  this  reason,  therefore,  no  light  can  come  upon 
the  screen  but  what  passes  through  the  figure 
itself;  consequently,  you  have  upon  the  screen  a 
figure  only,  without  any  circle  of  light  as  in  the 
common  magic-lanthom. 

Instead,  also,  of  the  representation  being  made 
upon  a  wall  or  a  sheet,  as  is  usually  the  case,  it  is 
thrown  upon  a  thin  screen  of  silk  placed  between 
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the  lanthorn  and  the  spectator.  The  appearance 
of  the  image  approaching  and  receding  is  owing 
simply  to  removing  the  lanthoni  farther  from  the 
screen  or  bringing  it  nearer  to  it :  for  the  size  of 
the  image  must  increase,  as  the  lanthom  is  carried 
back,  because  the  rays  come  in  the  form  of  a  cone; 
and,  as  no  part  of  the  screen  can  be  seen,  ttic 
figure  appears  to  be  formed  in  the  air ;  to  move 
futher  off  when  it  becomes  smaller,  an<l  to  come 
nearer  as  it  increases  in  size,  though,  in  reality,  it 
is  still  at  the  same  distance. 
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The  term  electricity  is  derived  from  electron^  the 
Greek  word  signifying  amber.  The  ancients  had 
observed,  that  when  a  piece  of  amber  was  rubbed^ 
it  acquired  the  property  of  attracting  straws  and 
other  light  substances. 

Dr.  Gilbert,  in  I6OO,  discovered  that  this  pro- 
perty was  also  possessed  by  many  other  bodies, 
particularly  sealing-wax,  sulphur,  and  glass.  Boyle 
added  to  the  list  of  such  substances.  Otto  Gue- 
ricke,  the  inventor  of  the  air-pump,  first  mounted 
a  globe  of  sulphur  on  an  axis,  and  by  whirling  it 
round,  excited  this  power  more  strongly  than  had 
formerly  been  done,  and  gave  rise  to  the  first  elec- 
trical machines.  Mr.  Hawksbee,  in  1709,  was  the 
first  person  who  made  an  electrical  machine  with  a 
glass  globe ;  since  which  time  many  philosophers 
have  added  to  the  discoveries  in  electricity,  parti- 
cularly Dr.  Franklin,  Dr.  Priestley,  &c. 

To  observe  the  phenomena  of  electricity  in  a 
simple  and  easy  manner,  rub  a  large  stick  of  seal- 
ing-wax with  a  piece  of  dry  flannel,  or  a  glass  rod 
or  tube  with  a  piece  of  dry  silk ;  the  sealing-wax 
and  glass  will  attract  light  substances,  and  also 
give  out  a  cracking  noise  ;  and  in  the  dark  they 
will  exhibit  distinct  sparks  of  light.     These  sparks 
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consist  of  the  electricity  which  is  thus  excited. 
Many  bodies  are  capable  of  tlius  exhibiting  elec- 
trical appearances  when  rubbed  ;  the  chief  of  these 
are  glass,  amber,  sealing-wax,  resin,  sulphur,  hair, 
wax,  the  precious  stones,  &c.  from  which  they  arc 
called  ekctrics.  On  the  contrary,  such  substances 
as  are  not  capable  of  being  excited,  are  called  nvti' 
electrics. 

The  explanation  of  these  phenomena  is  as  follows: 
When  the  square  piece  of  wood  L  M  1  K  (which 
may  represent  the  shutter  of  a  window),  is  fixed 
into  the  hole,  so  that  the  wire  I  K  stands  in  tliu 
dotted  representation  L  M,  then  the  metallic  com- 
munication from  II  to  N  is  complete,  and  the  in- 
strument represents  a  house  furnished  with  a  proper 
metallic  conductor;  but  ii'the  square  piece  of  wood 
L  M  I  K  is  fixed  so  that  the  wire  I  K  stands  in  the 
direction  I  K,  as  reprcscntetl  in  the  figure,  then 
the  metallic  conductor  H  N  from  the  top  of  tlie 
house  to  its  bottom  is  interrupted  at  L  M ;  in  which 
case  the  bouse  is  not  properly  secured. 

Fix  the  piece  of  wood  L  M  I  K,  ^o  tliat  its  wire 
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cited  to  exhibit  electricity.     The  best  conductors 
are  the  metals  and  water. 

The  equilibrium  in  the  natural  electricity  of 
bodies  is  disturbed  most,  when  an  electric  and  a 
non-electric  are  rubbed  together.  Thus,  if  glass 
be  rubbed  by  a  piece  of  flannel,  the  electricity 
which  is  excited  will  leave  the  flannel,  and  be  accu- 
mulated upon  the  glass,  which  will  then  have  more 
than  its  natural  quantity.  If  then  a  conducting 
body,  as  the  finger,  be  presented  to  the  glass,  the 
superabundant  quantity  in  the  glass  will  pass  into 
the  finger,  since  there  is  a  tendency  in  all  bodies  to 
preserve  the  equilibrium  of  the  electric  fluid. 

It  is  only  during  this  passage  or  discharge  from 
one  body  to  another,  that  electricity  is  rendered 
visible  and  luminous. 

When  a  body  has  more  than  its  natural  quantity 
of  this  fluid,  it  is  said  to  be  positively  electrified,  and 
the  electridfy  it  contains  is  called  positive  elec- 
tricity ;  and  when  it  has  less  than  its  natural  share, 
it  is  said  to  be  negativeb/  electrified.  When  a  con- 
ductor is  so  surrounded  by  non-conductors,  that 
the  electric  fluid  cannot  pass  from  it  to  the  earth, 
it  is  said  to  be  insulated^  as  a  piece  of  metal  sup- 
ported upon  a  glass  pillar,  for  instance. 

As  the  quantity  of  electricity  that  could  be  col- 
lected by  exciting  rods  of  glass  or  sealing-wax  is 
very  small,  machines  have  been  contrived  for  rub- 
bing togetJier  electrics  and  non-electrics,  which  are 
called  electrical  machines. 

Plate  18.  fig.  1.  represents  an  electrical  machine 
of  the  most  simple  construction.  A  B  is  a  strong 
board  which  supports  all  the  parts  of  the  machine, 
and  which  is  fastened  to  a  steady  table  by  means 
of  one  or  more  iron  or  brass  clamps.  The  glass 
cylinder  D,  quite  dry  and  clean  in  its  inside,  is 
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about  ten  inches  in  diameter,  and  in  furnished  with 
two  caps,  either  of  wood  or  brass,  into  which  its 
two  qbort  necks  are  droAy  cemented.  Each  of 
those  c^M  has  a  pin,  or  pivot,  wiiich  turns  in  a 
hole  through  a  wooden  piece  that  is  cemented  on 
the  top  of  a  glass-pillar,  as  at  £  and  F,  on  the  gloss- 
piUara  EG,  FH,  which  are  firmly  fixed  to  the 
bottom  board  A  B.  One  of  those  pins  passes 
quite  through  the  wooden  piece  at  £.  and  has  a 
square  termination  to  which  the  winiler  1  is  ap- 
plied, and  secared  on  by  means  of  a  screw-nut. 
By  thu  winder  the  cylinder  is  turned  roinid  ;  part 
of  it  ia  made  of  glass,  in  order  the  more  eflectually 
to  prevent  the  escape  of  the  electric  Huid  from  the 
cylinder.  K  is  the  rubber,  which  is  made  of  silk, 
or  leather  stuffed  with  hair,  and  L  is  a  flap  uf  silk 
fastened  to  it,  and  covering  part  of  the  cylinder,  to 
prevent  the  disperuon  and  escape  of  the  electric 
fluid.  This  rubber  or  cushion  is  tiistciicd  to  a 
spring  which  proceeds  from  a  socket  cementod  un 
the  t(^  of  the  glass-pillar  M.  The  lower  part  of 
the  pillar  is  fixed  into  a  small  board  whicli  sUJes 
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der ;  but  ltd  {K)#er  i^  v^ly  iricredlted  by  Uying 
upon  it  a  little  amalgam  of  zltic. 

Globes  of  glil£ls  have  also  beet!  (iSed  for  el6ctribal 
machines;  and  sometimes  multiply ihg-wh^els  hiftH 
been  employed  for  producing  a  greittef  Telocity  df 
rotation,  but  these  have  not  been  found  to  ail^Mr 
so  wdl  aft  cyliildeiM. 

FlMes  of  glass  are  also  used  for  f liis  putpo^^  j 
and  whtti  |)roper]y  constrtifcted,  appear  to  be  tU^ 
most  powerful  of  any;  They  are  more  ttnstpkct^ 
and  are  iMs  lidbli^  td  be  aflfeoted  by  damp.  The 
sitnpleiii  etflMthieticrn  of  the  plate  nutchine  iA  ^: 
presented  Plate  18.  fig.  2.  A  B  C  D  M  14  a  *r06deri 
friEme,  to  ifrhich  the  foiir  rubbers  Bit  affiled  b^ 
ifl^i  of  the  slc^cfws  g  gy  tad  inity  bef  made  to  bear 
with  prdfier  pr^ure  u|iOn  tNfe  df (;ular  gldss-plstte 
H  K.  This  plate  ba§  H  hol^  through  iU  middle, 
to  which  ah  dxis  id  firttfly  ^i^Ai  ftn^  h  turned  hf 
the  winch  L.  The  ptiine  cotidttetor  I;  ilfhich  may 
be  fixed  on  the  stand  Of  the  maehliie  or  not,-  isi 
thought  proper,  has  a  branched  termination,  which 
points  at  the  extremities,  which  collect  the  elec- 
tric fluid  from  the^  forepart  of  the  gl«#  pldte. 

Some  plate  machines  have  been  made  with  two 
glass  plates  and  eight  rubbers;  and  when  they  ^e 
constructed  in  the  best  manner^  as  by  Mr.  Ctfth- 
bertson,  their  poWer  is  very  grekt.  Indeed^  the 
most  powerful  electrical  machine  now  extant  itf 
one  of  this«  construction  made  by  the  above-men- 
tioned instrument-maker,  at  Haerlem.  This  ma- 
chine consists  of  two  circular  plates,  each  65  inches 
in  diameter,'  fixed  on  an  axis  parallel  tO  each  other  J 
and  7^  inches  asunder.  Each  plate  ii  excited  by 
four  rubbers  :  the  prime  conductor  is  divided  ifittf 
two  branches,  which  enter  between  the  plKtift, 
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by  means  of  points*  collect  the  electric  fluid  from 
their  inner  surfaces  only. 

When  the  cylinder  of  the  electrical  machine  is 
whirled  round,  the  friction  of  the  glass  against  the 
rubber  makes  the  electric  fluid  which  was  in  the 
rubber  pass  to  the  glass,  from  whencu  it  is  con- 
veyed to  the  prime  conductor,  the  points  of  which 
are  presented  to  every  part  of  the  globe  in  succes- 
sion: and,  as  the  friction  is  continued,  there  will, 
by  this  means,  be  a  constant  supply  of  the  electric 
matter  to  the  prime  conductor,  which,  wiien  ottier 
bodies  are  presented  to  it,  will  keep  discharging  :ill 
the  while  in  visible  sparks.  Tlie  hand,  in  tlie  case 
of  a  glass  tube,  and  the  rubber  in  the  electrical 
machine,  which  had  parted  with  their  share  of  the 
dectric  fluid  to  the  f^ass  against  which  they  were 
rubbed,  receive  an  immediate  supply  from  tlie 
conducting  substant:es  in  contact  with  them  ;  and 
these  are  again  supplied  by  the  general  mass  of  the 
fluid  that  is  lodged  in  the  earth. 
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other,  because  the  same  kind  of  electricity  is  comu 
municated  to  both. 

If  both  balls  be  electrified  by  touching  them 
with  sealing-wax,  they  will  repel  each  other ;  and 
if  they  be  both  touched  by  excited  ^ass  they  will 
repel  each  other :  but  if  one  ball  be  electrified  by 
glass  and  the  other  with  sealing-wax,  they  will  at- 
tract each  other.  Hence  there  seems  some  difier- 
ence  between  the  electricity  excited  by  the  sealii^- 
wax  and  the  glass.  Formerly  it  was  supposed  that 
this  was  owing  to  two  sorts  of  electricity,  and  thejr 
were  accordingly  called  vitreous  and  resinous  elec- 
tricity. But  the  explanation  of  Dr.  Franklin  is 
now  generally  adopted ;  viz.  that  these  phenomena 
are  owing  to  the  electricity  of  sealing-wax  being 
negative,  and  that  of  glass  being  positive. 

When  glass  is  rubbed  with  silk,  the  natural  elec- 
tricity of  the  silk  leaves  it  and  is  accumulated  on 
the  glass :  but  when  sealing-wax  is  rubbed  with 
fiarjDeJ,  the  electricity  is  accumulated  on  the  flan- 
nel at  the  expense  of  the  sealing-wax.  The  elec- 
tricity, therefore,  in  these  cases,  of  the  silk  and  the 
sealing-wax,  and  that  of  the  flannel  and  the  glass, 
are  the  same. 

If  a  bundle  of  hairs  or  feathers  be  hung  upon 
the  prime  conductor,  the  moment  they  are  electri- 
fied by  turning  the  wheel  of  the  machine,  they 
begin  to  fly  from  one  another ;  so  that  some  of 
of  them  will  stand  quite  erect 

A  large  plumy  feather  grows  beautifully  turgid 
when  it  is  electrified,  expanding  its  fibres  in  all  di- 
rections. 

When  the  conductor  is  discharged  by  the  approach 
of  a  conducting  substance,  as  the  finger,  or  a  piece 
of  metal,  the  fibres  collapse,  because  then  they  are 
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4fpiised  of  tbeir  electricity  and  reducetl  to  the 
DBtural  state:  but  they  repel, each  other  agaiot  as 
aoon  a»  tiie  finger  ia  withdrawn,  being  again  elec- 
trified. 

At  all  bodies  possessed  of  the  same  kind  of  dec- 
trioity.  that  is*  either  all  positive  or  all  negative, 
repel  each  other  in  proportion  to  the  superabun* 
dant  quantity  they  contain,  tipou  this  principle, 
ipfltiumeDts  called  electrometers  ai-e  constructed 
&a  measuring  the  d^ree  in  wliich  a  body  is  elec- 
trified. 

^ig*ii.  represents  Mr.  Henley's  quadrant  elec- 
trPfDQtsr ;  it  may  be  fixed  upon  the  prime  cundiic- 
(flT,  yi^iiidi  generally  has  a  hole  in  it  I'ur  tbut 
purppa^  pr  upoq  any  other  apparatus  thai  nuy  be 
thought  ttecfssary.  It  cansUts  of  a  very  ligiit  rod, 
aiid  pith  bulli  A,  tumiDg  on  the  centre  of  a  sunii- 
9ircl9  Qi  le  as  always  to  keep  almost  close  to  its 
gpuliiated  limbj  c  i^  the  pillar  that  supports  the 
wmicircle  and  rqd.  The  whole  instrument  may 
be  ipade  of  wood  or  ivory  i  but  is  tound  mast  per- 
fect when  the  pillar  and  index,  or  rod,  are  made  of 
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consisto  of  two  dips  of  leaf-gold  A,  tiMpMded  in 
a  glus  B.  The  foot  C  may  be  made  of  wood  or 
metal :  the  cup  D  of  metal.  The  cup  is  made  flat 
on  the  top,  that  objects  to  be  electrified  may  be 
conveniently  placed  upon  it  The  cup  is  about  am 
inch  wider  in  diameter  than  the  glass,  and  its  rim 
about  three  quarters  of  an  inch  broad,  which  hangs 
parallel  to  the  glass,  to  turn  off  the  rain,  and  keep 
it  sufficiently  insulated.  Within  this  is  another, 
circular  rim,  about  half  as  broad  to  the  other, 
which  is  lined  with  silk  or  velvet,  and  fits  dose 
i^pon  the  outside  of  the  glass.  Within  this  rim  is 
a  tin  tube,  hanging  from  the  centre  of  the  oap^ 
somewhat  longer  than  the  depth  of  the  inner  rim. 
In  the  tube  a  small  peg  is  placed,  and  may  be  oc- 
casionally taken  out.  To  the  peg,  which  is  made 
round  at  one  end  and  flat  at  the  other,  the  slips  of 
leaf-gold  are  fastened  with  paste,  gum-water,  or 
varnish.  These  slips  suspended  by  the  peg,  and 
that  in  the  tube  fast  to  the  centre  of  the  cap,  hang 
in  the  middle  of  the  glass,  about  three  inches  long, 
and  a  quarter  of  an  inch  broad.  On  one  side  of 
the  cap  there  is  a  small  hole  to  place  wires  in.  It 
is  evident,  that^  without  the  glass,  the  leaf-gold 
would  be  so  agitated  by  the  least  motion  of  the 
air,  that  it  would  be  useless  :  and  if  the  electricity 
should  be  communicated  to  the  surface  of  the 
glass,  it  would  interfere  with  the  repulsion  of  the 
leaf-gold  ;  therefore  two  long  pieces,  H  U,  of  tin- 
foil are  fastened  with  varnish  on  opposite  sides  of 
the  internal  surface  of  the  glass,  where  the  leaf- 
gold  may  be  expected  to  strike,  and  in  coqneidon 
with  the  foot.  The  upper  end  of  the  glass  is 
covered  and  lined  with  sealing-wax  as  low  as  the 
outermost  rim,  to  make  its  insulation  more  perfect. 
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The  sennbUity  ci  this  iiutnunent  is  very  surpriz- 
ing. Hie  brush  of  a  feather,  the  throwing  of 
chalk,  hair-powder,  or  dust,  against  its  cap,  evince 
strong  signs  of  electricity.  The  electricity  of  va- 
pour is  el^antly  shown  by  pouring  a  tea-spoonful 
c{  water  on  an  ignited  coal,  placed  in  a  metallic 
cup  upon  the  04)  of  this  electrometer. 

Tliis  instrument  is  also  used  for  distinguishing 
.the  kind  of  dectricity  possessed  by  any  body.  For 
whoi  the  body  is  placed  upon  the  cap,  so  as  to 
make  the  gold  leaves  diverge,  if  a  stick  of  sealing- 
wax  be  bnMight  near  to  it,  and  the  leaves  diverge 
still  more,  thai  the  electricity  is  negative ;  but  if 
they  coUapse.  then  the  electricity  in  positive.  The 
reason  of  this  is,  that  the  electricity  of  sealing-wax 
being  nqpitive,  more  of  the  same  kind  of  electri- 
city is  added*  if  the  electricity  oi  the  body  under 
examination  be  also  negative ;  but  if  it  be  positive. 
Ilwn  it  is  neutralized  by  the  negative  electricity  of 
the  sealing.wax. 
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conductor,  being  then  insulated,  he  may  be  consi- 
dered as  a  part  of  the  prime  conductor ;  and  any 
part  of  his  body  will  exhibit  all  the  same  appear- 
ances which  the  prime  conductor  itself  will  do. 
Thus,  if  the  finger  of  any  person  standing  upon  the 
floor  be  presented  to  him,  a  spark  of  fire  will  seem 
to  issue  from  him,  and  both  he  and  the  person  that 
receives  it  will  feel  a  painful  sensation,  like  a 
pricking;  and  the  same  snapping  noise  will  be  heard. 
Every  part  of  his  body  will  then  attract  light  sub- 
stances ;  and  the  bits  of  feathers,  or  the  human 
figures  above-mentioned,  cut  in  paper,  and  laid  on 
a  plate,  will  perform  the  same  dances  that  were 
mentioned  b^ore,  if  the  palm  of  his  hand  be  ex- 
panded over  them.  Also  the  hairs  of  his  head 
will  repel  one  another ;  and  many  of  them  will 
stand  upright.  As  these  dectric  sparks,  which 
are  attended  with  a  sensation  moderately  painful, 
will  be  excited  wherever  he  is  touched,  or  wherever 
he^  touches  any  other  person,  this  experiment  will 
furnish  great  diversion. 

The  electric  spark  has  not  only  the  appearance 
of  fire,  but  is  capable  of  actually  setting  fire  to 
various  substances  that  are  easily  inflamed.  Thus, 
if  spirits  of  wine  be  held  in  a  spoon,  and  an  elec- 
tric spark  be  drawn  from  the  spoon  so  as  to  pass 
through  any  part  of  the  spirits,  they  will  catch  fire, 
and  bum  as  if  they  had  been  lighted  by  a  candle. 
The  spoon  in  which  the  spirits  are  contained  may 
either  be  connected  by  the  prime  conductor,  and 
the  spark  drawn  through  them  by  a  person  stand- 
ing on  the  floor  ;  or  the  spoon  may  be  held  by  a 
person  standing  on  the  floor,  and  the  spark  be 
drawn  through  them  by  a  brass  rod,  either  con- 
nected immediately  with  the  prime  conductor,  or 
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held  in  the  hand  of  a  person  standing  on  the  stoo!^ 
in  the  manner  mentioned  above.  It  will  be  more 
amusing,  and  the  efibct  will  be  as  certain,  if  the 
spark  be  drawn  through  the  spirits  by  the  end  of  a 
person's  finger.  This  experiment  succeeds  best 
when  the  spoon  is  previously  warmed.  If  a  candle 
be  blown  out,  and  an  electric  spark  be  imme- 
diately drawn  through  the  smoke,  it  will  often  be 
lighted  again ;  but  it  requires  a  pretty  strong 
spark,  and  some  degree  of  dexterity  and  expe- 
xienoe  in  the  operator,  to  produce  this  effect  witi 
certainty. 

Not  only  are  the  senses  of  feeling,  seeing,  and 
hearing,  afiected  by  electricity,  in  the  manner  de- 
scribed above,  but  it  is  even  sensible  to  the  smell 
and  the  taste.  If  a  pointed  brass  rod  be  electrified, 
either  by  being  fastened  to  the  prime  conductor, 
0V  held  in  the  hand  of  a  person  electrified,  and 
another  person  standing  upon  the  floor  preseqt  his 
nose  within  an  inch  or  two  of  the  poin^  he  will 
discover  a  strong  and  disagreeable  smell,  like  that 
of  burning  sulphur ;  and  if  he  receive  the  electric 
effluvia  issuing  from  the  point  upon  his  tongue,  be 
will  perceive  a  taste  which  is  manifestly  acid. 

The  electric  spark  will  go  to  a  greater  or  less 
distance  through  the  air,  in  order  to  reach  a  con- 
ductor, according  as  its  quantity  is  greater  or  less ; 
as  the  parts  from  which  it  proceeds,  and  on  which 
it  strikes,  are  sharper  or  more  blunt,  and  as  the 
conductor  is  more  or  less  perfect.  The  strength 
of  the  machine  is  known  from  the  length  and  den- 
sity of  the  sparks  it  gives. 
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Of  the  influence  of  Points  in  JEleetrici^. 

When  a  conducting  body  19  madp  of  a  pointi^d 
form  it  easily  parts  with  its  electricity,  H«d  ao- 
qjiires  it  more  easily  from  another-  This  is  ren^ 
dered  very  obvious,  if  the  experiments  are  made 
in  thp  d^rk.  If  ^  sharp  pointed  wire  be  fixed  upon 
the  prime  condpctor  while  the  machine  is  in  actioi^, 
the  electrig  matter  will  be  seen  issuing  from  it  in 
the  form  of  a  pencil  or  bru$h,  and  of  a  beautiful 
blu)$h  cplpMr,  and  with  a  kind  of  rustling  noise- 
But  if  the  wire  be  held  in  the  hand,  and  presented 
^  the  pfime  conductor,  a  brilliant  star  will  be  seen 
upqn  the  ppint  qf  it,  owing  tQ  thg  entrance  of 
the  electricity  into  the  point  which  d^aws  it  from 
thp  copductor. 

Jf  a  pl?ite  of  tin  be  cut  into  the  form  of  a  star 
(Fig,  7.)»  ♦p4  be  suppprti^d  pn  its  oentre  by  a  wire 
prpjeptjng  (rpm  thp  prime  conductor,  u  soon  as 
thfi  wheel  pf  the  machine  i^  turned,  and  this  appa^ 
r^tu^  plectrified,  ^  flame  will  appear  at  the  extre- 
mity pf  every  angle  of  the  star,  which  will  be  very 
bf^autiful ;  and  if  the  star  be  made  to  turn  swiftly 
oi\  it$  Pfititre,  an  entire  circle  of  file  will  be  seen  in 
the  darjt.  This  e^p^nment  will  he  more  surpriz- 
ing, if  thp  operfitor  now  and  then  privately  touch 
tttp  prjme  conductor,  as  'by  this  means  he  may 
cammed  the  appearance  or  disappearance  of  the 
stai:,  or  pjrclp  of  fire,  at  pleasure. 

If  tvfp  sharp-pointed  wires  be  bent  (Fig«  &«), 
with  the  four  ends  at  right  angles,  in  the  same 
plane,  but  pointing  different  ways,  and  be  made  to 
t^rn  upon  the  point  of  wire  fixed  in  the  prime 
condqctor ;  the  moment  it  is  electrified,  a  flame 
will  be  seen  at  thp  points  a^b^  c,  d ;  and  the  wires 
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will,  at  the  same  time,  turn  round  in  the  direction 
opposite  to  that  to  which  the  points  are  turned. 

If  the  figures  of  horses,  cut  in  paper,  be  fastened 
upon  these  wires,  and  they  be  so  contrived  that 
the  points  shall  be  in  their  tails,  the  experiment 
will  be  more  curious;  the  horses  will  seem  to  pur- 
sue one  another.  It  is  possible  to  make  several  of 
these  wires,  each  having  a  considerable  number  of 
points  bent  backwards,  with  horses,  &c.  fastened 
to  each  of  them,  and  turning  one  above  another ; 
and  then  some  of  them  may  be  contrived  to  move 
faster  than  the  others.  They  may  also  be  made  to 
move  different  ways. 

By  means  of  the  stream  of  electricity  that  issues 
from  a  point,  little  models  of  machinery  made  rf 
stiff  card  may  be  set  in  motion. 

Plate  19.  fig.  1.,  is  an  orrery  for  showing  the 
earth's  motion  round  its  axis  in  twenty-four  hours, 
the  age  of  the  moon  from  change  to  change,  and 
all  her  various  phases  during  that  time.  A  is  the 
horizontal  board,  or  stand,  of  this  machine ;  and  B 
is  the  great  wheel,  with  18  floats,  or  wings,  for  the 
electric  stream  to  act  upon,  and  turn  the  wheel, 
according  to  the  order  of  the  letters  a,  by  c,  d.  On 
the  axis  of  this  wheel  is  a  trundle  C  of  8  staves  for 
turning  the  wheel  F  of  32  teeth,  on  whose  axis  is 
a  trundle  G,  of  8  staves,  for  turning  the  wheel  H 
of  59  teeth,  which  will  go  once  round  in  the  time 
the  great  wheel  A  goes  29i.  A  little  hollow  globe 
D,  representing  the  earth,  with  its  meridians,  &c.  is 
put  upon  the  top  of  the  axis  of  the  great  wheel  A ; 
and  on  the  same  axis  is  the  index  E,  which  goes 
round  a  small  dial-plate  e,  of  24  hours,  in  the  time 
that  the  earth  D  turns  round.  An  ivory  ball,  1,  is 
placed  on  the  top  of  the  axis  of  the  w  heel  H,  half 
black,  half  white,  to  represent  the  moon  ;   below 


which,  on  the  aar  axis,  is  an  index  K,  which  goes 
round  a  smaD  pfaie  t,  difided  into  i9i  equal  parts, 
for  the  dajs  of  the  moon's  age  firom  change  to 
change.  So  that,  in  the  time  the  great  wheel  A, 
the  earth  D,  and  lioiir4ndex  £,  make  "iQi  revolu- 
tions, the  moon  I,  and  her  index  K,  make  only 
one ;  and  in  that  time^  by  showing  herself  all  round 
to  the  obfiervera^  her  different  phases  are  exhibited 
like  those  of  the  real  planet. 

Having  set  the  orrery  near  the  prime  conductor, 
place  a  crooked  wire  from  the  conductor,  so  that 
its  point  may  be  even  with  the  great  wheel  B,  and 
tend  to  turn  it  in  the  direction  a,  b,  c,  d;  turn  the 
glass  globe  of  the  electrical  machine  by  the  winch, 
and  a  stream  of  fire  will  issue  from  the  wire  to  the 
wheel,  and  turn  the  whole  of  the  moveable  work  ; 
by  which  means,  the  earth  D  will  be  turned  round 
its  axis,  from  west  by  south  to  east }  and,  in  such 
turn  of  the  earth,  the  index  E  will  go  round  all  the 
24r hours  on  the  dial-plate  e.  In  the  time  the  earth 
and  index  turn  29i  times  round,  the  moon  I  will 
turn  once  round  her  axis,  showing  ail  her  various 
phases ;  and  the  index  K  will  go  over  all  the  29i 
days  of  the  moon's  age  on  the  plate  K. 

Fig.  3.  is  another  electiical  orrery,  showing  the 
motion  of  the  sun,  earth,  and  moon.  The  sun  and 
earth  go  round  the  common  centre  of  gravity  be- 
tween them  in  a  solar  year;  and  the  earth  and 
moon  go  round  the  common  centre  of  gravity 
between  them  in  a  lunar  month.  The  ball  S  re- 
presents the  sun,  E  the  earth,  and  M  the  moon, 
connected  by  wires  a  c  and  bd:  a  is  the  centre  of 
gravity  between  the  earth  and  moon.  These  three  * 
balls,  and  their  connecting  wires  are  hung  and 
supported  on  the  sharp  point  of  a  wire  A,  which  is 
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Stuck  upright  in  the  prime  conductor  B  of  the 
electrical  machine;  the  earth  and  moon  hanging 
upon  the  sharp  pmnt  of  the  wire  c,  a,  e,  in  which 
wire  is  a  pointed  short  pin,  sticking  out  horizon- 
tally at  e  ;  and  there  is  just  such  another  pin  at  d, 
sticking  out  in  the  same  manner,  in  the  wire  that 
connects  the  earth  and  the  moon. 

When  the  globe  of  the  electrical  machine  is 
turned,  the  above-mentioned  balls  and  wires  are 
electrified ;  and  the  electricity,  flying  off  horizon- 
tally from  the  points  c  and  d,  causes  N  and  K  to 
move  round  their  common  centre  of  gravity  a;  uik) 
A  and  M  to  move  round  their  common  centre  of 
gravity  h.  And  as  £  and  M  arc  light  when  com- 
pared with  S  and  £,  there  is  much  less  triction  on 
the  point  b,  than  upon  the  point  a  ;  so  that  K  and 
IH  will  make  many  more  revolutions  about  the 
point  bf  than  S  and  £  make  about  the  [loint  a. 
The  weights  of  the  balls  may  be  adjusted  so  that  K 
and  M  may  go  twelve  tinfes  round  h,  in  the  trme 
that  S  and  E  go  once  round  a. 

Fig.  2.  represents  a  model  of  a  water-mill  for 


the  mill  nor  the  prime  oondDctar, 
the  crooked  win^  io  that  its  poiu  maj  be 
towards  the  nppeimost  sde  of  the  grot  wbeA 
Then  turn  the  gbss  ^obe  bf  the  wmch,  jad  ahe 
stream  of  fire  tint  imocs  firam  the  fdac  €CTSt&  vice 
will  turn  the  whed;  and,  txmoB^pessiT^  A  xsa^ 
other  wovkii^  parts  of  the  milL 


Of  tlk  Leydn  Piial,  m^  tk  Eiaciri^^ 

When  an  electric  or  naa-eamdaatag  bi«hr  m 
presented  to  a  body  contaiaiE^  a  in^im  iilwifi 
quantity  of  electricity,  the  iippiiiiiiir  skies  rji  the 
electric  become  pownfd  of  daSveat  ksndi»  of 
electricity ;  that  is,  one  is  poMiiie^  sod  die  ach& 
negative.  Thos,  if  a  plate  of  ^bs»  be  brou^l 
into  contact  with  the  prioK  coadoctor,  or  if  a 
point  from  the  prime  condoetor  be  made  to  touch 
the  glass,  one  side  of  the  gbss  becomei  pos- 
tive  and  the  other  oegatire.  In  this  case  tiie 
glass  is  said  to  be  chargied  ;  and  the  two  kinds  cf 
electricity  cannot  come  together  to  restore  the 
equilibrium,  because  of  the  non-conducting  quahty 
of  the  glass. 

But  if  a  communication  be  made  between  the  two 
sides  of  the  glass  by  means  of  a  conducting  sub- 
stance, then  a  discbarge  will  take  place  from  cue 
to  the  other,  the  electricity  passing  through  the 
conducting  body.  This  discharge  is  called  the 
electric  shock  :  because  when  a  living  animal  forms 
part  of  the  c(Hnmunication  between  the  two  sides 
of  the  charged  plate,  so  that  the  discharge  must 
pass  through  it,  a  sudden  shock  or  pecuHar  sens- 
ation  is  felt 
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In  order  to  communicate  electricity  to  every  ptrt 
of  the  side  of  a  non^coaducting  substance,  it  is  ne- 
cessary to  bring  each  part  successively  in  contact 
with  an  electrified  body. 

To  avoid  this  difficulty)  it  in  customary  to  coat 
the  sides  of  the  non-conductor  with  some  conduct- 
ing substance,  such  as  tin-foil,  by  which  means  the 
operation  of  charging  and  discharging  is  rendered 
very  easy ;  for  when  the  electricity  is  communi- 
cated to  one  part  of  tlic  coating,  it  immcdiatolv 
^reads  itself  through  all  parts  of  the  electric  that 
arc  in  contact  with  that  coating;  and  whrti  tlu' 
discharge  is  to  be  made,  it  will  bi-  Miltit-ient  tti 
make  a  communication  by  means  of  a  coiuliicting 
substance,  between  the  coatings  of  both  sidos. 

In  coating  an  electric  plate,  it  is  necessary  to 
keep  the  coatings  from  coming  to  the  edges  of  the 
plate;  because,  otherwise,  the  contrary  clectriciiv 
of  one  side  would  force  its  way  through  the  air, 
round  the  edge,  to  the  coating  of  tlie  other  tiido, 
and  thus  prevent  any  charge  taking  place. 

In  order  to  communicato  a  considerable  cliargo 
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electricities  of  the  opposite  aides  becomes  at  last 
powerful  enough  to  force  a  passage  through  the 
glass. 

This  remarkable  phenomenon  was  first  discovered 
by  Von  Kleist,  Dean  of  the  cathedral  of  Camin^ 
The  account  he  gave  of  it  is  as  follows :  <^  When  a 
*'  nail,  or  a  piece  of  thick  brass  wire,  &c.  is  put 
^*  into  a  small  apothecaries'  phial  and  electrified, 
remarkable  efiects  follow;  but  the  phiabmustbe 
very  dry  or  warm.  I  commonly  rub  it  befiire* 
hand  with  a  finger,  on  which  I  put  some  pounded 
*^  chalk.  If  a  little  mercury,  or  a  few  drops  of  spirits 
**  of  wine,  be  put  into  it,  tibe  experiment  succeeds 
*'  the  better.  As  soon  as  this  phial  and  nail  are 
'<  removed  irom  the  electrifying  glass,  or  tlie  prime 
'*  conductor  to  which  it  hath  been  exposed,  is 
taken  away,  it  throws  out  a  pencil  of  flame  so 
long,  that  with  this  burning  machine  in  my 
<<  hand,  I  have  taken  above  sixty  steps,  in  walking 
"  about  my  room.  When  it  is  electrified  strongly, 
'^  I  can  take  it  into  another  room,  and  there  fire 
"  spirits  of  wine  with  it.  If,  while  it  is  electrify. 
"  ing,  I  put  my  finger,  or  a  piece  of  gold  which  I 
"  hold  in  my  hand,  to  the  nail,  I  receive  a  shock 
•*  which  stuns  my  arms  and  shoulders.'* 

This  description  of  the  experiment  was  so  im- 
perfect, that  it  did  not  succeed  with  those  to  whom 
he  communicated  it. 

A  short  time  afler,  a  similar  experiment  was 
made  at  Leyden,  which  was  attended  with  the 
same  effects. 

When  Professor  Muschenbroeckwas  making  some 
electrical  experiments  with  a  phial  filled  with  water, 
Mr.  Cuneus  happened  to  hold  the  glass  vessel  in 
one  hand,  the  water  of  which  had  a  communication 
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with  the  prime  conductor,  by  means  of  a  wire. 
With  the  other  hand,  he  was  discngar^ing  it  from 
the  conductor,  supposing  that  the  water  had  re- 
cdved  as  much  electricity  as  the  machine  conid 
givl!  it,  when  he  was  surprized  by  a  sudden  shock 
in  his  arms  and  breast,  which  he  had  not  in  the 
leftst  expected  from  ttie  experiment. 

It  is  extremely  curious  to  observe  tlic  descrip- 
tions which  the  philosophers  who  first  felt  the  elec- 
trical shock,  give  of  it. 

Muschenbroeck,  who  tried  the  cxpcrimeiit,  says, 
that  he  felt  himself  stnick  in  his  arms,  sliouhters, 
and  breast,  so  that  he  lost  his  breath,  and  was  two 
days  before  he  recovered  from  the  effects  of  tlic 
blow  and  the  terror.  He  adds,  that  he  would  not 
take  a  second  shock  for  tlic  kingdom  of  France. 
Many  other  accounts  equally  extraoidinnry  were 
published. 

Such  was  the  surprise  and  terror  with  which 
these  electricians  were  struck  by  a  seiisaiiun  which 
thousands  have  since  experienced  without  any  dis- 


tened  to  the  lower  end,  which  touches  the  bottOttl. 
To  charge  this  jar,  a  cotnmunialtioil  is  tnade  be- 
tween the  electrical  machine  and  the  brass  knob, 
while  the  outside  of  the  jar  communicates  wh)i  titfe 
earth  by  the  table  or  the  hand.  After  a  few  tevo- 
lutions  of  the  machine,  it  is  charged,  and  ready 
to  exhibit  the  udual  effects.  D  is  an  imtrumetit 
called  a  discharger^  which  is  used  for  discharging 
the  jars  when  required,  without  the  shock  passing 
through  any  thing  besides.  It  consists  of  two 
knobs  attached  to  brass  wires,  which  move  round 
a  joint  fixed  to  a  glass  handle.  £  is  a  simpler 
kind  of  discharger,  consisting  only  of  two  knobs, 
connected  by  a  bent  brass  wire. 

When  <me  of  these  knobs  is  applied  to  the  baU 
on  the  jar,  and  the  other  to  the  outside  coating,  it 
establi^es  a  communication  between  the  outside 
and  inside  of  the  jar,  by  which  the  equilibrium  is 
restored,  from  the  superabundant  electricity  passing 
with  great  rapidity  from  one  to  the  other,  and  ap- 
pearing  in  the  form  of  a  vivid  flash,  accompanied 
by  a  loud  report,  which  will  be  in  proportion  to  the 
size  of  the  jar,  and  the  degree  of  the  charge.  If 
the  discharger  is  used,  and  you  want  to  see  the 
flash,  it  is  necessary  first  to  apply  one  of  the  knobs 
to  the  side  that  does  not  coimmtinicate  with  the 
electrical  machine,  which  is  generally  the  inside  ; 
because  if  the  knob  be  applied  first  to  the  side  that 
receives  the  electricity  from  the  machine,  the  jar 
will  be  discharged  by  establishing  a  communica* 
tion  with  the  other  side  through  the  hand  and 
body,  which  would  produce  the  electric  shock. 

The  most  convenient  method  of  receiving  the 
electric  shock  is  to  place  the  jar  (after  having 
charged  it  in  tiie  manner  mentioned  above)  upon  a 
piece  of  chain  iaid  upon  the  tables  then  laying  one 
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hind  upon  the  chaioi  you  touch  the  knob  of  the 
jar  with  a  piece  of  metal  held  in  the  other  hand. 

Any  number  <^  persons  may  recci^'c  the  shock 
together,  by  laying  hold  of  each  otlicr's  hands ; 
the  first  person  in  the  row  communicating  with  the 
outside  of  the  jar,  while  the  laiit  person  touches 
the  knob  of  the  jar  which  is  connected  with  tht 
inside.  In  this  case,  every  one  will  receive  the 
shock  at  the  same  instant,  and  nearly  in  the  same 
degree,  though  it  may  produce  a  greater  elfcct 
upon  some  than  upon  others. 

The  velocity  of  the  electric  fluid  in  passing  (runt 
a  body  cbargCHl  posithrfy,  to  another  charged  ne^a- 
tioefy,  is  beyond  all  calculation ;  and  from  every 
e^>eriment  that  has  been  made,  appears  to  occupy 
so  minute  a  portion  of  time,  that  it  cannot  be  as- 
ootained.  It  has  been  sent  through  a  circuit  of 
leveral  miles  apparently  in  an  instaiit>  both  through 
water  and  diy  ground. 

It  was  mentioned  above,  that  the  strength  of 
the  shock  depended  upon  the  quantity  of  coateil 
urface ;    large  jars,  therefore,  give  greater  sluK'ks 
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occupy  a  small  space,  and,  on  account  of  their 
thinness,  hold  a  very  good  charge.  But  when  a 
large  battery  is  required,  then  these  phials  cannot 
be  used,  for  they  break  very  easily;  and  for  that 
purpose  cylindrical  glass  jars  of  about  fifteen  inches 
high,  and  four  or  five  inches  in  diameter,  are  the 
most  convenient. 

When  glass  plates,  or  jars,  having  a  sufficiently 
large  opening,  are  to  be  coated,  the  best  method  is, 
to  coat  them  with  tin-foil  on  both  sides,  which  may 
be  fixed  upon  the  glass  with  paste ;  but  in  case  the 
jars  have  not  an  aperture  large  enough  to  admit 
the  tin-foil;  then  brass-filings,  such  as  are  sold  by 
the  pin-makers,  may  be  advantageously  used;  and 
they  may  be  stuck  on  with  gum-water.  Care 
must  be  taken  that  the  coatings  do  not  come  very 
near  the  mouth  of  the  jar,  for  that  will  cause  the 
jar  to  discharge  itself.  If  the  coating  is  about 
two  inches  below  the  top,  it  will  in  general  do  very 
well ;  but  there  are  some  kinds  of  glass,  especially 
tinged  glass,  that,  when  coated  and  charged,  have 
the  property  of  discharging  themselves  more  easily 
than  others,  even  when  the  coating  is  five  or  six 
inches  below  the  edge.  There  is  another  sort  of 
glass,  like  that  of  which  Florence  flasks  are  made, 
which,  on  account  of  some  unvitrified  particles  in 
its  substance,  is  not  capable  of  holding  the  least 
charge ;  on  these  accounts,  therefore,  whenever  a 
great  number  of  jars  are  to  be  chosen  for  a  large 
battery,  it  is  advisable  to  try  some  of  them  first,  so 
that  their  quality  and  power  may  be  ascertained. 

Plate  20.  fig.  1.  is  a  battery  composed  of  twelve 
jars,  coated  in  the  inside  and  outside  with  tin-foil, 
which  altog^er  contain  about  twelve  feet  of 
coated  glass.  About  the  middle  of  each  of  these 
jars  is  a  cork  that  sustains  a  wire,  which  at  the  top 
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is  &stened  round,  or  soldered  to  the  virc  E, 
Ittiobbed  sit  each  end;  this  coniicctK  the  iimde 
coatings  of  three  J9rs;  and  by  four  wires,  such  as 
F  F,  the  inside  coatings  of  all  the  twehc  jars  may 
be  connected  together.  Each  of  the  wires  F  has 
a  ring  at  one  end,  through  which  one  of  the  wires 
E  passes;  and  the  other  end  has  a  brass  knot>.  If 
the  whole  force  of  the  battory  be  not  required, 
onet  two,  or  three  rows  of  Jars  tnay  be  used  at 
pleasure;  for  as  each  of  the  wires  K  F  is  moveable 
round  the  wire  E  which  |)asses  through  it!,  ring 
and  rests  upon  the  next  wire  E>  it  muy  bi>  i.'a>ih' 
removed  from  that,  and  turned  upon  the  c<imrary 
irire  E;  and  thus  the  communication  between  oiii: 
row  of  jars  and  another  may  be  discontinued  at 
pleasure. 

The  square  box  that  contains  these  jars  is  of 
wood  lined  at  the  bottom  with  tin-foil,  and  having 
two  handles  on  two  opposite  sides,  by  which  it  may 
be  ea^ly  removed.  In  one  side  of  the  box  is  a 
bole  through  which  an  iron  hook  passes,  that 
communicates  with  the  metallic  lining  of  the  boN, 
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happen  to  be  near  him,  prohibiting  their  ^uching, 
or  even  coming  too  near,  any  part  of  the  apparatus : 
for  if  a  mistake  in  performing  other  experiments 
may  be  disagreeable,  those  in  the  4i9charge  of  a 
large  battery  may  be  attended  with  dangerou^l 
consequences. 

The  charge  of  a  large  jar,  or  a  battery,  sent 
through  a  piece  of  very  slender  wire,  makes  it 
instantly  red-hot,  melts  it,  ^nd  if  the  fusion  is  f^tn- 
plete,  reduces  it  into  globules  pf  different  magnj- 
tudes.  For  this  purpose,  you  need  only  make  thp 
wire  a  part  of  the  circuit ;  for  instance,  place  it 
between  the  wires  of  the  universal  diychargor^ 
which  will  be  described  afterwards.  The  fine 
turnings  qr  shavings  of  steel,  which  may  be  had 
at  the  philosophical  instruraent-ipaker's^  are  yery 
easily  fused,  even  by  a  small  shock.  But  a  wife 
of  the  fiftieth  part  of  an  inch,  or  upwards^  reguir^s 
a  considerable  battery  to  fuse  it.  Tlfe  forpe  qf  a 
battery  may  be  estimated  by  the  length  of  wifg 
which  its  discharge  is  able  to  fuse. 

Take  two  slips  of  common  window-glass^  ab9^t 
three  inches  long,  and  half  an  inch  broad  ^  put  a 
small  slip  of  gold,  silver,  or  brass  leaf  between 
them,  leaving  a  little  of  the  metallic  leaf  put  of 
the  glasses  at  the  two  ends,  and  place  the  glass 
slips  between  the  boards  of  the  press  of  tb^  univer- 
sal discharger;  then  by  connecting  the  wires  of 
the  discharger  with  the  projecting  extremities  of 
the  metallic  leaf,  send  a  charge  of  a  battery  through 
it;  the  consequence  is,  that  the  glasses  are  genje- 
rally  shattered  by  it ;  but  whether  they  are  broken 
or  not,  they  will  be  found  indeUbly  marked  by  the 
metal,  which  is  forced  so  far  into  the  pores  of  the 
glass,  as  not  to  be  affected  even  by  the  menstrua 
which  otherwise  are  wont  to  dissolve  it. 
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If  gold  or  silver  leaf  be  put  between  cards,  and 
a  strong  charge  passed  through  it,  it  will  be  com- 
pletely fused,  and  even  reduced  to  the  state  of 
an  oxide,  vhich  will  be  distinctly  marked  upon 
the  card. 

The  Electrophorus. 

Tliis  simple  species  of  electrical  machine  consists 
of  two  plates  (Plate  SO.  fig.  5.)  A  and  B,  made 
of  a  circular  form,  from  «x  to  eighteen  iiicties 
diameter,  or  upwards.  The  upper  plate  is  gene- 
rally made  of  brass;  but  a  tin  plate,  witli  a  wire 
turned  in  upon  its  edge,  will  answer  exceedingly 
well.  At  the  centre  of  this  plate  there  is  a  socket 
O,  in  which  a  glass  handle  I,  nine  or  ten  inches 
long,  is  fixed.  A  thin  board,  covered  with  tin- 
foil, and  suspended  by  silken  strings,  will  answer 
wen,  when  the  electrophorus  is  wanteil  of  a  laige 
diameter. 

The  under  plate  may  be  made  of  glass,  svaling- 
wax,  or  of  the  following  composition,  viz.  four 
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it  to  the  knob  of  a  coated  jar.  Repeat  thb  oper- 
ation for  thirty  or  forty  times,  and  the  jar  will 
become  charged. 

Cavallo  mentions  one  of  the  above  kind  made 
by  him,  with  which  he  charged  a  coated  phial 
several  times  by  once  exciting,  so  strong  as  to 
pierce  a  hole  through  a  card  at  every  discharge. 

When  a  glass  is  covered  with  sealing-wax,  after 
it  is  excited  and  laid  with  the  waxed  side  down- 
ward, and  the  glass  upjpermost,  then  on  making  the 
usual  experiment  of  putting  the  metal  plate  on  it, 
and  taking  the  spark,  &c.  it  will  be  attended  with 
contrary  electricity  to  what  it  had  before. 

The  universal  Discharger. 

This  apparatus  is  of  extensive  use,  and  is  com- 
posed of  the  following  parts:  A  is  a  flat  board  fif- 
teen inches  long,  four  inches  broad,  and  one  thick, 
or  thereabouts,  which  forms  the  basis  of  the  instru- 
ment. B  B  (Fig.  6.)  are  two  glass  pillars,  cemented 
in  two  holes  upon  the  board  A,  and  furnished  at 
the  top  with  brass  caps,  each  of  which  has  a 
turning  joint,  and  supports  a  spring  tube,  through 
which  the  wires  D  D  slide.  Each  of  these  caps  is 
composed  of  three  pieces  of  brass,  connected  so 
that  the  >vires  D  D,  besides  their  sliding  through 
the  sockets,  have  two  other  motions,  viz.  an  hori- 
zontal and  vertical  one.  Each  of  the  wires  D  D  is 
furnished  with  an  open  ring  at  one  end,  and  at  the 
other  end  having  a  brass  ball,  which,  by  a  short 
spring  socket,  is  slipped  upon  its  pointed  extremity, 
and  may  be  removed  from  it  at  pleasure.  E  is  a 
strong  circular  piece  of  wood,  five  inches  in  di- 
ameter, having  on  its  surface  a  slip  of  ivory  inlaid, 
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and  furnished  with  a  strong  cylindrical  foot,  vhich 
is  &stene(l  in  the  middle  of  the  bottom  board  A. 


Atmospheric  Electriciti/. 

The  resemblance  between  an  electric  spark  and 
lightning  is  obvious,  but  the  proof  of  their  identity 
was  reserved  for  Dr.  Franklin.  He  first  obser\'eil 
the  power  of  points  in  drawing  off  the  electricity 
from  bodies  at  great  distances;  and  thence  inft'rrcd, 
that  a  pointed  metallic  bar,  if  raised  to  a  con- 
siderable height  in  the  air,  woidd  become  elec- 
trical by  communication  from  the  cloudh  during  a 
thunder-storm. 

Afler  ha\ing  p|il}))ithed  his  hypothesis  con- 
cerning the  identity  of  electricity  with  the  niiUter 
of  lighti)ingi  he  was  waiting  for  tlie  erection  of  a 
ailir^  in  Philadelphia,  to  make  experiments  on  the 
si^eot,  when  it  occurred  to  htin,  that  by  means  of 
a  pqnnuHi  kite,  ho  would  have  a  readier  and  better 
qppew  t^  the  r^giooa  of  thunder,  than  by  any 
»pirc  what^vci*-    UfS  therefore  prepared  a  kite  for 


s^  very  evident  Electric  spark.  Others  sqcppeded, 
even  before  the  string  was  wet,  so  as  to  put  the 
^natter  past  all  dispute;  and  whep  the  raii^  had 
wetted  the  ^tripg,  he  cpllected  the  eleptricity  very 
copioui^ly.    Thi»  happened  ip  Jij?)e,  175^. 

The  sapie  experiipept  ha^  been  often  successfully 
repeated:  but  it  js  not  upaccppipapied  with  ^^Hr 
ger>  since  frequently  such  ^  quantity  of  elpctric 
matter  i?  suddenly  brought  down,  that  severj^ 
persons  have  beep  hurt  by  it,  ^nd  f^  prof^ggspr.at 
hu  P^tershprg  was  killed  in  this  piaqnP^ 

A  grand  practical  application  Qf  thi§  di?PQV^fy 
has  b?en,  tp  secure  bpildings  frpip  being  djafnage4 

by  lightnings 

This  great  end  is  acponipli^hed  by  thp  ch^p, 
and  seemingly  triflinjg  apparatus,  pf  a  ppjptcd  mpr 
tallic  rod,  fixed  higher  thap  any  part  pf  Xh^ 
building!  and  cpnuppnicating  with  the  grpnnd,  or, 
rather,  thp  nearest  water-  This  rpd  the  lightning 
is  snre  tp  m^^  upon,  preferably  to  »ny  otlier  part 
of  the  building,  unless  it  be  very  largp  and  ex- 
tended; in  whiph  pase,  rods  may  be  erectpd  at 
each  e^^trepiity ;  by  which  means  this  dangerous 
j)ower  is  safely  conducted  tp  the  earth,  and  digsi- 
pated  without  doing  any  harm  to  tl]p  edifice. 

lyofty  trees  are  of^n  struck  by  ligjitning;  and 
in  a  thunder  storm  it  is  not  safe  to  seek  for  shelter 
under  them.  In  tliis  case  the  s^^est  place  is  in  the 
open  field.  Persons  carrying  arms  or  tools  have  bepn 
often  killed  by  lightning,  which  has  been  attracted 
by  the  metallic  substances.  When  a  housp  is 
struck,  it  may  be  observed  that  it  is  by  the  metallic 
parts  that  the  lightning  makes  its  way  to  the  earth; 
frequently  by  the  bell  wires  which  it  pften  melts, 
and  when  there  is  an  interruption  in  the  continuity 
of  the  conducting  substance,  it  darts  tp  tlie  nearest 
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conductor,  and  forces  its  wajr,  destroyiog  whatever 
resistance  it  may  meet  with. 

The  effects  of  the  electric  matter,  when  it  strikes 
a  building,  and  the  method  of  preventing  it,  are 
exemplified  by  an  instrument  called  the  thunder- 
house,  representing  the  side  of  a  house,  either 
furnished  with  a  metallic  conductor,  or  not  A, 
(Plate  SO.  fig.  4.)  is  a  hoard  about  three  quarters 
of  an  inch  thick,  and  shaped  like  the  gable-end  of 
a  house.  This  board  is  fixed  perpendicularly  upon 
the  bottom  board  B,  upon  which  the  perpendicular 
glass  pillar  C  is  also  fixed,  in  a  hole  about  eight 
inches  distant  from  the  basis  of  A.  A  small  hole 
I  L  M  K,  about  a  quarter  of  an  inch  deep,  and 
nearly  one  inch  wide,  is  made  in  the  board  A,  and 
is  filled  with  a  square  piece  of  wood  nearly  of  the 
same  dlmenuons.  It  should  be  of  rather  smaller 
dimensions,  because  it  must  go  so  easily  into  the 
hole,  that  it  may  drop  off  by  the  least  shaking  of 
the  instrument  A  wire,  I  K,  is  fastened  diagonally 
to  this  square  piece  of  wood.  Another  wire,  L  H, 
of  the  same  thickness,   having  a  brass  ball   II, 
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of  a  window,)  is  fixed  into  the  hole,  so  that  the 
wire  I  K  stands  in  the  dotted  representation  L  M, 
then  the  metallic  communication  from  H  to  N  is 
complete,  and  the  instrument  represents  a  house 
furnished  with  a  proper  metallic  conductor ;  but  if 
the  square  piece  of  wood  L  M  I  K  is  fixed  so  that 
the  wire  I  K  stands  in  the  direction  I  K,  as  repre- 
sented in  the  figure,  then  the  metallic  conductor 
H  N  from  the  top  of  the  house  to  its  bottom  is 
interrupted  at  L  M;  in  which  case  the  house  is 
not  properly  secured. 

Fix  the  piece  of  wood  L  M  I  K,  so  that  its  wire 
may  be  as  represented  in  the  figure,  in  which  case 
the  metallic  conductor  H  N  is  discontinued.  Let 
the  ball  G  be  fixed  at  about  half  an  inch  perpen- 
dicular  distance  from  the  ball  H ;  then,  by  turning 
the  glass  pillar  C,  remove  the  former  ball  from  the 
latter ;  by  a  wire,  or  chain,  connect  the  wire  E  F 
with  the  wire  Q  of  the  jar  P;  and  let  another  wire, 
or  chain,  fastened  to  the  hook  O,  touch  the  out- 
side coating  of  the  jar.  Connect  the  wire  Q  with 
the  prime  conductor,  and  charge  the  jar:  then, 
by  turning  the  glass  pillar  D  C,  let  the  ball  G 
come  gradually  near  the  ball  H,  and  when  they 
are  arrived  sufficiently  near  one  another,  you  will 
observe  that  the  jar  explodes,  and  the  piece  of  wood 
L  M I K  is  pushed  out  of  the  hole  to  a  considerable 
distance  from  the  thunder-house.  Now  the  ball  G 
in  this  experiment  represents  an  electrified  cloud, 
which,  when  it  is  arrived  sufficiently  near  the  top 
of  the  house  A,  the  electricity  strikes  itj  and  as 
this  house  is  not  secured  with  a  proper  conductor, 
the  explosion  breaks  part  of  it,  i.  e.  knocks  off  the 
piece  of  wood  I  M. 

Repeat  the  experiment  with  only  this  variation, 
viz.  that  this  piece  of  wood  I  M  may  be  situated, 
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BO  that  the  wire  L  K  may  stand  in  the  situation 
I M,  in  which  case  the  conductor  H  O  id  not  dis- 
continued} and  you  will  observe,  that  the  explo- 
sion will  have  no  efiect  upon  the  piece  of  wood 
L  M,  this  remaining  in  the  hole  unmoved }  which 
ihovn  the  usefulness  of  the  metallic  conductor. 

Farther,  unscrew  the  brass  ball  H  from  the  wire 
H  I,  BO  that  this  may  remain  pointed  -,  and  with 
only  this  difierence  in  the  apparatus,  repeat  both 
the  tbovG  experiments ;  and  ^iiu  will  tind  that  the 
piece  of  wood  I  M  is  in  neither  case  moved  from 
its  place,  nor  any  explosion  heard. 

To  know  that  lightning  and  the  electric  matter 
are  the  same  is  a  great  step  in  natural  philosophy ; 
but  we  must  stilt  remain  ignorant  of  ttie  causes  of 
many  of  the  appearances  which  accompany  light- 
ning, so  long  as  our  knowledge  widi  the  properties 
of  electricity  is  so  very  imperfect.  M'c  know  that 
the  clouds  are  almost  always  electrified,  sometime 
positively  and  tometimcs  negatively ;  when  those 
come  near  each  other,  a  discbarge,  or  flash  of 
liffhtniiia:,  is  ci'iierallv  'he  cotiHoquencc.     Whc 


northern  lights,  as  they  are  sometimes  called,  are 
most  frequent  in  the  countries  nearest  the  poles  of 
the  earth.  In  Greenland  and  Iceland  they  are 
sometimes  so  strong  and  vivid,  as  to  afford  light 
sufficient  to  read  by.  A  very  beautiful  experi- 
ment to  illustrate  this  is  what  is  called  the  luminous 
condttctory  represented  in  Plate  20.  fig.  3.  A  is  a 
glass  tube  of  about  two  inches  in  diameter,  and 
two  feet  long,  capped  at  both  ends  with  brass, 
having  one  of  the  ends  furnished  with  a  stop-coclr, 
and  a  screw  to  fit  into  the  plate  of  the  air-pump. 
This  tube  is  exhausted  of  air,  and  when  it  is  placed 
in  the  circuit  of  the  electric  flijid,  by  fixing  a 
chain  to  each  end  which  is  connected  with  the 
positive  and  negative  part  of  the  machine,  the  elec- 
tricity, in  passing  through  it,  exhibits  a  beautiful 
luminous  appear^ce,  very  much  resembling  the 
aurora  borealis. 

The  balls  of  fire,  as  well  as  the  shooting  stars 
occasionally  seen  in  the  air,  seem  to  be  masses  of 
electricity  at  so  great  a  distance  that  their  angular 
velocity  is  not  sufficient  to  prevent  the  eye  from 
discerning  their  shape.  It  is  probable,  that  every 
electric  spark,  or  flash  of  lightning,  consists  of  one 
or  more  balls  of  fire,  though  their  extreme  velocity 
presents  them  to  the  eye  under  the  form  of  a  line, 
or  lines. 

The  appearance  of  ^water-spouts  is  generally  con- 
nected  with  electric  phenomena.  Their  immediate 
cause  appears  to  be  a  vacuum  that  is  formed  in  a 
part  of  the  air  by  the  convergence  of  winds,  and 
their  consequent  whirling  motion.  When  this 
happens  over  the  sea,  the  water  is  forced  up  by  the 
pressure  of  the  surrounding  atmosphere,  and  kept 
suspended  imtil  the  cause  that  produced  it  ceases. 
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MISCELLANEOUS  EXPEKnfENTS. 


The  Dancing- Balls. 

"Fix  a  pointed  wire  oti  the  prime  conductor,  with 
the  point  outward;  then  take  a  glntM  tiiinblvr 
(fig.  7<)  grasp  it  with  your  hands,  and  prcsL-nt  its 
inside  surface  to  the  point  of  the  wire  on  the 
prime  conductor,  while  the  machine  is  in  motion: 
the  glass  in  this  manner  will  soon  liecomi*  charged ; 
for  its  inside  surface  acquires  the  electricity  troni 
the  pmnt,  and  its  outside  loses  its  natunil  quantity 
of  electric  fluid  tWough  the  hands,  which  serve  as  a 
coating.  TlWu  done,  put  a  few  pith  balls  on  the 
table,  and  cover  them  with  this  charged  glass  tum- 
bler. The  balls  will  immediately  begin  to  loiip  up 
along  the  sides  of  the  glass,  and  will  continue  their 
motion  for  a  considerable  time. 

In  this  experiment,  the  pith  balls  are  altractoil 
and  repelled  by  the  electric  fluid,  superinduced 
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glass  tube  and  a  feather.  When  the  tube  is  ex- 
cited, by  being  drawn  through  the  hand  or  a  flannel 
rubber,  the  feather,  when  brought  near  it,  will  be 
attracted,  and  jump  to  the  tube ;  then,  after  taking 
some  time  to  get  fully  saturated  with  electric  mat- 
ter (because  being  a  bad  conductor,  it  can  receive 
it  but  very  slowly,)  it  will  suddenly  jump  from  it, 
and  fly  towards  the  next  conductor,  upon  which  it 
may  discharge  the  redundant  electricity  it  has 
acquired.  If  no  other  body  happen  to  be  in  the 
way,  it  will  tend  towards  the  ground;  but  if  the 
electrified  tube  be  held  under  it,  it  will  still  be 
repelled,  and  driven  into  the  middle  of  the  room, 
where  it  may  be  kept  suspended,  or  be  driven 
about  in  alL  directions  almost  as  long  as  a  person 
pleases,  if  the  air  be  dry. 

Other  beautiful  effects  of  electrical  attraction  and' 
repulsion  are  shown  at  the  prime  conductor  be- 
longing to  the  machine.  Suspend  a  plate  of  metal 
from  the  conductor,  and  underneath  it,  at  the  dis- 
tance of  about  three  or  four  inches,  put  another 
plate  of  the  same  size ;  upon  the  lower  one  of  these 
plates  lay  a  feather,  or  a  small  slip  of  light  paper; 
and,  as  soon  as  the  machine  is  turned,  the  feather 
or  the  paper  will  be  attracted,  and  jump  to  the 
upper  plate;  from  which  itMnJl  be  immediately  re- 
pelled, and  fly  to  discharge  itself  upon  the  lower 
plate,  which  is  supported  on  a  pedestal;  after 
which  it  will  be  ready  to  be  attracted  and  repelled 
again.  Thus  will  the  feather  or  paper  fly  from  the 
one  plate  to  the  other  alternately,  and  with  incon- 
ceivable rapidity,  if  tlie  electrification  be  pretty 
vigorous.  When  the  pieces  of  paper  are  cut  into 
the  figures  of  men  and  women,  they  exhibit  a  kind 
of  dance  which  is  extremely  amusing. 

VOL.  I.  A  A 
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This  experiment  will  be  the  more  diverting  it'  it 
be  acccHnpanied  with  that  of  the  electrical  bells, 
which  depend  upon  the  same  principle.  Four  bells, 
a,  b,  Ci  d,  (Fig.  4.)  hang  from  brass  rods,  commu- 
nicating vith  the  prime  conductor,  and  another 
bell,  e,  filed  on  a  brass  pedestal  A,  reaching  tn 
the  ground;  and  four  small  bmss  balU,  sunpiMided 
bj  lolken  threads,  hang  between  a,  b,  c,  d,  and  the 
bcU  «  in  the  middle.  The  consequence  of  this 
dispoatkm  t%  that  the  outermost  bells,  which  hang 
frmn  the  prime  conductor  by  brass  cliaiiu,  are 
electrified*  and  attract  the  brass  balls  which  )ian^ 
by  silk;  and  the  attraction  being  vigortms,  the\ 
are  made  to  strike  the  bells  with  some  force,  and 
make  them  ring.  Being  then  loaded  with  eler- 
trici^,  they  are  immediately  repelled  from  theM* 
outemMMt  bells,  and  fly  to  unload  themselves  by 
strikiDg  upon  the  middle  bell,  which  is  insulated 
by  the  glass  pillar  B  upon  the  pedestal ;  and  from 
which  the  electric  matter  passes  to  the  floor  by 
means  of  the  brass  pedestal  A.  The  brass  balls 
which  now  may  be  odled  clappers  to  the  bells  s^re 
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The  spieler  seenUnghf  animated  by  Electricitjf. 

Yig.  9  i«  an  electric  jar,  having  a  wire  C  fastened 
on  its  outsidey  which  i9  bent  so  as  to  have  ita  knob 
£  as  high  as  the  knob  A  of  the  jar.  B  is  a  spider 
made  of  corks  with  a  few  short  threads  run  through 
it,  to  represent  its  I^gSp  This  spider  is  fastened  at 
the  end  of  a  ailk  thread  proceeding  from  the 
ceiling  of  the  room*  or  from  any  other  support,  so 
that  the  spider  may  hang  midway  between  the  two 
knobs  A»  £»  when  the  jar  is  not  chaiged*  Let 
the  place  of  the  jar  uppu  tbe  table  be  marked  ( 
then  charge  the  jar»  by  bringing  it^  kpob  A  in  opn-- 
tact  with  the  prim?  conductor,  and  replace  it  in 
its  marked  place.  The'  spider  will  now  begin  to 
move  from  knob  to  knob,  and  continue  this  motion 
for  a  considerable  time,  sometimes  for  several 
hours. 

The  ip^ide  oi  the  jar  being  ch^ged  positively^ 
the  spider  is  attracted  by  the  knob  A,  which  com^- 
municates  to  it  a  small  quantity  of  electricity ;  the 
spider  then  becoming  possessed  of  the  same  elec- 
tricity with  the  knob  X  is  repelled  by  it,  and  runs 
to  the  knob  E,  where  it  discharges  its  electridty, 
and  is  (then  attracted  by  the  knob  A,  and  so  on. 
la  this  manner  the  jar  is  gradually  discharged,  and 
when  the  disdiarge  h  nearly  completed,  the  spider 
finishes  jto  motion. 


To  prove  that  Glass  and  other  Electrics  became  Con^ 
ductors  when  tliey  are  made  very  hot. 

In  order  to  ascertain  the  conducting  quality  of 
hot  resinous  substances,  oils,  &€.  bend  a  glass  tube 
in  the  form  of  an  arch,  C  D  (Plate  «0.  fig.  8.), 
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and  tie  a  silk  string  C  C  D  to  it,  which  serves  to 
hold  it  by  when  it  is  to  be  set  near  the  fire :  fill 
the  middle  part  of  this  tube  with  resin,  sealing- 
wax,  &c.,  then  introduce  two  wires  A  A,  through 
its  ends,  so  that  they  may  touch  the  resin,  or  pene- 
trate a  little  way  into  it.  This  done,  let  a  person 
hold  the  tube  over  a  clear  fire,  so  as  to  melt  the 
resin  within  it :  at  the  same  time,  by  connecting 
one  of  the  wires  A  A  with  the  outside  of  a  charged 
jar,  and  touching  the  other  with  the  knob  of  the 
jar,  endeavour  to  make  the  discharge  through  the 
resin,  and  you  will  observe,  that  while  the  resin 
is  cold,  no  shocks  can  be  transmitted  through  it, 
but  it  becomes  a  conductor  as  it  melts :  and  when 
totally  melted,  the  shocks  will  pass  through  it 
very  freely. 

The  Spiral  Tube. 

Fig.  10.  is  an  instrument  composed  of  a  glass 
tube,  closed  with  two  knobbed  brass  caps.  This 
tube  has  a  spiral  row  of  small  round  pieces  of  tin- 
foil, stiick  upon  its  outside  surface,  and  ly'uig  at 
about  one-thirteenth  of  an  inch  from  each  other. 
If  this  instrument  be  held  by  one  of  its  extremities, 
and  its  other  extremity  be  presented  to  the  prime 
conductor,  every  spark  that  it  receives  from  the 
prime  conductor  will  cause  small  sparks  to  appear 
between  all  the  round  pieces  of  tin-foil  stuck  upon 
the  tube,  which,  in  the  dark,  afibrds  a  pleasing 
spectacle;  the  instrument  appearing  encompassed 
by  a  spiral  line  of  fire. 

The  small  round  pieces  of  tin-foil  are  sometimes 
stuck  upon  a  flat  piece  of  glass  (Fig.  11.),  so  as  to 
represent  curve  Uqes,  flowers,  letters,  &c.  and  they 
are  illuminated  after  the  same  manner  as  the  spiral 
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tube,  i.  e.  by  holding  the  extremity  C  or  B  in  the 
hand,  and  presenting  the  otiier  extremity  to  the 
prime  conductor,  when  the  machine  is  in  motion. 
They  may  also  be  fixed  in  any  other  position,  by 
having  connecting  wires. 


To  show  that  the  Electric  Fluid  prefers  a  short  pas* 
sage  through  the  Air^  to  a  long  one  tlirough  good 
Conductors. 

fiend  a  wire  about  ten  feet  long,  at  tlie  ends  of 
which  fix  a  piece- of  glass  G,  to  keep  the  knob  A  B 
at  a  proper  distance,  so  that  they  may  slide  within 
half  an  inch  of  one  ai;K^her,.  if  jrequired;  then  con- 
nect tlie  chains  belonging  to  the  sliding  wires  with 
the  hook  of  the  battery  and  the  discliarging  rod, 
and  send  the  charge  of  a  battery  through  it.  On 
making  the  explosion,  a  spark  will  be  seen  between 
A  and  B,  which  shows  that  the  electric  fluid 
chooses  rather  a  short  passage  through,  the  air, 
than  a  long  one  through  the  wire.  The  charge, 
however,  does  not  pass  entirely  through  A  and  B, 
but  part  of  it  also  goes  through  the  wue,  which 
may  be  proved  by  putting  a  slender  wire  between 
A  and  B;  for  on  making  the  discharge,  with  only 
this  addition  in  the  apparatus,  the  small  wire  will 
hardly  be  made  red  hot:  whereas,  if  the  large 
wire  A  D  B  be  cut  in  D,  so  as  \o  discontinue  the 
circuit  A  D  B,  the  small  wire  will  be  melted^  and 
even  exploded,  by  the  same  shock  that  before' 
made  it  scarcely  red-hot.  In  this  manner  the  con- 
ducting  power  of  different  metals  may  be  tried, 
using  metallic  circuits  of  the  same  length .  and 
thickness,  and  observing  the  difierence  of  tiie  pas- 
sage  through  the  air  in  each. 
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The  Course  qfOe  Electric  Fhdd  in  the  Discharge, 
rendered  visible  by  the  Star  and  Pencil. 

When  a  jar  is  charged,  take  a  discharging-rod 
having  its  ends  pointed,  i.  e.  the  discharging-rod 
represented  in  Elg.  14.,  without  its  knobs,  and  keep 
it  in  such  a  situation,  that  one  of  its  points  may  be 
at  about  one  inch  distance  from  the  knob  A,  and 
the  other  point  at  an  equal  distance  from  die  out- 
side coating  of  the  jar:  by  these  means  the  jar  «-ill 
be  discharged  silently;  and  if  its  inside  be  electri- 
fied positively,  you  will  see  that  the  point  of  the 
discharging-rod  is  illuminated  with  a  star,  and  thu 
pmnt  B  with  a  pendl;  because,  in  this  case,  the 
etectric  6uid|  going  ftom  the  inside  to  the  outside 
(rf'the  jar,  enters  the  point  C,  and  issues  from  the 
pmnt  B*  But  if  the  jar  is  electrified  negatively  on 
the  inside,  and  consequently  positive  on  the  ouU 
side>  then  the  pencil  of  rays  will  appear  upon  the 
pmnt  C,  and  the  star  upon  the  point  B:  for  in  this 
case,  the  electric  fluid  passes  froin  the  outside  to  the 
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the  valve,  and  prevent  any  air  from  getting  into 
the  exhausted  glass.  The  inside  o£  this  phial  re^* 
quires  no  ooatiogt  because,  as  the  electric  fluid 
pervades  a  ^^acuum,  it  can  pass  freely  from  the  wire 
to  the  sur&ce  of  the  exhausted  glass,  without  the 
help  of  a  non-electric  coating.  This  phial  exhibits 
clearly  tlie  direction  of  the  electric  fluid,  both  in 
charging  and  discharging;  for  if  it  be  held  by  its 
bottom,  and  its  brsss  knob  be  presented  to  the 
prime  conductor  positively  electrifled*  you  will  see 
that  the  electric  fluid  causes  the  pencil  of  rays  to 
proceed  from  the  wire  within  the  phial,  as  repre* 
sented  Fig.  21,  and.if  itbe  discharged,  a  star  will 
appear  in  the  place  of  the  pencil,  as  represented  in 
Yig.  20.  But  if  the  phial  be  held  by  the  brass  cap, 
and  its  bottom  be  touched  by  the  prime  conductor, 
then  the  point  of  the  wire  on'  its  side  will  appear 
illununated  with  a  etar  when  charging,  and  with  a 
pencil  when  discharging.  If  it  be  presented  to  a 
prime  conductor  electrified  negatively,  all  these 
appearances,  both  in  charging  and  discharging,, 
will  be  reversed. 

2V)  make  tfte  Electric  Spark  visible  in  Water. 

Fill  a  glass  tube  of  about  half  an  inch  di^meter^ 
and  six  inches  long,  with  water^  and  to  each  extre^ 
mity  of  the  tube  adapt  a  cork  to  confine  the  water;, 
through  each  cork  insert  a  blunt  wire,  so  that  the 
extremities  of  the  wire  within  the  tube  may  be 
very  near  one  another:  lastly,  connect  one  of  these 
wires  with  the  coating  of  a  small  charged  phial^ 
and  touch  i^e  other  wire  with  the  knob  of  it;  by 
which  means  the  shock  will  pass  through  tlie  wires, 
and  cause  a  vivid  spark  to  appear  between  their 
extremities  within  the  tube.     In  performing  this 

A  A  4 


960  IXECTHICITY. 

experiment,  care  must  be  taken  that  the  chaise  be 
very  weak,  otheru'ise  the  tube  will  burst. 

In  a  common  drinking-glan  almost  full  of  water 
(Hg.  16.)  immerse  two  knobbed  wires,  so  bent 
that  their  knobs  may  be  within  a  little  distance  of 
one  another  in  the  water.  If  one  of  these  wires  be 
connected  with  the  outside  coating  of  a  prettv 
large  jar,  and  the  other  wire  be  touched  with  the 
knob  of  it,  the  explosion  which  must  pass  through 
the  water  from  the  knob  of  one  of  the  wires  to  thai 
of  the  other  will  disperse  the  water,  and  break  the 
glass  with  a  surprizing  violenf»!.  This  experiment 
is  dangerous,  if  not  conducted  with  great  caution. 

I'he  Pou-der-Houxt; 

Fig.  17.  is  an  ingenious  contrivance,  and  well 
ads^ited  to  the  piupose:  tlie  front  is  titled  up  like 
the  thunder-house;  it  is  generally  made  sevm  or 
eight  inches  long,  and  nearly  the  same  hd^t  to 
the  t<^  of  the  roof;  the  side,  and  that  half  of  Uie 
roof  next  the  eye,  is  omitted  in  the  figure,  that  tlie 
inside  may  be  more  conveniently. st>en.    The  sides. 
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the  hook  D;  at  the  other  side  of  the  tube  a  piece 
of  ivory,  one  inch  long,  is  screwed,  with  a  small 
hole  for  the  wire  to  slide  into. 

To  use  this  apparatus,  fill  the  glass  tube  A  with 
gunpowder,  and  ram  the  wire  B  a  small  way  into 
the  ivory  tube;  then  connect  the  hook  C  with  the 
bottom  of  a  large  jar  or  battery ;  and  when  the  jar, 
&c.  is  charged,  form  a  communication  from  the 
hook  D  to  the  top  of  the  jar,  &c.  the  discharge 
will  then  take  place,  and  the  explosion  of  the  gun- 
powder will  throw  asunder  the  roof;  and  the  sides,- 
front,  and  back  will  then  fall  down. 

The  Fyramtd. 

Represented  Hg.  18.,  is  designed  to  show  the 
same  experiments  as  the  thunder-house,  and  is  used 
in  the  same  manner.  When  the  piece  A  is  thrown 
out  by  the  discharge,  the  upper  part  of  the  pyramid 
falls  down;  it  is  usually  made  to  represent  a  stone 
steeple,  and  is  composed  of  several  pieces;  by 
which  means,  when  the  discharge  is  made,  there 
appears  greater  devastation. 

The  Luminous  Word. 

This  experiment  is  exactly  on  the  same  principle 
as  Fig.  10.,  and  th^^word  is  formed  by  the  small 
separations  made  in  the  tin-foil ;  if  they  were  cut  a 
little  round  at  every  division,  the  spark  would  ap- 
pear more  vivid  as  it  passed  along  the  windings. 

It  may  be  observed  in  making  these  experiments, 
that  the  longer  any  word  is,  and  the  oflener  the 
tin-foil  is  cut,  the  more  powerful  the  machine  must 
be  in  order  to  convey  the  spark  from  one  end  to 
the  other;  because  every  time  the  passage  is  inter- 
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rupted  by  cutting»  the  space  is  increased ;  aud  in 
long  conveyances*  the  space  will  sometimes  amount 
to  more  than  the  machine  will  be  able  to  overcome; 
therefore,  the  shorter  the  illuminations  are^  the 
more  pleasing  they  will  appear. 

To  show  how  a  Jar  charges  and  discharges. 

Coat  a  jar,  as  represented  Plate  2L  fig.  1 .,  by 
pasting  small  pieces  of  tin-foil,  at  a  little  distance 
from  each  other,  round  its  exterior  surfik:e.  As 
this  jar  is  charging,  small  sparks  will  pass  from  one 
piece  of  tin-foil  to  another,  in  a  variety  of  di- 
rections; the  separation  of  the  tin-foil  is  the  means 
of  making  the  passage  of  the  fluid,  from  the  outside 
of  the  jar  to  the  table,  visible.  Discharge  this  jar, 
by  bringing  a  pointed  wire  gradually  near  the 
brass  ball,  and  the  uncoated  part  of  the  glass^  be* 
tween  the  pieces  of  tin-foil,  will  be  pleasantly  illu- 
minated, and  make  a  crackling  noise ;  but  if  the  Jar 
be  discharged  suddenly,  the  whole  outside  sur- 
face will  appear  illuminated.  The  glass  must  be 
very  dry,  to  produce  these  appearances  to  the 
greatest  advantage. 

To  pierce  a  Card  by  Electricity. 

Take  a  card  or  quire  of  paper,  or  two  cards  kept 
asunder  by  the  interposition  of  little  bits  of  wax 
here  and  there :  place  eitlier  of  those  articles  flat 
against  the  outside  coating  of  a  charged  jar^  aud 
put  one  of  the  knobs  of  the  discharging-rod  over 
it,  so  that  the  card,  or  quire  of  paper,  or  the  two 
cards,  may  be  interposed  between  that  knob  and 
the  coating  of  the  jar:  then  by  bringing  the  other 
knob  of  the  discharging-rod  near  the  wire  of  the 
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jar,  make  tli6  discharge ;  and  the  dectric  mattery 
rushing  through  the  circuit  from  the  positive  to  the 
negative  side  of  the  jar»  will  pierce  a  bole,  and  fire* 
quently  more  than  one  hole»  quite  through  the 
card,  or  cards,  or  quire  of  paper,  &c.  and  each 
hole  will  be  found  to  have  a  bur  raised  on  eadd 
side,  unless  the  card  .be  pressed  too  hard  against 
the  side  of  the  jar. 

If  the  nose  be  immediately  applied  to  the  perfor- 
ation, a  smell  somewhat  like  that  of  phoqihorus 
will  be  perceived*  If,  instead  pf  paper,  a  very  thin 
plate  of  glass,  or  resin,  or  sealing-wax,  be  inter- 
posed between  the  discbarging-rod  and  the  outside 
coating  of  the  jar,,  on  making  the  dischaige  this 
will  be  broken  to  pieces. 

To  set  Cotton  on  Fire. 

Take  a  wire  of  the  size  of  a  conunon  knitting- 
needle,  or  larger,  and,  by  means  of  any  flexible 
wire  or  chain,  let  one  end  of  it  communicate  with 
the  outside  coating  of  a  jar,  that  contains  at  least 
ten  square  inches  of  coated  surface.  Round  the 
other  end  of  the  first-mentioned  wire,  some  cotton 
must  be  twisted,  so  as  to  form  a  head  round  it,  and 
thus  conceal  the  end  of  the  wire.  Roll  this  head 
of  cotton  in  powder  of  lycopodium,  or  in  powder 
of  resin ;  this  done)  charge  the  jar,  and  bring  the 
cotton  head  rather  quickly  towards  its  knob ;  by 
which  means  the  discharge  will  be  made  to  pass 
through  the  cotton,  which  will  be  instanUy  set  on 
fire. 

The  Electrical  Pistol. 

This  curious  apparatus  is  represented- Plate  21. 
tig.  2.     It  is  made  of  sheet-brass  or  tin.    To  the 
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mouth  A,  a  cork  is  fitted,  and  a  perforated  piece  of 
brass  e  screws  on  the  bottom  of  the  pistol,  having 
a -glass  tube  with  a  wire  cemented  into  it,  bent 
over  the  glass  tube,  so  as  to  reach  within  one- 
eighth  of  an  inch  of  the  brass.  When  this  pistol  is 
charged  with  inflammable  air  mixed  with  common 
air,  by  applying  a  small  charged  Leyden  phial  to 
the  knob,  it  will  explode  with  a  report  like  gun* 
powder,  and  drive  out  the  cork  to  a  considerable 
distance.  To  load  it  with  inflammable  air,  nothing 
more  is  necessary  than  to  hold  it  inverted,  with 
its  mouth  open,  over  a  bottle  containing  that  air : 
the  inflammable  air  will  ascend  into  the  pistol, 
while  the  common  air  descends  into  the  bottle. 
The  method  of  making  the  inflammable  air  will  be 
found  under  Chemistry,  in  vol.  U. 


The  Electrified  CapiHary  Syphon. 

Let  a  small  bucket  of  metal,  full  of  water,  be 
suspended  from  the  prime  conductor,  and  put  in  it 
a  glass  syphon  (Fig.  3.),  of  so  narrow  extremity  as 
that  the  water  will  just  drop  from  it.     If^  in  this 
disposition  of  the  apparatus,  the  winch  of  the  ma- 
chine be  turned,  the  water  which,  when  not  eJec- 
tHfied,  only  dropped  from  the  extremity  of  the 
syphon,  will  now  run  in  a  full  stream,  which  will 
even  be  subdivided  into  other  smaller  streams;  and 
if  the  experiment  be  made  in  the  dark,  it  will  be 
beautifully  illuminated  like  a  fountain  with  streams 
of  fire,  which  may  be  made  to  stop  apparently  by 
the  word  of  command,  by  touching   the   prime 
conductor. 
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Tojtre  Ounpowder  by  Electricity . 

In  order  to  fire  gunpowder  by  the  Leyden  phial, 
make  a  small  cartridge  of  paper,  and  fill  it  with 
gunpowder,  or  else  fill  the  tube  of  a  quill  with  it, 
and  insert  the  pointed  extremities  of  two  wires  in 
it,  so  that  their  extremities  within  the  pQwder  may 
be  about  one-fifth  part  of  an  inch  from  each  other. 
This  done,  send  the  charge  of  a  Leyden  phial 
through  those  wires,  and  the  gunpowder  will  be 
fired.  If  the  powder  be  mixed  with  steel  filings, 
the  experiment  will  succeed  even  with  a  small 
shock. 

If  the  gunpowder  be  placed  loosdy  upon  any 
stand,  and  the  interruption  of  the  wire  circuit  be 
made  in  it,  on  making  the  discharge  of  the  jar,  the 
spark  which  takes  place  at  the  interruption  will 
scatter  the  gunpowder  without  firing  it.  >  But  the 
loose  gunpowder  may  be  fired,  if  the  shock  be 
transmitted,  through  less  perfect  conductors;  in 
which  case  the  discharge  being  less  sudden,  or 
ratlier  proceeding  in  a  stream,  the  powder  will  be 
fired.  The  best  method  of  performing  this  expe- 
riment is  that  recommended  by  Cavallo,  which  is 
as  follows: 

F  (Plate  21.  fig.  4.),  represents  the  gunpowder 
placed  upon  the  same  table  upon  which  the  jar  A 
is  situated.  B  is  a  glass  tube  about  one  foot  long, 
and  a  quarter  of  an  inch  in  diameter,  full  of  water, 
and  having  two  corks  at  its  extremities.  Into 
these  two  corks  two  wires  are  thrust,  the  inner 
extremities  of  which  just  touch  the  water,  viz.  the 
short  wire  at  F  and  the  longjvire  C,  which  makes 
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the  communication  between  the  water  of  the  tube 
and  the  knob  of  the  jar.  On  making  the  discharge, 
which  must  pass  through  the  small  quantity  of 
water  in  B,  and  through  the  table  F,  both  imper- 
fect conductors,  the  electric  fluid  comes  out  at  F, 
in  the  form  of  a  dense  stream,  which  generally  fires 
the  gunpowder. 


Practical  Rides  concerning  the  Use  qf  tite  Electri- 
cal Apparatus^  and  the  performing  tf  JErpe- 
riments. 

It  often  happens,  that  young  electricians  are  at 
a  loss  to  assign  the  reason  why  some  experiments 
do  not  succeed  with  them.  They  are  in  pos- 
session of  good  instruments ;  but  from  some  cir- 
cumstance or  other  not  being  attended  to  they  are 
quite  useless  in  their  hands.  This,  indeed,  can  be 
remedied  only  by  practice;  and  it  is  by  long  use 
that  the  electrician,  as  well  as  the  practitioner  in  any 
other  art  or  science,  becomes  so  good  an  operator, 
as  to  use  his  instruments  to  the  best  advantf^e. 
A  few  rules  are,  however,  useful  to  guide  him  in  his 
operations;  and  although  these  alone  are  in- 
sufficient to  make  a  person  a  complete  practical 
electrician,  yet,  when  accompanied  with  the  actual 
management  of  the  apparatus,  they  facilitate  the 
use  of  it,  and  render  the  performance  of  the 
experiments  more  accurate  and  expeditious.  - 

The  first  thing  that  the  young  electrician  should 
attend  to  is  the  preservation  and  care  rf  his  instru- 
ments. The  electrical  machine,  the  coated  jars, 
and,  in  short,  every  part  of  the  apparatus,  should 
be  kept  clean,  and  as^  free  as  possible  from  dust 
and  moisture. 
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When  the  weather  is  clear,  and  the  air  dry,  es- 
pecially in  clear  and  frosty  weather,  the  electrical 
machine  will  work  well ;  but  when  the  weather  is 
very  hot,  the  machine  is  not  so  powerful;  nor  in 
damp  weather,  except  it  be  brought  into  a  warm 
room,  and  the  cylinder,  the  stands,  the  jars,  &c. 
be  made  thoroughly  dry. 

Before  the  machine  is  used,  the  cylinder  should 
be  first  wiped  very  clean  with  a  soft  linen  cloth 
that  is  dry,  clean,  and  warm ;  and  afterwards  with 
a  clean  hot  flannel,  or  an  old  silk  handkerchief; 
this  done,  apply  a  little  amalgam,  and  turn  the 
winch,  and  it  will  soon  be  perceived  that  the  elec- 
tric fluid  wiU  come  like  a  wind  from  die  cylinder 
to  the  knuckle;  and»  if  the  motion  be  continued, 
sparks  and  cracklings  will  soon  follow.    This  indi« 
cates  that  the  machine  is  in  good  order;  and  the 
electrician  may  proceed  to  perform  his  experiments. 
But  if,  when  the  winch  is  turned  for  Mme  time, 
no  wind  is  felt  upon  the  knuckle,  then  the  fault  is, 
very  likely,  in  tiie  rubber;  and  to  remedy  that, 
observe  the  following  directions :  by  unscrewing  the 
screws  on  the  back  of  the  rubber,  remove  it  from 
its  glass  (Hilar,  and  keep  it  near  the  fire  a  little,  so 
that  its  silk  part  may  be  dried:  take  now  a  piece  of 
dry  mutton  suet,  or  a  little  tallow  from  the  candle, 
and  just  pass  it  over  the  leather  of  the  rubber,  and 
then  the  machine  will  be  fit  for  use. 

Sometimes  the  machine  will  not  work  well,  be* 
cause  the  rubber  is  not  sufficiently  supplied  with 
electric  fluid,  which  happens  when  the  table  upon 
which  the  machine  stands,  and  to  which  the  chain 
of  the  rubber  is  connected,  is  very  dry,  and  conse- 
quently in  a  bad  conducting  state.  Even  the  floor, 
and  the  walls  of  the  room,  are,  in  very  dry  weather, 
bad  conductors,  and  they  cannot  supply  the  rubber 
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Mifficiently.  In  ttiift  case  the  best  expetlient  is  to 
connect  tlie  clinin  of  the  rubber,  by  means  of  a 
long  wire,  with  some  mmst  ground,  or  with  the 
iron-work  of  a  water-pump,  by  which  means  the 
rubber  will  be  supplied  widi  as  much  electric  fluid 
as  is  required. 

When  a  sufficient  quantity  of  amalgam  has  been 
accumulated  upon  the  leather  of  the  rubber,  and 
the  machine  does  not  work  very  well,  then,  instead 
of  putting  more  amalgam,  it  will  be  sufficient  to 
take  the  rubber  ofl;  and  to  scrape  a  little  off 
that  which  is  already  upon  the  leather. 

It  will  be  often  observed,  that  the  globe  or  cy- 
linder, after  being  used  some  time,  contracts  black 
spots,  occasioned  by  the  amalgam,  or  some  foulness 
of  the  rubber,  which  grow  coDtinually  larger,  and 
greatly  obstruct  its  electric  power.  These  spots 
must  be  carefully  taken  off,  and  the  cylinder  must 
be  frequently  wiped,  in  :order  tO'  prevent  its  con- 
tracting them. 

In  cha^^g  electric  jars  in  general,  it  must  bt- 
observed,  that  every  machine  will  not  charge  them 


ELECTRICITT.  369 

not  very  strong,  may  occasion  several  disagreeable 
accidents.  In  making  the  discharge,  care  must  be 
taken  that  the  discharging-rod  be  not  placed  on 
the  thinnest  part  of  the  glass ;  for  that  may  cause 
the  bursting  of  the  jan 

When  a  large  battery  is  discharged,  jars  will  be 
often  found  broken  in  it,  which  burst  at  the  time 
of  the  discharge.  To  avoid  this  inconvenience, 
never  discharge  the  battery  through  a  good  con- 
ductor, except  the  circuit  be  at  least  five  feet  long. 
Mr.  Naime  says,  that  ever  since  he  made  use 
of  this  precaution,  he  discharged  a  very  large 
battery  near  100  times,  without  ever  breaking  a 
single  jar ;  whereas,  before  he  was  continually 
breaking  them.  But  here  it  must  be  considered, 
that  the  length  of  tlie  circuit  weakens  the  force  of 
the  shock  proportionably ;  the  highest  degree  of 
which  is  in  many  experiments  required. 

It  is  advisable,  when  a  jar,  and  especially  a  bat- 
tery, has  been  discharged,  iiot  to  touch  its  wires 
with  the  hand  before  the  discharging-rod  be  applied 
to  its  sides  a  second,  and  even  a  third  time;  as 
there  generally  remains  a  residuum  of  the  charge : 
this  residuum  is  occasioned  by  the  electricity, 
which,  when  the  jar  is  charging,  spreads  itself  over 
the  uncoated  part  of  the  glass  near  the  coating, 
which  will  not  be  discharged  at  first,  but  gradually 
returns  to  the  coating  after  the  first  discharge, 
which  is  sometimes  very  considerable. 

When  any  experiment  is  to  be  performed,  which 
requires  but  a  small  part  of  the  apparatus,  the  re- 
maining part  of  it  should  be  placed  at  a  distance 
from  the  machine,  the  prime  conductor,  and  even 
from  the  table,  if  that  is  not  very  large.  Candles, 
particularly,  should  be  placed  at  a  considenbble  dis- 
tance from  the  prime  conductor;  for  the  attraction 
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of  their  flames  carries  off  much  of  the  electric 

fluid. 

Lastly,  the  young  electrician  is  cautioned  not  to 
depend  on  first  appearances  in  electricity.  A  new 
phenomenon  may  justly  excite  his  curiosity.  It  is 
laudable  to  remark  it,  and  to  pursue  the  hint;  but 
at  the  same  time,  even  the  doubtful  assertion  of  a 
new  fact  should  never  be  made  till  after  a  number 
of  similar  and  concurring  experiments.  Electricity 
is  a  science  that  often  deceives  the  senses ;  and  the 
most  experienced  frequently  finds  himself  mistaken 
in  things  which  perhaps  he  may  have  considered 
before  as  the  most  certain. 

In  many  electrical  experiments,  it  is  vety  conve- 
nient to  have  a  method  of  determining,  whether  a 
small  degree  of  electricity  be  positive  or  negative : 
and^in  using  large  batteries,  it  is  a  matter  of  con- 
sequence to  know  how  the  charge  advances,  and  of 
what  strength  it  is.  Mr.  Canton's  balls  are  ex- 
tremely useful  for  both  these  purposes.  They  are 
made  of  the  pith  of  elder,  turned  perfectly  glo- 
bular, and  suspended  from  the  conductor  by  fine 
threads. 

To  understand  the  use  of  them,  suppose  a  jar  or 
battery  stands  upon  the  table;  to  know  whether 
the  inside  be  charged  positively  or  negatively ;  pre- 
sent the  ballS|  and  they  are  immediately  attracted 
by  the  wire,  and  diverge  from  one  another.  This 
is  common  to  both  electricities ;  and  the  greater 
the  distance  to  which  the  balls  separate,  and  the 
farther  they  repel  one  another,  the  higher  is  the 
charge.  To  determine  of  what  kind  it  is,  rub  a 
small  piece  of  glass  against  your  hand  or  coat, 
which  will  excite  it  positively,  and  then  present  it 
to  the  balls  in  their  diverging  state.  If  it  make 
the  balls  converge,  and  consequently  avoid  the 
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glass,  it  sliows  that  they  arc  electrified  positively, 
as  well  as  the  glass.  On  the  contrary,  if  it  increase 
their  divergency,  and  attract  them,  it  shows  their 
electricity  to  be  of  a  kind  opposite  to  that  of  the 
glass;  that  is,  negative.  And  it  must  be  remem- 
bered, that  the  electricity  of  the  balls  which  do 
not  touch,  or  receive  any  electricity  from  the  wires 
of  the  jar  or  battery,  is  always  contrary  to  that 
with  which  they  are  charged ;  for  all  bodies  placed 
within  the  influence  of  electriii^  bodies  are 
affected  with  the  contrary  electricity. 

In  order  to  ascertain  the  kind  of  an  exceeding 
small  degree  of  electricity,  it  will  be  convenient  to 
have  a  very  light  body ;  as  a  piece  of  downy  feather 
hanging  by  a  silken  thread.  This  light  body,  when 
it  is  once  electrified,  either  positively  or  negatively, 
will  retain  its  virtue  a  long  time,  with  very  litde 
loss.  If  then,  any  body,  the  electricity  of  which 
is  unknown,  be  brought  to  it,  the  feather  will  be 
repelled  by  it,  if  it  be  of  the  same  kind  with  its 
own,  and  attracted  if  it  be  the  contrary  to  it. 
The  silk  by  which  it  is  suspended  should  be  a 
single  thread,  as  it  comes  from  the  worm ;  or  at 
least  a  very  few  of  those  threads;  and  the  whole 
should  be  as  light  as  possible. 

As  glass  is  apt  to  attract  and  condense  the  mois- 
ture from  the  air,  (in  which  case  it  conducts  the 
electricity  over  its  surface,)  it  is  best  to  cover  with 
seaUng-was^  or  to  varnish  over,  the  glass  pillars  of 
the  machine,  as  also  all  the  glass  stands,  and  other 
articles  used  for  insulating;  for  when  varnished, 
and  especially  when  covered  with  sealing-wax  in 
the  diy  wayi  they  attract  the  moisture,  either  not 
at  ail,  or  in  a  much  less  degree;  and,  of  course, 
they  insulate  much  better. 
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To  cover  gla$s  with  sealing-wax  in  the  dry  way» 
glass  should  be  warmed  gradually  near  the  fire,  and 
when  sufficiently  warm,  a  stick  of  sealing-wax 
must  be  gently  rubbed  over  its  surface;  by  this 
means  the  sealing-wax  is  meltedf  and  adheres  to 
the  glass.  As  this  is  a  troublesome  operation,  and 
there  is  some  risk  of  breaking  the  glass,  the  sealiog- 
wax  is  sometimes  dissolved  in  spirit  of  wine,  and 
laid  on  with  a  hair  pencil.  For  this  purpose  the 
wax  must  be  broken  into  small  bits,  and  sufiered 
to  remain  in  the  spirit  for  a  day  or  two^  shaking  it 
now  and  then.  This  solution  mlist  be  laid  upon 
the  glass  when  dry  and  clean,  by  means  of  a  hair- 
pencil,  and  when  the  first  coat  of  it  is  quite  dry, 
then  a  second,  a  third,  and  even  a  fourth  coat, 
should  be  applied.  The  best  varnish  for  this  pur- 
pose is  the  atnber-vamish,  which,  indeed,  answers  as 
well  as  the  sealing-wax,  in  the  dry  way,  but  it 
must  be  made  with  great  care  and  attrition. 
.  For  the  process  of  making  it,  see- vol.  ii.  article 
Varnishes. 

To  make  the  amalgam  for  laying  on  the  rubber, 
mix  two  parts  of  quicksilver  with  one  of  tin-foil, 
adding  a  small  quantity  of  powdered  chalk ;  and 
rub  them  together  in  a  mortar  until  it  becomes  a 
mass  like  paste. 

A  better  amalgam  is  the  following:  put  a  quan- 
tity of  quicksilver  into  a  crucible,  and  heat  it  above 
the  boiling  point  of  water.  Also  melt  a  fourth 
part  of  zinc  in  another  crucible.  Pour  the  heated 
quicksilver  into  a  wooden  box,  and  add  the  melted 
zinc  to  it  Then  shut  the  box,  and  shake  it  for  a 
minute  or  two.  You  must  suffer  it  to  remain  till 
it  is  almost  cold,  and  you  will  find  that  the  two 
metals  have  united  perfectly,  forming  an  amalgam. 
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You  may  mix  a  quantity  of  hog's-lard  with  it  by 
rubbing  in  a  mortar,  adding  to  it  a  small  portion 
of  whitening,  and  about  a  iiflh  of  the  above- 
mentioned  amalgam  of  tin. 

OF  ANIMAL  ELECTRICITY. 

By  animal  electricity,  we  mean  the  electricity 
that  is  produced  by  the  voluntary  action  of  the 
organs  of  living  animals. 

Fishes  are  the  only  animals  yet  known  to  possess, 
the  wonderful  property  of  being  able  at  pleasure  to 
give  a  shock  analogous  to  that  produced  by 
artificial  electricity.  Of  these  we  are  acquainted 
with  three  species,  viz.  the  torpedo^  the  gymnotus 
electicuSf  and  the  silurus  electricus. 

The  torpedo  is  a  flat  fish,  very  seldom  SO  inches 
long,  weighing  not  above  a  few  pounds  when  full 
grown,  and  is  common  in  various  parts  of  the  sea- 
coast  of  Europe.  The  electric  organs  of  this 
animal  are  two  in  number,  and  are  placed  on  each 
side  of  the  gills.  Each  organ  consists  of  perpen- 
dicular columns,  reaching  from  the  under  to  the 
upper  surface  of  the  body,  and  varying  in  length 
according  to  the  thickness  of  the  fish  in  different 
parts.  The  number  of  these  columns  varies  in 
different  torpedos,  and  also  in  different  ages  of 
the  animal. 

If  the  torpedo,  whilst  standing  in  water,  or  out 
of  it,  but  not  insulated,  be  touched  with  one  hand, 
it  generally  communicates  a  trembling  motion,  or 
slight  shock  to  the  hand;  but  the  sensation  is  felt 
in  the  fingers  of  that  hand  only.  If  the  torpedo  be 
touched  with  both  hands  at  the  same  time,  one 
being  applied  to  its  under,  and  the  other  to  its 
upper  surface,  a  shock  in  that  case  will  be  received, 
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which  is  exactly  like  that  occasionetl  by  the  Leydeu 
phial.  This  power  of  the  torpedo  is  conducted  by 
the  same  substances  which  conduct  artificial  eiee- 
tricity,  and  is  intercepted  by  the  same  bodies  which 
are  non-conductors  of  electricity.  'I'hc  circuit 
may  be  formed  by  several  penons  joining  hands, 
and  the  shock  will  be  felt  by  them  at  the  same 
time;  but  no  attraction  or  repulsion  was  ever  ob- 
served to  be  produced  by  the  torpedo. 

These  shocks  depend  upon  the  will  of  tlie  animal, 
each  effort  being  accompanied  witli  a  depression  at' 
the  eyes,  and  motion  of  the  organs. 

Thegymnotiu  eiectrkus  has  been  frt.>quently  called 
the  electrical  eel,  on  account  ofita  bearing  some  re- 
semblance to  the  common  eeL  It  is  found  trc- 
quently  in  the  great  riven  of  South  America.  Its 
usiud  length  is  about  three  feet;  but  some  of  them 
have  been  said  to  be  so  large,  as  to  strike  a  man 
dead  with  their  electric  shock.  A  few  of  these 
animals,  about  three  feet  long,  were  brought  alive 
to  England  about  thirty  years  ago,  and  a  great 
many  experiments  were  made  with  them.    They 
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MEDICAL  ELECTRICITY. 

Electricity  has  often  been  used  for  medical  pur- 
poses; but  with  degrees  of  success  extremely 
various. 

In  administering  it>  the  following  directions  will 
be  found  useful.  ' 

The  smallest  force  of  electricity  should  be  UBed» 
which  may  be  sufficient  to  remove  or  alleviate  any 
disorder.  One  of  the  chief  difficulties  consists  in 
distinguisning  the  proper  strength  of  the  electric 
power  that  is  required.  The  sex  and  condition  of 
the  patient  must  be  duly  considered.  The  surest 
rule  is,  to  begin  with  the  most  gentle  treatment  ^ 
as  least  such  as,  considering  the  constitution  of  the 
patient,  may  be  thougiit  rather  weak  than  strong. 
When  this  has  been  found  inefiectual  for  a  few 
days,  the  application  not  causing  any  material 
alteration,  then  the  operator  may  gradually  increase 
the  force  of  electricity  until  he  finds  the  proper 
degree  of  it. 

In  judging  of  cases  proper  to  be  electrified,  ex- 
perience shows,  that,  in  general,  all  kinds  of  ob-* 
structions,  whether  of  motion,  of  circulation,  or 
of  secretion,  are  very  often  removed  or  alleviated 
by  electricity.  The  same  may  also  be  said  of 
nervous  disorders;  both  which  include  a  great  va* 
riety  of  diseases.  The  application  of  electricity 
has  also  been  found  very  beneficial  in  diseases  of  a 
long  standing.  It  has  likewise  been  found  a  pow- 
erful remedy  in  muscular  contractions.  But  when 
any  limb  is  deprived  of  motion,  it  must  be  ob- 
served, that  the  deprivation  has  not  always  origi- 
nated in  a  contraction  of  the  muscles;  but  that  it 
is  often  occasioned  by  relaxation ;  thus,  for  instance, 
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if  the  hand  be  bent  inwardly,  and  the  patient  have 
no  power  of  straightening  it,  the  cause  of  it  may 
be  a  weakness  of  the  outward  muscles,  as  well  as 
a  contraction  of  the  inward  ones.  In  such  cases, 
it  is  often  difficult,  even  for  good  anatomists,  to 
discover  ithe  real  cause;  but  the  surest  method  is, 
to  electrify  not  only  those  muscles  which  are  sup- 
posed to  be  contracted,  but  also  their  antagonists; 
fortoelectrifyasoundmuacle  is  by  no  means  hurtful. 

Rheumatic  disorders  of  long  standing,  are  re- 
lieved, and  frequently  cured,  by  only  drawing  tiiu 
electric  fluid  with  a  point  tirom  the  part,  or  by 
drawing  sparks  from  the  conductor;  the  operation 
should  be  continued  for  about  four  or  live  uiiuutes, 
repeating  it  once  or  twice  every  day.  When  strong 
shocks  are  administered,  their  greatest  number 
should  not  exceed  twelve  or  fourteen,  eiLcept  M-hcn 
they  are  to  be  given  to  the  whole  body  in  diflerent 
directions. 

The  instruments,  whicli,  besides  the  electrical 
machine  and  its  prime  conductor,  are  necessary  for 
the  administration  of  medical  electricity,  may  be 
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little  farther  up,  terminates  in  another  brass  ball  B, 
which  should  be  so  high  as  to  touch  the  prime  con- 
ductor A,  which  is  supposed  to  stand  before  the 
electrical  machine.  The  electrometer  consists  in 
a  glass  rod,  F  D,  cemented  to  two  brass  caps,  F 
and  D ;  from  the  latter  of  which  a  strong  perpen- 
dicular brass  wire  proceeds,  the  extremity  of  which 
comes  as  high  as  the  centre  of  the  ball  B,  and  is 
furnished  with  an  horizontal  spring  socket,  through 
which  the  wire  C  £,  having  the  brass  ball  Cat 
one  end,  and  the  open  ring  £  at  the  other,  may  be 
slided  back  wards .  and  forwards,  so  as  to  set  the 
brass  ball  C  at  any  required  distance  from  the  ball 
B.  This  distance,  at  most,  need  not  be  greater' 
than  half  an  inch  j  hence  the  electrometer  may  be 
very  small.  Sometimes  small  divisions  are  marked 
upon  the  wire  C  £,  which  serve  to  set  the  balls 
B  and  C  at  a  given  distance  from  one  another  with 
more  readiness  and  precision.  Now,  suppose  that 
the  jar  is  set  contiguous  to  the  prime  conductor, 
that  is,  with  the  ball  B  touching  the  conductor; 
that  the  ball  C  be  set  at  one-tenth  of  an  inch  dis- 
tant from  the  ball  B,  and  thaty  by  means  of  a  chain, 
a  conducting  communication  be  formed  from  £  to 
the  outside  coating  of  the  jar,  by  a  chain  x:  in 
this  case,  if  the  electrical  machine  be  put  in  motion^ 
the  jar  will  be  charged;  and  when  the  charge  is 
so  high  as  that  the  electric  fluid  accumulated  within 
the  jar,  can  leap  from  the  ball  B  to  C,  which  we 
have  supposed  to  be  one-tenth  of  an  inch  asunder, 
the  discharge  will  take  place,  a  spark  appear  be- 
tween the  said  balls,  and  the  shock  pass  through 
the  chain  x:  for  the  part  F  D  of  the  electrometer, 
being  of  glass  generally  covered  with  sealing-wax, 
is  impervious  to  electricity,  consequently  the  elec- 
tric fluid  has  no  other  way  through  which  it  can 
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pan  from  the  inside  to  the  outside  of  the  gla^  jar. 
When  the  shocks  we  to  be  given  with  tJiis  appa- 
ratus to  any  particular  part  of  the  body,  for 
iostance,  to  the  arm,  then  instead  of  the  chain  x, 
which  must  now  be  taken  away,  two  slender  and 
pliable  wires,  £  L,  I  L>  are  to  be  fastened,  one  to 
the  open  ring  £  of  the  electrometer,  and  to  the 
brass  hook  I  of  the  stand  H  I,  which  communicatea 
with  the  outside  coating  <^  the  jar.  If  the  jar  hm 
not  the  stand  H  I,  the  extremity  I  of  the  wire  I  L 
may  be  simply  rested  under,  or  may  be  tied  round 
it.  In  short*  it  must  be  put  in  contact  witli  the 
outside  coating  oftbejar,  in  any  convenient  manner. 
The  other  extremities  of  the  wires  must  be  fastened 
to  the  brass  wires  h,  and  L  of  Uie  directora  K  L, 
K  L.  Each  of  those  instruments,  justly  called  di< 
rectors,  consists  of  a  knobbed  brass  wire  L,  which, 
by  means  of  a  brass  cap,  is  cemented  to  the  glass 
handle  K.  The  operator,  holding  them  by  the 
extremity  of  the  glass  liaudJe,  brings  iheir  balls 
into  contact  with  the  extrerailies  of  that  part  of 
the  body  of  the  patient  throt^  which  lie  desires 
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not  pass  through  that  part  of  the  body  which  k 
required  to  be  electrified.  Thus,  any  number  of 
shocks,  precisely  of  the  same  s&ength,  may  be 
given,  without  sdtering  any  part  of  the  apparatus, 
or  having  any  farther  trouble:  and  when  the 
strength  of  the  shocks  is  required  to  be  diminished 
or  increased,  it  is  only  necessary  to  diiiiinisli 
or  augment  tlie  distance  between  the  balls  B  C, 
which  is  done  by  slipping  the  wire  C  E  forwards 
or  backwards  through  the  spring  socket  that 
holds  It. 

It  is  almost  needless  to  mention,  that  when 
shocks  are  administered,  it  is  immaterial  whether 
the  patient  stands  upon  the  ground,  upon  the 
insulating  stool,  or  in  any  other  situation  whatever. 
Neither  is  it  always  necessary  to  remove  the  clothes 
from  the  part  that  is  to  be  electrified,  in  order  to 
let  the  knobs  of  the  directors  touch  the  skin }  for 
except  the  coverings  be  too  many  and  too  thick, 
(in  which  case,  part  of  them  at  least  should  be  re- 
moved,) the  shocks  will  go  through  them  very 
easily,  especially  if  the  knobs  of  the  directors  be 
pressed  a  little  upon  the  part. 

Plate  SI.  fig.  6.  represents  a  useful  instrument 
to  cure  the  tooth-ach.  A  is  a  flat  square  piece  of 
box-wood,  about  an  inch  broad,  and  a  quarter  of 
an  inch  thick;  two  longitudinal  holes  are  made 
quite  through  it,  near  its  opposite  edges  j  through 
which  the  brass  wires,  at,  J,  c,  and  e  f,  are  put 
whilst  they  are  straight;  then  fixed  with  sealing- 
wax,  and  bent  as  in  the  figure,  so  as  to  receive 
the  tooth  and  gum  between  their  points,  c  and  f^ 
which  must  not  be  too  sharp,  for  fear  of  hurting 
the  gum.  When  it  is  used,  two  chains,  g  and  A, 
must  be  hooked  to  the  other  ends  of  these  wires, 
and  holding  it  on  the  gum,  with  the  tooth  between 
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the  ends  of  e  and  /of  the  wires  a  be  and  d  e  f, 
hook  the  chains  g  and  A  on  the  other  ouls  of  these 
wires:  put  the  other  end  of  the  chain  g  round  the 
bottom  of  a  jar,  and  cause  an  assistant  to  hold  the 
chun  h,  banging  down  from  his  hand,  the  chains 
not  touching  one  another,  and  both  of  them  clear 
from  the  table ;  then  liaving  charged  the  jar,  desire 
the  assistant  to  strike  the  prime  conductor  with 
the  loose  end  of  the  chain  A;  this  will  dis<.-hai^e 
the  jar,  and  give  a  person  a  shock  which  will  In: 
felt  only  in  the  tooth  and  gum  that  is  taken  in 
between  the  wires  at  c  and/ 
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Galvanism  is  considered  as  electricity  developed 
by  chemical  action  alone,  without  the  aid  of 
friction. 

The  first  observation  of  its  effects  was  owing  to 
an  accident  The  wife  of  Gralvani  in. preparing 
as  a  restorative  a  soup  made  of  frogs,, happened  to 
notice  that  the  muscles  of  one  of  the  frogs  which 
had  been  skinned,  were  thrown  into  violent  con- 
vulsions, when  touched  with  a  scalpel  in  the  neigh- 
bourhood of  an  electrical  machine.  Her  husbimd 
repeated  the  experiment,  and  found  that  the  crund 
nerve  of  a  frog,  or  the  nerves  of  any  animal,  was  a 
more  delicate  test  of  the  presence  of  electricity 
than  of  any  other  known  substance,  much  more  so 
than  Bennet's  electrometer. 

He  afterwards  discovered  that  when  the  muscles 
of  a  frog  were  in  contact  with  one  metal,  and  the 
nerve  in  contact  with  a  different  metal,  very  violent 
contractions  were  produced  when  the  two  metals 
were  made  to  touch  each  other,  or  were  connected 
by  any  substance  which  was  a  conductor  of  elec- 
tricity. He  also  observed  that  some  combinations 
of  metals  were  more  powerful .  than  others,  and 
that  zinc  and  silver  had  the  most  effect. 

Galvani  supposed  that  some  power  of  exciting 
electricity  existed  in  the  muscles  of  the  animal : 


but  Volta  aftcnvards  explained  tliis  ctfcct,  by  ima- 
gining that  t\w.  moisture  of  the  animal  excited  the 
electrical  agency  of  the  metals,  and  that  the  organs 
of  animals  scr\'cd  only  as  a  delicate  test  of  the  pre- 
sence  of  electricity. 

It  has  been  found  tliat  the  mere  contact  of  two 
metals  is  sufficient  to  produce  electricity  without 
any  intervening  fluid  ;  when  separated,  that  which 
has  the  strongest  attraction  for  oxygen  pxhibit> 
signs  of  positive,  the  other  of  negative  electricity. 

But  when  any  fluid  that  acts  chemically  upon 
the  metals  is  also  used,  the  developement  of  elec- 
tricity is  much  more  considerable.  The  fliiiiK 
commonly  used  are  water,  and  acids  very  much 
diluted  with  water :  and  the  metals  act  best  when 
one  is  easily,  and  the  other  with  difficulty,  oxid- 
able. 

The  oripnal  source  of  tlie  electricity  is  not  yet 
perfectly  understood :  there  are  two  opinions  rr- 
Bpecting  it ;  one  supposes  that  it  dejicnds  merdT 
upon  the  contact  of  the  metals,  and  that  the  che- 
mical action  is  really  the  consequence  of  the  wo- 
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This  effect  is  greatly  increased  by  employing 
many  alternations  of  substances  proper  for  the  pur- 
pose. Thus  if  in  a  glass  tube  there  are  regularly 
arranged  alternating  plates  of  silver,  zinc,  and  thin 
paper,  having  one  end  terminating  with  a  zinc 
plate,  and  the  other  with  a  silver  plate,  and  the 
opposite  ends  of  the  tube  be  laid  upon  electro- 
meters J  it  will  be  perceived  that  one  electrometer 
will  be  affected  by  negative,  and  the  other  by  po« 
sitive  electricity. 

Plate  26.  fig.  Q.  represents  this  arrangement. 

But  if  a  solution  of  salt,  or  a  diluted  acid  be 
employed  as  one  of  the  alternating  substances,  the 
indications  of  electricity  will  be  much  more  evi« 
dent.  It  was  in  this  way  that  Volta  constructed 
that  which  has  since  been  denominated  the  Voltaic 
pile  or  battery. 

Take  a  number  of  plates  of  copper,  or^  what  is 
better,  of  silver;  and  an  equal  number  of  tin  plates, 
or,  what  is  still  better,  of  zinc;  and  the  same 
number  of  pieces  of  card,  leather,  or  woollen  cloth, 
the  last  of  which  seems  to  answer  the  best.  Let 
these  last  be  well  soaked  in  common  water,  or 
rather,  in  a  solution  of  common  salt,  sal  ammoniac, 
nitre,  or  nitrous  acid.  The  silver  or  copper  may 
be  pieces  of  money,  and  the  zinc  pieces,  may  be  cast 
of  the  same  size.  A  pile  is  to  be  formed  of  these 
substances  in  the  following  manner :  a  piece  of  zinc, 
a  piece  of  silver,  and  a  piece  of  wet  cloth,  or  card ; 
then  another  piece  of  zinc,  a  piece  of  silver,  and  a 
piece  of  wet  cloth  j  and  so  on  in  the  same  order, 
till  the  number  required  has  been  placed.  But,  as 
the  pieces,  when  unsupported,  are  apt  to  fall  down 
when  their  number  is  considerable,  it  is  best  to 
support  them  by  means  of  three  rods  of  glass,  stuck 
into  a  piece  of  wood,  and  touching  the  metallic 


pieces  at  three  equally  distant  )>oiiits,  as  reprt'- 
sented  in  Plate  21.  fig.*.  Down  these  rods  mav 
slide  a  small  circular  piece  of  wood,  having  tliree 
holes  in  it,  and  which  will  sene  to  keep  the  top  of 
the  pile  tight,  and  tlie  different  pieces  in  close  con- 
tact.  The  moistened  pieces  should  likewise  be 
somewhat  less  than  the  pieces  of  metal,  and  thongh 
they  should  be  well  moistened,  they  should  Iw 
gently  squeezed  before  they  are  applied,  that  the 
superfluous  moisture  may  not  run  down  the  pile, 
or  insinuate  itself  between  the  pieces  of  metal. 

The  instrument,  constructed  in  this  manner. 
wiU  affiird  a  constant  current  of  the  electric  fiiiiil, 
through  any  conductor  communicating  Ix^twefii 
the  uppermost  and  lowest  plate ;  and,  if  one  liauil 
be  applied  to  the  lowest  plate,  and  the  other  to  the 
upper,  a  shock  is  felt,  wUch  is  repeated  as  often  a.s 
the  contact  is  renewed.  An  ol^ection  to  this  con- 
struction of  the  pile,  or  battery,  is  the  trouble  of 
placing  the  pieces  in  the  proper  order,  and  also 
that  of  cleaning  the  pieces  of  zinc,  which  are 
rapidly  oxydated.     The  best  methoil  of  doing  tJii^ 


GALVANISM.  S85 


This  machine  will  continue  in  action  a  very  long 
time,  and  when  the  pieces  of  zinc  are  oxy dated 
they  may  be  easily  taken  out  and  cleaned. 

Volta  chiefly  confined  his  experiments  with  gal« 
vanism  to  its  effects  on  animals.  He  considered  it 
to  be  the  same  as  electricity,  because  it  gave  a 
similar  shock ;  and  because,  having  applied  two 
rods,  one  formed  of  silver  and  the  other  of  tin,  to 
the  two  disks  of  Nicholson's  doubler,  he  found  that 
the  disk  in  contact  with  the  silver  rod  indicated 
negative  electricity,  and  that  in  contact  with  the 
tin  showed  positive  electricity.  These  experi- 
ments were  repeated  in  tliis  country  by  Nicholson 
and  Carlisle  ;  and,  in  the  course  of  them  a  part  of 
the  circuit  of  the  pile  happening  to  be  formed 
through  water,  they  noticed  the  decomposition  of 
that  fluid,  as  shown  by  the  separation  of  the  two 
gases  of  which  it  consists. 

The  apparatus  for  showing  this  is  extremely 
simple.  Fill  a  small  glass  tube  with  distilled  water, 
and  fitting  a  cork  to  each  extremity,  as  in  Fig.  14., 
make  a  piece  of  brass  or  copper  wire  pass  through 
each  of  the  corks  into  the  water.  Connect  then 
the  wire  A  with  one  of  the  extremities  of  the  bat- 
tery, while  the  wire  B  communicates  with  the  other 
extremity.  You  will  then  find,  that  minute  bubbles 
of  gas  proceed  in  a  constant  stream  from  the  end 
of  the  wire,  which  passes  from  the  negative  end  of 
the  battery,  and  ascending  to  the  upper  part  of  the 
tube  accumulate  by  degrees.  This  gas,  if  examined, 
will  be  found  to  be  hydrogen,  and  may  be  inflamed 
by  the  approach  of  an  ignited  body  on  pulling  out 
the  cork.  At  the  same  time  the  other  wire  depo- 
sits  a  stream  of  oxyde  in  the  form  of  a  cloud,  which 
gradually  accumulates  on  the  sides  and  bottom  of 
the  tube.    If  you  interrupt  the  circuit,  the  streams 
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of  gas  ami  oxyil  (\i>nppear,  but  arc  rcncwcil  again 
upon  restoring  the  communication. 

In  this  experiment  it  wouhl  appear  that  the  hy. 
ilrogeii  is  separated  from  the  water,  ami  is  con- 
verted into  a  gaseous  state  hy  the  wire  connected 
vith  the  n^^tive  extremity  <^  tlic  batten  ;  whilst 
the  oxygen  unites  with,  and  oxydatcs  tlie  wire 
connected  with  the  positive  end  of  the  batter^-. 
If  you  coonect  the  positive  end  of  the  batten-  with 
tlie  lower  wire  of  the  tube,  and  tlie  negative  with 
the  upper,  then  the  hydrogen  proceeds  from  the 
upper  wire,  and  the  lover  wire  is  oxidated. 

If  two  wires  of  gold  or  platina  be  used,  tlicy  are 
not  oxydahle  j  then  stresDos  of  gas  issue  from  each  ; 
the  water  is  diminished ;  and  the  collected  gas  is 
found  to  be  a  mixture  of  hydrogen  and  oxvgen, 
and  explodes  violently  on  the  approach  of  an  ig- 
nited  body,  or  by  the  electric  or  the  galvanic  »hock. 

To  obtain  these  gases  separately,  let  the  two 
ends  of  the  gold  wires  be  immersed  in  a  vessel  of 
water  ((Ig.  15.),  and  be  about  one  inch  a|iart. 
Then  hang  over  them  two  wine-glasses,  inverted. 
The  g.xsos  will  astt'iul  i 
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The  preceding  facts  can  hardly  leave  any  doubt 
with  respect  to  the  identity  of  the  galvanic  power, 
and  the  electricity  which  is  produced  by  means  of 
a  common  electrical  machine,  or  that  which  U 
brought  down  from  the  clouds.  It  reconciles  to 
the  same  principle,  the  animal  electricity ;  viz.  the 
power  of  the  torpedo,  gymnotus  dectricus,  &c. 
since  all  the  phenomena  of  the  animal  electricity 
agree  with  those  of  the  galvanic  battery.  The 
electric  organ  of  any  of  the  above-mentioned  fishes 
seems  to  be  constructed  exactly  like  a  galvanic 
battery;  for  it  conMsts  of  little  laminae,  or  pel- 
licles, arranged  in  columns,  and  separated  by 
moisture. 

The  resemblance  between  the  effects  of  galvanic 
and  common  electricity  in  ^  decomposing  water 
where  the  latter  seemed  to  fail,  was  confirmed  by 
an  experiment  of  Dr.  Wollaston,  in  which,  with  a 
very  simple  apparatus,  he  decomposed  water  by  a 
current  of  electricity  from  the  prime  conductor  of 
an  electrical  machine. 

He  likewise  remarked  another  strong  point  of 
analogy  between  the  electricity  of  galvanism,  and 
that  of  the  common  electrical  machine,  viz.  that 
they  both  seem  to  depend  upon  oxydation.  In 
fact,  a  common  electrical  machine  will  act  more  or 
less  powerfully,  according  as  the  amalgam  which  is 
applied  to  its  rubber  consists  of  metals  that  are 
more  or  less  oxydable. 

A  great  improvement  in  the  construction  of  the 
Voltaic  pile  was  made  by  Mr.  Cruickshank,  which 
increased  its  power  so  as  to  render  it  an  important 
chemical  agent. 

Plate  21.  fig.  9.  represents  this  battery.  It 
consists  of  a  trough  of  baked  wood,  about  three 
inches  deep,  and  about  as  broad.     In  the  sides  of 
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this  vessel  arc  grooves  opposite  to  each  other,  nnd 
about  a  quarter  of  an  inch  apart.  Into  each  pair 
of  these  opposite  grooves  is  put  a  plate  of  zinc  and 
silver,  or  zinc  and  copper  soldereil  together.  These 
plates  are  well  fixed  in  tlie  groo\-es,  in  the  proper 
order  of  copper  and  zinc,  as  in  the  pile,  by  a  cement 
made  of  five  parts  of  reun,  four  of  bees-wax,  and 
two  parts  of  powdered  red  ochre.  This  cement 
must  be  run  in  very  carefully,  so  as  completely  tu 
prevent  any  communication  between  the  different 
cells,  wbich  would  entirely  prevent  the  action  of 
the  machine.  The  cells  are  then  filled  uith  water 
contuning  a  little^cid,  common  salt,  or  muriate  of 
ammoniac. 

When  a  communication  ia  made  between  the 
first  and  last  cell,  by  means  of  the  hands,  a  strong 
shock  is  felt. 

A  still  better  construction  of  the  galvanic  battery 
is  as  follows.  A(Plate  26.  ig.J.ya  a  trougli  made  of 
earthenware  with  partitions,  into  which  the  diluted 
acid  is  put:  and  alternate  plates  of  zinc  and  coppt>r, 
B,  are  fixed  to  a  bar  of  wood  C,  and  immersed  in 
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These  improvements  in  the  apparatus  rendering 
experiments  more  easy,  gave  rise. to  numerous  dis- 
coveries. It  would  exceed  the  limits  of  this  Mrork 
to  detail  the  history  of  this  science,  which  is  of 
such  modem  date.  The  decomposition  of  the 
alcalies  and  alcaline  earths  by  Sir  H.  Davy  is  a. 
striking  proof  of  the .  importance  of  galvanism  as 
a  chemical  agent. 

The  action  of  all  these  batteries  is  greatest 
when  they  are  first  completed,  or  filled  with  the 
fluid ;  and  it  lessens  in  proportion  as  the  metal  is 
oxydated,  or  the  fluid  loses  its  power.  Hence,, 
after  a  certain  time,  not  only  the  fluid  must  be 
changed,  but  the  metallic  pieces  must  be  cleaned 
by  removing  the  oxydated  surface. 

When  a  galvanic  battery  consists  of  twenty  re- 
petitions of  simple  combinations,  if  you  touch  with 
one  hand  one  extremity  of  the  battery,  and  apply 
your  other  hand  to  the  other  extremity,  you  will 
feel  a  very  slight  shock,  like  that  which  is  commu- 
nicated  by  a  Leyden  phial  weakly  charged  ;  and 
it  will  be  hardly  felt  beyond  the  fingers,  or  at  most 
the  wrists.  This  shock  is  felt  as  often  as  you  renew 
the  contact.  If  you  continue  your  hands  in  con- 
tact with  the  extremities,  you  will  perceive  a  slight 
but  continued  irritation  ;  and  when  the  hand,  or 
the  other  part  of  the  body  which  touches  the  other 
extremity  of  the  battery,  is  excoriated  or  wounded, 
this  sensation  is  disagreeable,  and  sometimes  very 
painful. 

The  intensity  of  the  charge  is,  however,  so  low, 
that  it  cannot  make  its  way  through  the  dry  skin 
of  the  hand,  which  is  but  an  imperfect  conductor : 
the  fingers  should,  therefore,  be  well  moistened 
with  water.  It  will  be  better  to  immerse  a  wire 
that  proceeds  from  one  extremity  of  the  battery  iw 
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s  baBin  of'  witer,  wherein  jou  may  plunge  one  oT 
your  hand* :  then  graaping  with  jour  other  hand 
wdl  moiatened  a  large  piece  of  meta),  for  instance 
a  large  lilver  spoon,  touch  the  other  end  of  the 
battery  with  it,  and  the  shock  will  be  felt  more 
distinctly. 

Several  persons  may  receive  the  shock  together, 
by  joining  hands  in  the  same  manner  as  in  recet\-> 
ing  tbe  shock  from  a  Leyden  phiaL  For  this  pur- 
pose, the  hands  must  be  well  mfustened  with  water. 
But  the  strength  of  tbe  shock  is  much  diminisiinl 
bypassing  through  so  long  a  circuit,  the  last  person 
feeing  it  much  less  violently  than  iJie  first.  In 
general,  its  e&ct  is  lessened  by  passing  through 
imperfect  conductors. 

The  shock  froin  a  battery  connsting  of  .50  or  60 
pairs  of  zinc  and  silver,  or  zinc  and  o^iper,  may 
be  felt  as  ftr  as  the  dbows;  and  the  comluned 
force  of  five  or  six  such  batteries  will  give  a  shock 
that  few  men  would  be  willing  to  receive.  The 
prepared  limbs  of  a  frog,  or  other  auimal,  arc  via. 
lently  convulsed,  but  soon  exhausted  of  ihcir  irri- 
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of  copper  to  the  ends  of  two  pieces  of'  wire^  as 
Fig.  10,  (annealed  copper  wire  is  the  best)  insert 
them  into  the  fluid  in  each  of  the  extreme  cells^  as 
in  Fig.  9-  Upon  the  other  ends  of  the  wires,  slip 
on  a  bit  of  small  glass  tube  to  lay  hold  of  tlie  wires 
by.  After  a  few  minutes  the  acid  will  act  upon 
the  plates ;  and  if  the  points  of  the  wires  be  brought 
near  to  each  other  by  moving  them  by  the  glass 
tubes,  a  spark  will  be  perceived  between  them. 
Some  of  the  inflammable  substance  intended  to  be 
acted  upon  may  be  laid  upon  a  plate  of  glass,  or 
])ut  between  the  points  of  the  wires.  In  this  man-» 
ner  the  combustion  of  gold  and  silver  leaf,  &c.  may 
be  shown,  ^forming  some  of  the  most  beautiful  ex- 
periments.  Copper  or  brass  leaf^  commonly  called 
Dutch  gold,  burns  with  a  beautiful  green  light } 
silver,  with  pale  blue  light ;  gold,  with  yellow  light; 
and  all,  witli  a  crackling  something  analogous  to 
the  noise  heard  in  the  burning  of  paper  nibbed 
over  with  wet  gunpowder. 

When  very  great  power  is  wanted,  several  of 
these  batteries  may  be  united,  by  placing  them  to- 
gether, as  in  Plate  21.  fig.  11.  Pieces  of  copper 
are  cut  into  the  form  shown  by  Rg.  12.,  and  bent 
as  in  Fig.  IS. :  the  bent  ends  of  these  pieces  being 
inserted  into  the  adjoining  cells,  at  the  extremities 
of  each  battery,  a  communication  is  formed  from 
the  end  A  of  the  first  battery,  to  the  end  B  of  the 
last  battery.  If  wires  be  now  placed  in  these  ends, 
in  the  same  manner  as  in  the  battery.  Fig.  9*,  the 
collected  force  of  the  whole  will  be  exhibited  at 
the  points  of  the  wires. 

It  is  usual  to  make  these  batteries  with  50  pairs 
of  metallic  plates  in  each;  so  that  four  batteries 
contain  200  pairs  of  plates,  which  are  suflicient  to 
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produce  all  the  effects  above-mentiuiieil  in  tlic 
most  satisfactory  manner.  Two  of  these  batteries 
will»ii'properly  prepared,  exhibit  most  of  the  usual 
experiments. 

Tbe  galvanic  shock  is  umilar  to  tliat  from  a 
common  electrical  battery  weakly  charged,  and  not 
like  a  small  Leyden  phial  fully  charged.  The  dil- 
ference  appears  to  consist  in  this,  that  the  latter 
contains  a  small  quantity  of  the  electric  lluid  inucli 
cfHidensed. 

If  a  wire,  proceeding  front  one  extremity  of  a 
pretty  strong  galvanic  battery,  be  made  to  com- 
municate with  the  inside  coating  of  a  common  large 
jar,  or  electrical  battery,  and  a  wire  which  pro- 
ceeds from  the  other  extremity  be  made  to  com- 
municate with  the  outside  coating,  the  latter  will 
become  leeakly, but  almost  rn*Ainfaneotu/y,  charged, 
in  the  same  manner  as  if  it  had  been  charged  by  a 
few  turns  of  a  common  electrical  machine  i  and 
with  that  charge  yon  may  produce  the  same  effects 
as  by  equal  quantity  of  connnon  electricity. 

The  Voltaic  battery  has  a  great  superiority  over 
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But  this  great  quantity  of  electricity  produced 
by  galvanism  renders  it  the  most  powerful  of  all 
chemical  agents.  All  inflammable  substances  are 
attracted  by  the  negative  pole,  and  the  supporters 
of  combustion  or  acidifying  principles  are  attracted 
by  the  positive  pole.  Hence  some  consider  the 
natural  state  of  the  electricity  of  inflammable  sub- 
stances as  positive,  since  it  is  attracted  by  the 
negative  ;  and  that  of  the  supporters  of  combustion 
as  negative,  since  they  are  attracted  by  positive 
electricity. 

When  this  apparatus  was  employed,  if  two  pieces 
of  charcoal  were  attached  to  the  opposite  wires  and 
brought  together,  a  bright  spark  appeared,  and 
ignition  of  the  charcoal :  if  then  they  were  slowly 
separated  by  means  of  the  appai*atus,  (Plate  05. 
fig.  9.,)  an  arch  of  intense  fire,  four  inches  in  length, 
was  produced,  in  which  all  metals  burned  with  great 
facility,  and  many  very  refractory  substances  were 
fused. 

The  Voltaic  pile  communicates  the  greatest  de« 
gree  of  divergence  to  the  electrometer  when  pure 
water  alone  is  used ;  but  diluted  acids  which  act 
chemically  on  the  plates,  occasion  it  to  produce 
most  ignition,  and  thcvgreatest  shocks. 

Its  power  of  giving  shocks,  or  the  intensity  of 
the  electricity,  increases  according  to  the  number 
of  alternations ;  but  the  quantity  of  electricity  is 
increased  by  extending  the  surface  of  the  plates. 

This  was  admirably  illustrated  by  the  apparatus 
constructed  by  Mr.  Children,  at  his  laboratory  at 
Tunbridge.  The  plates  were  6  feet  long,  and  2  feet 
8  inches  wide;  they  were  suspended  and  immersed 
in  troughs,  containing  diluted  sulphuric  and  nitric 
acids.     Wires  of  platina  were  fused  instantly,  and 
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iron  heated  with  diamond  powder  wu  con\-eited 
into  steel }  yet  its  effects  upon  impertect  frooduc- 
ton,  as  the  human  body  and  water,  were  extreindT 
feeble. 

From  the  powerful  nature  of  galvanism  as  in 
agent,  it  was  expected  to  be  found  useful  in  medi- 
cine, particularly  in  those  cases  where  electrid^ 
has  been  employed ;  but  although  it  has  been  very 
extensively  employed,  it  does  not  appear  to  have 
produced  an^  permanently  beneficial  effects. 

Some  time  ago,  the  public  was  amused  with  a 
pretended  new  science,  called  Perkinim,  from  the 
name  <^  its  inventor.  Dr.  Ferkiaa,  of  America. 
He  imagined  that  he  was  able  to  produce  extraor- 
dinary e&cts  upon  the  human  body,  by  the 
infiueuce  of  pointed  pieces  of  metal,  which  were 
presented  to,  or  drawn  over,  the  part  of  the  body 
required  to  be  affected.  The  instruments  which 
he  used  for  this  purpose,  and  which  were  merely 
pieces  of  metal  of  five  or  ux  inches  long,  and 
pointed,  he  called  tractors.  As  tliose  who  are  un- 
acquainted witli  tlie  principles  of  sdencc  are  ever 
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giving  credit  to  every  pretended  discovery  of  the 
marvellous  kind. 

From  a  series  of  very  accurate  comparative  ex- 
periments, made  for  the  purpose  of  ascertaining 
the  merits  of  the  tractors,  by  Dr.  Haygarth,  it 
appears  that  if  they  have  any  effect  at  all  it  ought 
to  be  attributed  entirely  to  imagination. 
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Xh£  natural  magnet  or  loadstone  is  an  ore  of  iron, 
of  a  blackish  colour,  and  of  a  stony  appearance. 
It  is  worked  extensively  in  many  countries  for  iron ; 
particularly  in  Norway  and  Sweden. 

This' substance  was  known  to  the  ancients;  and 
they  had  remarked  its  peculiar  property  of  attracting 
iron,  though  it  does  not  appear  that  they  were  ac- 
quainted with  the  wonderful  property  which  it 
also  has,  of  turning  to  the  pole  when  suspended 
and  left  at  liberty  to  move  freely. 

Upon  this  remarkable  circumstance  does  the 
mariner's  compass  depend,  an  instrument  which 
enables  them  to  conduct  their  vessels  through  vast 
oceans  out  of  the  sight  of  land,  in  any  given  di- 
rection ;  and  this  directive  property  also  guides  the 
miners  in  their  subterranean  excavations,  and  the 
traveller  through  trackless  deserts. 

It  is  not  precisely  known  when  and  by  whom 
this  directive  property  of  the  magnet  was  dis- 
covered. The  Chinese  appear  to  have  been  ac- 
quainted with  it  before  it  was  known  in  Europe, 
where  it  first  appeared  in  the  thirteenth  century. 

Before  that  period,  mariners  scarcely  ever  ven- 
tured out  of  sight  of  land,  but  contented  them- 
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selves  with  creeping  round  the  coasts.  In  the 
niglity  and  when  necessity  obliged  them  to  lose 
sight  of  the  shore,  their  only  guides  were  the 
heavenly  bodies. 

While  navigation  continued  so  dangerous,  men 
never  would  have  ventured  upon  such  voyages  as 
those  to  the  West  Indies,  America,  and  the  South 
Seas,  and  probably  the  existence  of  those  countries 
would  have  been  still  unknown  to  us.  We  cannot, 
therefore,  think  too  highly  of  this  extraordinary 
instrument,  which  has  so  much  enlarged  our  stock 
of  knowledge,  and  procured  for  us  so  many  new 
enjoyments. 

The  natural  loadstone  has  the  quality  of  com- 
municating its  properties  to  iron  and  steel;  and 
when  pieces  of  steel  properly  prepared  are  touched 
(as  it  is  called)  by  the  loadstone,  they  are  deno- 
minated artificial  magnets. 

These  artificial  magnets  are  even  capable  of 
being  made  more  powerful  than  the  natural  ones ; 
and  as  they  can  be  made  of  any  form,  and  con- 
sequently are  more  convenient,  they  are  now  uni- 
versally used. 

All  magnets,  whether  natural  or  artificial,  pos- 
sess the  following  properties. 

They  all  attract  iron. 

When  a  magnet  is  placed  so  as  to  be  at  liberty 
to  move  freely  in  every  direction,  it  turns  so  that 
its  ends  point  towards  the  poles  of  the  earth,  or 
very  nearly  so:  and  each  end  always  points  to  the 
same  pole.  This  is  called  the  polarity  of  the  mag- 
net:  the  ends  of  the  magnet  are  called  poles;  and 
they  are  called  north  and  south  poles  of  the  mag- 
net,  according  as  they  point  to  the  north  or  south 
pole  of  the  earth.  When  a  magnet  places  itself  in 
this  direction,  it  is  said  to  traverse. 
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When  the  north  pole  of  one  mafrnct  is  pre. 
sented  to  the  soutii  (rf*  another  magnet,  tliese  ends 
attract  each  other;  but  if  the  soutli  pole  of  one 
magnet  be  presented  to  the  south  pole  of  another, 
'  or  the  north  pole  of  one  to  the  nraih  pole  of 
another,  these  ends  vill  rq)el  each  other. 

From  these  criteria,  it  is  easy-  to  determine  the 
names  of  the  poles  of  a  magnetical  bar,  by  ap- 
plying it  near  a  suspended  magnet  whose  poles  arc 
known. 

When  a  magnet  is  situated  so  as  to  be  at 
liberty  to  move  itsdf  with  sufficient  freedom,  its 
two  poles  do  not  lie  in  a  horizontal  direction,  btit 
it  generally  inclines  one  of  them  towards  the  hori- 
zon, and  of  course  it  elevates  the  other  pole  above 
it  This  is  called  the  McfiiutioR,  or  ^pping  of  the 
magnet. 

Any  magnet  may  be  made  to  impiirt  those  pro- 
perties to  iron  or  steel. 


Of  Magnetic  Attraction  and  Repulsion. 
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tance  of  any  part  from  the  poles,  so  that  in  the 
middle  between  the  poles  there  is  no  attraction. 
This  may  be  easily  perceived  by  presenting  a 
piece  of  iron  to  various  parts  of  the  surface  of  a 
magnet. 

The  intensity  of  tlie  attractive  power  diminishes 
also,  according  to  the  distance  from  the  magnet. 
The  law  of  diminution  of  this  attraction  is  not  yet 
known.  Some  have  imagined  that  it  diminished 
in  proportion  to  the  square  of  the  distance,  others 
as  the  cube  of  the  distance ;  it  is  only  certain  that 
the  attractive  force  decreases  faster  than  the  simple 
ratio  of  the  distances. 

Soft  iron  easily  acquires  magnetism ;  but  it  lasts 
only  a  short  time.  With  steel  the  case  is  very 
different;  and  the  harder  the  steel  is,  the  more 
permament  is  the  magnetism  which  it  acquires 
from  the  influence  of  a  magnet ;  but  it  will  be  in 
the  same  proportion  more  difficult  to  render  it 
magnetic. 

Neither  the  magnetic  attraction  nor  repulsion  is 
in  the  least  diminished,  or  at  all  affected,  by  the 
interposition  of  any  sort  of  bodies,  except  iron,  or 
such  bodies  as  contain  iron. 

The  properties  of  the  magnet  are  not  affected 
either  by  the  presence  or  by  the  absence  of  air. 
Heat  weakens  the  power  of  a  magnet,  and  subse- 
quent cooling  restores  it,  but  not  quite  to  its  former 
d^ee.  A  white  heat  destroys  it  entirely,  or  very 
nearly  so ;  and  hence  it  i^pears,  that  the  powers 
of  magnets  must  be  varying  continually.  Cavallo 
observes,  that  iron  in  a  full  red  heat,  or  white  heat, 
is  not  attracted  by  the  magnet;  but  the  attraction 
commences  as  soon  as  the  redness  b^ins  to 
disappear. 
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The  attractive  power  of  a  magnet  may  be  con- 
siderably improved  by  hanging  a  weight  to  it, 
which  may  be  gradually  increased;  and  also  by 
keeping  it  in  a  proper  situation,  viz.  with  its  north 
pole  towards  the  north,  and  its  south  pole,  conse- 
quently, towards  the  south.  On  the  contrary,  this 
power  is  diminished  by  an  improper  situation,  and 
by  keeping  too  small  a  piece  of  iron,  or  no  iron  at 
all,  appended  to  it. 

Most  probably  the  magnet  attracts  iron  only; 
but  when  it  is  considered  how  universally  iron  is 
dispersed  throughout  nature,  it  is  evident  that  a 
vast  number  of  bodies  must,  on  that  account,  be 
attracted  by  the  magnet  more  or  less  forcibly »  in 
proportion  to  the  quantity  and  quality  of  the  iron 
they  contain.  Indeed  it  is  wonderful  to  observe, 
what  a  small  portion  of  iron  will  render  a  body 
subject  to  the  influence  of  the  magnet  A  great 
many  substances  are  in  a  very  slight  degree  at- 
tracted, which  contain  an  exceeding  small  quan- 
tity of  it,  extremely  diffused  and  oxydated. 

To  discover  this  small  degree  of  attraction,  the 
substances  should  be  placed  upon  a  piece  of  paper, 
or  a  thin  shaving  of  cork,  which  should  be  put  to 
float  upon  water,  and  then  the  magnet  should  be 
gently  approached  sideways,  to  within  one-tenth  of 
an  inch  distance  from  the  substance  under  trial. 
The  following  substances  will,  in  this  manner,  be 
found  to  be  in  some  measure  affected  by  the  mag- 
net, viz.  most  metallic  ores,  especially  afler  having 
been  .exposed  to  a  fire.  Zinc,  bismuth,  and  par- 
ticularly cobalt,  are  generally  attracted.  The 
emerald,  and  particularly  the  garnet,  are  not  only 
attracted,  but  frequently  acquire  permanent  mag- 
netism.    The  ashes  of  most  animal  and  vegetable 
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substances  are  attracted;  also  soot,  JEind  the  dust 
which  floats  in  the  atmosphere,  are  often  attracted 
by  the  magnet. 

Cavallo  discovered,  that  if  most  specimens  of 
brass  which  show  no  attraction  towards  the  magnet, 
be  hammered,  they  will  in  that  hardened  state 
(produced  by  the  hammering)  be  attracted*  The 
same  piece  of  brass  will  no  longer  be  attracted, 
after  being  softened  in  the  fire ;  a  second  hammer- 
ing wi]l  again  render  it  attractable,  and  so  on 
repeatedly.  Most  of  the  native  grains  of  platina 
have  the  same  property. 

Of  the  Polarity  of  the  Magnet. 

Every  magnet  has  a  south  and  a  north  pole, 
which  are  at  opposite  ends  ;  and  a  line  drawn  from 
one  to  the  other,  passes  through  the  centre  of  the . 
magnet.  Here  it  must  not  be  understood,  that 
the  polarity  of  a  magnet  resides  only  in  two  points 
of  its  surface,  for  ia  reality,  it  is  the  one  half  of 
the  magnet  that  is  possessed  of  one  kind  of 
polarity,  and  the  other  half  of  the  other  kind  of 
polarity :  the  poles,  then,  are  those  points  in  which 
that  power  is  the  strongest. 

The  line  drawn  frdm  one  pole  to  the  other,  is 
called  the  ajns  of  the  magnet. 

It  is  the  polarity  of  the  magnet  that  renders  it 
so  useful  to  navigators.  When  a  magnet  is  kept 
suspended^freely,  so  that  it  may  turn  north  and 
south,  the  pilot^  by  looking  at  the  position  of  it, 
can  steer  bis  course  in  any  required  direction. 
Thus,  if  a  vessel  is  steered  towards  a  certain  place 
which  lies  exactly  westward  of  that  from  which  it 
set  out,  the  navigator  must  direct  it  so,  that  its 
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course  may  be  alwafjTB  at  right  angles  with  the  dp- 
Tection  of  the  magnetiq  needle  of  his  compasi^ 
keeping  the  north  end  of  the  magnet  on  the  right 
hand  8ide»  and^  of  course,  the  south  end  on  the 
left  hand  side  of  the  vessel ;  for  as  the  needle 
points  north  and  south,  and  the  direction  is  east 
and  westt  the  intended  course  of  the  vessel  is 
-exactly  perpendicular  to  the  position  of  the  magnet 
A  little  reflection  will  show  how  the  vessel  may  be 
steered  in  any  other  direction. 

An  aptfficial  magnet  fitted,  up  in  ^  prefer,  hox^ 
for  the  purpose  of  guiding  the  directum  of  a 
traveller,  is  called  a  magnetic  needle,  and  the 
whole  together,  is  called  the  marmer^s  compass. 

Although  the  north  pole  of  the  magnet  in  every 
part  of  the  worlds  when  suspended,  points  towards 
the  northern  parts,  and  the  south  pole  towards  the 
southern  parts,  yet  its  ends  seldom  point  exactity 
towards  the  poles  of  the  earth.  The  angle  in  which 
it  deviates  from  due  north  and  south,  is  called  the 
'  tmgle  of  declination^  or  the  declination  qf  tlte  mag- 
'  netic  needle^  or  the  variation  qf  the  compass ;  and 
'  tliis  declination  is  said  to  be  east  or  west,  according 
as  the  north  pole  of  the  needle  is  eastward  or  west- 
ward of  the  astronomical  meridian  of  the  place. 

This  deviation  from  the  meridian  is  not  the  same 
in  all  parts  of  the  world,  but  is  difierent  in  differ- 
ent places,  and  it  is  even  continually  varying 
in  the  same  place.  For  instance,  this  declination 
is  not  the  same  in  London  as  at  Paris ;  and  the 
declination  in  London,  or  in  any  other  place,  is 
not  the  same  at  this  time  as  it  was  some  years  aga 
This  declination  from  the  meridian  is  even  so 
variable,  that  it  may  sometimes  be  observed  to 
change,  even  in  one  or  two  hours*  time. 
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The  declination  frc^n  the  roerkUan,  atid  the  vaii^ 
ation  of  this,  in  different  parte  of  the  world*  is 
very  uncertain,  and  actual  trial  is  the  only  method 
of  ascertaining  it.  This  circumstance  forms  % 
great  impediment  to  the  improvement  of  naviga- 
tion. Great  pains  have  been  taken  by  navigator9» 
to  ascertain  the  declination  in  various  parts  of  the 
world,  and  such  declinations  have  been  marked  iu 
maps,  charts,  bc<)ks,  &c« ;  but  still,  on  account  of 
the  constant  change  to  which  this  variation  ia 
liable,  these  can  only  serve  for  a  few  years ;  nor 
has  the  law  of  this  variation  been  yet  discovered. 
When  the  variation  was  first  observed,  the  north 
pole  of  the  magnetic  needle  declined  eastward  of 
the  meridian  of  London ;  but  it  has  since  that 
time  been  changing  continually  towards  the  west ; 
so  that  in  the  year  1.657,  the  magnetic  needle 
pointed  due.  north  and  south.  At  present,  it  de«» 
clines  about  24^^  westward,  and  it  seems  to  be  still 
advancing  towards  the  west, 

Before  volcanic  eruptions  and  earthquakes,  the 
magnetic  needle  is  often  subject  to  very  extraordi- 
nary movements. 

It  is  also  agitated  before  and  after  the  appear- 
ance of  the  aurora  borealis. 

The  variation  of  the  compass  was  first  observed 
by  Columbus,  in  his  voyage  in  which  he  discovered 
America :  and  his  sailors  were  very  much  alarmed 
in  consequence  of  it ;  thinking  the  compass  would 
&il  in  directing  their  route. 


Of  the  Magnetic  Inclination^  or  Dip  qf  the  Needle* 

If  a  needle  which  is  accuratdy  balanced,  and 
suspended  so  as  to  turn  freely  in  a  vertical  plants 
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be  rendered  magnetical,  the  north  pole  will  be  de- 
pressed, and  the  south  pole  elevated  above  the 
horizon  :  this  property  is  called  the  inclination  or 
dip  of  the  needle. 

•  Cavallo  gives  the  following  method  of  illustrating 
this:  take  a  globular  magnet,  or,  what  is  naore 
easily  procured,  an  oblong  one,  and  place  it  hori- 
zontally upon  a  table ;  then  take  another  small 
oblong  magnet,  and  suspend  it  by  means  of  a 
thread  tied  to  its  middle,  or  centre  of  gravity,  so 
that  it  will  remain  in  an  horizontal  position,  when 
not  disturbed  by  the  vicinity  of  iron,  or  other 
magnets.  Now  bring  this  sniall  magnet  held  by 
the  thread,  just  over  the  middle  of  the  large 
magnet,  and  within  two  or  three  inches  of  it ;  the 
former  will  turn  its  south  pole  towards  the  north 
pole  of  the  large  magnet,  and  its  north  pole  to- 
wards the  south  pole  of  the  large  one. 

It  will  be  also  noticed,  that  the  small  magnet, 
whilst  kept  just  over  the  middle  of  the  large  one^ 
will  remain  parallel  to  it;  for  since  the  poles  of  the 
small  magnet  are  equally  distant  from  the  contrary 
poles  of  the  large  magnet,  they  are  equally  at- 
tracted ;  but  if  the  small  magnet  be  brought  a 
little  nearer  to  one  end  than  to  the  other  of  the 
large  magnet,  then  one  of  its  poles,  namely,  that 
which  is  nearest  to  the  contrary  pole  of  the  large 
magnet,  will  be  inclined  downwards,  and,  of 
course,  the  other  pole  will  be  elevated  above  the 
horizon.  This  inclination,  it  is  evident,  must  in- 
crease according  as  the  small  magnet  is  placed 
nearer  to  one  of  the  poles  of  the  large  one,  be- 
cause the  attraction  of  the  nearest  pole  will  have 
more  power  upon  it.  If  the  small  magnet  be 
brought  just  opposite  to  one  of  the  poles  of  the 
large  one,  it  will  turn  the  contrary  pole  towards 
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it,  and  will  place  itself*  in  the  same  straight  line 
with  the  axis  of  the  large  magnet. 

This  simple  experiment  will  enable  the  reader  to. 
comprehend  easily  the  phenomena  of  the  magnetic 
inclination,  or  of  the  dipping  needle^  upon  the 
surface  of  the  earth ;  for  it  is  only  necessary  to 
imagine  that  the  earth  is  a  large  magnet  (as  in  fact 
it  appears  to  be),  and  that  any  magnet,  or  magne- 
tic needle  commonly  used,  is  the  small  magnet 
employed  in  the  above-mentioned  experiment ;  for, 
supposing  that  the  north  pole  of  the  earth  is  pos- 
sessed of  a  south  magnetic  polarity,  and  that  the 
opposite  pole  is  possessed  of  a  north  magnetic  po- 
larity, it  appears  evident,  and  it  is.  confirmed  by 
actual  experience,  that  when  a  magnet,  or  mag- 
netic needle^  properly  shaped  and  suspended,  is 
^ept  near  the  equator  of  the  earth,  or,  more 
properly  speaking,  near  the  magnetic  equator  of 
the  earth  (since  neither  the  magnetic  equator, 
nor  the  magnetic  poles  of  the  earth,  coincide 
with  its  real  equator  and  poles),  it  must  remain  in 
an  horizontal  situation  :  if  the  uiagnet  be  removed 
nearer  to  one  of  the  magnetic  poles  of  the  earth, 
it  must  incline  to  one  of  its  extremities  namely, 
that  which  is  possessed  of  the  contrary  polarity ; 
and  this  inclination  must  increase  in  proportion  as 
the  needle  recedes  from  the  magnetic  equator  of 
the  earth.  Lastly,  when  the  needle  is  brought 
exactly  over  one  of  the  magnetic  poles  of  the 
.earth,  it  must  stand  perpendicular  to  the  horizon 
of  that  place. 

The  directive  property  and  dipping  of  the  needle 
upon  the  surface  of  the  earth  is  exactly  analogous 
to  that  of  a  small  magnet  upon  the  surface  of  a 
small  globe,  having  a  magnet  inclosed  within  it, 
which  apparatus  is  called  a  terrcUa. 
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■  A  tnignetioal  needle  constructed  for  the  pur* 
pose  of  showing  this  property  is  called  a  dipping 
neeiUe. 

If  the  geognphical  poles  of  the  earth  (that  is* 
the  ends  of  its  axis)  coincided  with  its  magnetic 
poles*  or  even  if  the  magnetic  poles  were  coo* 
stantly  at  the  same  distance  from  them,  the  incli- 
nation of  the  needle,  as  well  as  its  decUnatioa, 
would  always  be  the  same ;  and  hence,  by  obser- 
ving  the  direction  of  the  magnetic  needle  in  any 
particular  place,  the  latitude  and  longitude  of  that 
place  might  be  ascertained;  but  this  is  not  th« 
ease,  for  the  magnetic  poles  of  the  earth  do  not 
coincide  with  its  real  poles*  and  they  are  also  con- 
stantly shiftiog  their  situations)  hence  the  mag> 
netic  needle  changes  continually  and  irregularly, 
not  only  in  its  horizontal  direction,  but  likewise  in 
its  inclination,  according  as  it  Is  removed  from  one 
place  to  another,  and  also  while  it  remains  in  the 
same  place. 

This  change  of  the  dip  in  the  same  place,  bow- 
ever,  is  very  small.     In  London,  about  157(i,  the 
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There  afe  various  inethods  of  givittg^  the  rnig^ 
netic  property  to  steel  or  iron,  but  for  idl  these  a 
ma^et  is  necessary. 

If  you  merely  take  a  bar  of  iron  three  or  four 
feet  long,  and  hold  it  in  a  vertical  position,  you 
will  find  that  the  bar  is  magnetic^  and  will  act 
upon  another  magnet ;  the  lower  extremity  of  the 
bar  attracting  the  south  pole,  and  repelling  the 
north  pole.  If  you  invert  the  bar^  tiie  polarity 
will  be  instantly  reversed  i  the  extremity  which  is 
now  lowest,  will  be  found  to  be  a  n<»rth  pole,  and 
the  other  extremity  will  be  a  south  pole. 

This  is  easily  explained,  by  supposing  the  earth 
is  itself  to  be  a  great  magnet,  and  that  the  bar  is 
placed,  by  holding  it  nearly  vertical,  in  the  mag- 
netical  line,  viz.  in  the  direction  of  the  dipping 
needle. 

A  bar  of  hard  iron,  or  steel,  will  not  answer  for 
the  above  experiment,  the  magnetism  of  the  earth 
not  being  sufficient  to  magnetize  it. 

Bars  of  iron  that  have  stood  in  a  perpendicular 
position  are  generally  found  to  be  magnetical,  a^ 
fire-irons,  bars  of  windows,  &c. 

Striking  an  iron  bar  with  a  hammer,  or  rubbing 
it  with  a  file,  while  held  in  this  direction,  likewise 
renders  it  magnetical.  An  electric  shock  produces 
the  same  effect ;  «and  lightning  often  renders  iron 
magne'tic. 

A  magnet  cannot  communicate  a  degree  of  mag- 
netism stronger  than  that  which  itself  possesses ; 
but  two  or  more  magnets  joined  together,  may 
communicate  a  greater  power  to  a  piece  of  steel, 
than  either  of  them  possesses  singly :  hence  we 
have  a  method  of  constructing  very  powerful 
magnets,  by  first  constructii^  several  weak  mag- 
nets, and  then  joining  them  together  to  form  a 
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compound  magaet.  to  act  more  powerfully  upoo  a 
piece  of  steel. 

Various  processes  have  been  employed  for  thu 
puqKHe  ;  tlie  following  may  suffice. 

Place  two  magnetic  bars,  AB  (Plate  21.  fig. 
l6,)t  in  a  line  with  the  north,  or  marked  end  ot' 
one,  opposed  to  the  smith,  or  unmarked  end  of 
the  other,  but  at  such  a  distance  Irom  each  other, 
tliat  the  magnet  to  be  touched  may  rest  wiUi  it« 
marked  end  on  the  unmarked  end  of  A,  and  its 
unmarked  end  on  the  marked  end  of  B;  then 
apply  the  north  end  of  the  magnet  D,  and  tiiu 
south  end  of  £,  to  the  middle  oi  the  bar  C,  the 
opposite  ends  being  elevated  as  in  the  figure;  draw 
D  and  £  asunder  along  the  bar  C,  one  towards  A, 
tlie  otlier  towards  B,  preserving  the  same  eleva- 
tion ;  remove  D  and  C  a  foot  or  two  from  the  bar 
when  they  are  off  the  ends,  then  bring  the  north 
and  south  poles  of  these  magnets  together,  and 
apply  them  again  to  the  middle  of  the  bar  C  as 
beibre  i  repeat  the  same  process  five  or  six  times, 
then  turn  the  bar,  and  touch  the  opposite  surface 
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degrees ;  the  ends  G  and  I  of  the  bars  are  to  be 
separated  two  or  three  tenths  of  an  inch  from  each 
other.  Keeping  the  bars  in  his  position,  move 
them  slowly  over  the  bar  AB»  from  one  end  to  the 
other,  gomg  from  end  to  end  about  fifleen  times. 
Having  done  this,  change  the  poles  of  the  bars 
(i.e*  the  marked  end  of  one  is  always  to  be  against 
the  unmarked  end  of  the  other),  and  repeat  the 
same  operation  on  the  bar  CD,  and  then  on  the 
opposite  faces  of  the  bars.  The  touch  thus  com- 
municated may  be  further  increased,  by  rubbing 
the  different  faces  of  the  bars  with  sets  of  magnetic 
bars,  diqiosed  as  in  fig.  18. 

In  these  operations  all  the  pieces  should  be  well 
polished,  the  sides  and  ends  made  quite  flat,  and 
the  angles  quite  square. 

A  magnet,  bent  so  that  the  two  ends  almost 
meet,  is  called  a  horseshoe  magnet  To  render 
it  magnetic,  place  a  pair  of  magnetic  bars  against 
the  ends  of  the  horse-shoe,  with  the  south  end  of 
the  bar  against  that  of  the  horse-shoe  which  is  in- 
tended to  be  the  north,  and  the  north  end  of  the 
bar  to  that  which  is  to  be  the  south :  the  contact, 
or  lifter  of  soft  iron,  to  be  placed  at  the  other  end 
of  the  bars.  Also  rub  the  surfaces  of  the  horse- 
shoe with  a  pair  of  bars  placed  in  the  form  of  a 
compass,  or  with  another  horse-shoe  magnet,  turn- 
ing the  poles  properly  to  the  poles  of  the  horse- 
shoe magnet ;  being  careful  that  these  bars  never 
touch  the  ends  of  the  straight  bars.  If  the  bars 
are  separated  suddenly  from  the  horse-shoe  mag- 
net, its  force  will  be  considerably  diminished :  to 
j)revent  this,  slip  on  the  lifter,  or  support,  to  the 
end  of  the  horse-shoe  magnet,  but  in  such  a  man- 
ner, however,  that  it  may  not  touch  the  bara;  the 
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bai*a  may  then  be  taken  away,  and  the  support  slid 
to  its  place» 

Magnetism  is  best  communicated  to  compass- 
needles  by  the  following  method. 

Procure  a  pair  of  magnetic  bars,  not  less  than 
six  inches  in  length.  Fasten  the  needle  down  on 
a  board,  and  with  a  magnet  in  each  hand,  draw 
them  from  the  centre  upon  the  needle  outwards ; 
then  raise  the  bars  to  a  considerable  distance  from 
the  needle,  and  bring  them  perpendicularly  down 
upon  the  centre,  and  draw  them  over  again.  This 
operation  repeated  about  twenty  times  will  ma^^ 
netize  the  needle,  and  its  ends  will  point  to  the 
poles  contrary  to  those  that  touched  them. 

In  communicating  magnetism,  it  is  best  to  use 
weak  magnets  first,  and  those  that  are  stronger 
afterwards ;  but  you  must  be  very  careful  not  to 
use  weak  after  strong  magnets. 

A  magnet  loses  nothing  of  its  own  power  by 
communicating  to  other  substances,  but  is  rather 
improved  thereby. 

Every  kind  of  violent  percussion  weakens  the 
power  of  a  magnet.  A  strong  magnet  has  been  en- 
tirely deprived  of  its  virtue,  by  receiving  several 
smart  strokes  of  a  hammer ;  indeed,  whatever  de- 
ranges or  disturbs  the  internal  pores  of  a  magnet, 
will  injure  its  magnetic  force^ 

Fill  a  small  dry  glass  tube  with  iron  filings,  press 
them  in  rather  close,  and  then  touch  the  tube  as  if 
it  were  a  steel  bar,  and  the  tube  will  attract  a  light 
needle;  shake  the  tube,  so  that  the  situation  of 
the  filings  may  be  disturbed,  and  the  magetic  vir- 
tue will  vanish. 

Magnets  should  never  be  left  with  two  north,  or 
two  south  poles  together  j  for  when  they  are  thus 
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platedi  th^  ditiftinish  and  destroy  each  other's 
power.  Ma^etic  bars  should  therefore  be  always 
left  with  the  <^posite  poles  laid  against  each  other, 
or  by  connecting  their  opposite  poles  by  a  bar  rf 
iron.  The  power  of  a  magnet  is  increased  by  let* 
ting  a  piece  of  iron  remain  attached  to  one  or  both 
of  its  poles.  A  single  magnet  should  therefore  be 
always  thus  left« 

The  mariners  compass  consists  of  three  parts ; 
the  box,  the  card  or  fly,  and  the  needle.  The 
box  is  made  of  a  circular  form,  and  either  of 
ifTOod, .  brass,  or  copper.  It  is  suspended  within  a 
square  wooden  box,  by  means  of  two  concentric 
circles  called  ghnbatde,  so  fixed  by  cross  axes  to 
the  two  boxes,  that  the  inner  one,  or  compass-box, 
shall  retain  a  horizontal  position  in  all  motions  of* 
Ihe  ship,  whilst  the  outer  or  square  box  is  fixed 
with  respect  to  the  ship.  The  compass-box  is  co- 
vered with  a  pane  of  glass,  in  order  that  the 
motion  of  the  card  may  not  be  disturbed  by  the 
wind.  The  card  is  a  circular  piece  of  paper, 
which  is  fastened  upon  the  needle,  and  moves  with 
it.  Sometimes  there  is  a  slender  rim  of  brass, 
which  is  fastened  to  the  extremities  of  the  needle, 
and  serves  to  keep  the  card  stretched.  The  outer 
edge  of  this  card  is  divided  into  360  degrees,  and 
also  into  32  equal  parts  or  arcs,  which  are  called 
the  points  of  the  compass,  or  rkumbSj  each  -  of 
which  is  often  subdivided  into  quarters.  The  let- 
ters &c.  are  annexed  to  those  rhumbs,  to  denote 
the  north,  north-east,  &c. 

The  needle  is  a  slender  bar  of  hardened  steel, 
having  a  hole  in  the  middle,  to  which  a  conical 
piece  of  agate  is  adapted,  by  means  of  a  brass 
piece  into  which  the  agate  case  is  fastened.  The 
apex  of  this  hollow  cap  rests  upon  the  points  of  a 
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pin  \i^hich  is  fixed  in  the  centre  of  the  box,  and 
upon  which  the  needle,  being  properly  balanced, 
turns  very  easily.  For  common  compasses,  the 
needles  have  a  conical  perforation  made  in  the  steel 
itself,  or  in  a  piece  of  brass  which  is  fastened  in 
the  middle  of  the  needle. 

The  needle,  which  is  balanced  before  it  is  mag- 
netized, will  lose  its  balance  by  that  process,  on 
account  of  the  dipping  j  therefore,  a  small  weight, 
or  moveable  piece  of  brass,  is  placed  on  one  side 
of  the  needle,  by  the  shifting  of  which,  either 
nearer  to,  or  farther  from^  the  centre^  the  needJe 
will  always  be  balanced. 

The  azimuth  compass  is  one  to  which  two  sights 
are  adapted,  through  which  the  sun  is  to  be  seen, 
in  order  to  find  its  azimuth,  and  from  thence  to 
ascertain  the  declination  of  the  magnetic  needle  at 
the  place  of  observation. 

The  cause  of  magnetism  is  entirely  unknown  to 
us,  nor  has  any  thing  farther  than  mere  hypotheses 
been  advanced  to  account  for  this,  as  well  as  every 
other  species  of  attraction. 

Aepinus  supposed  that  there  exists  a  peculiar 
fluid,  which  he  called  the  magnetic Jlt4d,  so  subtile 
as  to  penetrate  all  bodies;  that  its  particles  are 
repulsive  of  each  other ;  also,  that  t'here  is  a 
mutual  attraction  between  this  fluid  and  iron, 
but  that  no  other  substance  has  any  action 
upon  it. 
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Of  the  various  branches  of  science  cultivated  by 
mankind^  astronomy  is  one  of  the  most  important 
and  useful.  Our  faculties  are  enlarged  by  the 
grand  ideas  it  excites,  and  the  mind  is  exalted 
above  the  contracted  prejudices  of  the  vulgar. 
By  the  knowledges  of  this  science,  we  discover  the 
bulk  of  the  earth,  and  ascertain  the  situation  and 
extent  of  the  countries  and  kingdoms  into  which 
it  is  divided :  by  aiding  the  navigator,  and  facili- 
tating his  passage  through  the  trackless  ocean, 
commerce  is  carried  on  to  the  most  remote  parts  of 
the  world* 

Upon  examining  the  heavens,  the  first  and  most 
obvious  phenomenon  that  presents  itself  to  observ- 
ation, is  the  apparent  diurnal  motion  of  the ,  sun, 
moon,  and  st&rs,  or  that  by  which  they  are  seen  to 
rise  and  set  once  in  twenty-four  hours. 

I^  to  consider  more  attentively  the  circum* 
stances  of  this  diurnal  motion,  you  place  yourself 
in  an  elevated  situation,  you  perceive  a  circle  ter« 
minating  your  view  on  all  sides,  by  the  apparent 
meeting  of  the  earth  and  heavens.  This  circle  is 
called  the  horizon :  it  divides  the  heavens  into  two 
parts;  that  which  is  above  the  horizon  only  is 
visible ;  and  this  appears  to  us  like  a  concave 
hemisphere,  which  we  call  the  ski/^  ia^^hich  we 
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Ke  the  heavenly  bodies  move.  The  tky  is  not  » 
real  substance ;  the  blue  colour  is  only  owing  to 
the  refraction  of  the  rays  of  light  which  pas 
through  the  atmosphere. 

On  considering  with  attention,  for  one  or  more 
nights,  the  motions  of  the  stars,  you  find  each  star 
describing  a  circle  in  about  twenty-lour  hours. 
Those  stars  that  appear  northward  describe  smaller 
drcles  than  Ihose  that  are  more  to  the  south.  If 
you  look  towards  the  south,  you  observe  some 
stars  just  appearing  above  the  horizon,  grazing 
this  circle,  but  not  ziaing  i^ve  it,  and  then 
vanishing  i  others,  a  little  &rther  from  tJie  south, 
rise  above  the  horizon,  making  a  smaU  arc,  and 
then  go  down  ;  while  ume  agun  describe  a  larger 
arc,  and  take  a  longer  time  in  setting.  If  you  now 
turn  to  the  north,  you  will  find  that  some  just  skim 
the  horizon,  mount  to  the  top  of  the  heavens,  and 
then  descend,  and  again  touch  the  horizon  and 
mount,  without  ever  dia^pearing.  Othera,  that 
are  higher,  describe  complete  circles  in  the  sky, 
without  coming  to  the  horizon  ;  and  these  circles 
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Hie  fixed  points  round  which  this  sphere  is 
supposed  to  turn  are  the  poles  ;  a  line  drawn  fit>m 
one  to  the  other  is  called  the  asis  of  the  sphere ; 
and  round  this  line  the  heavens  seem  to  turn  eveiy 
day. 

To  understand  this  more  clearly^  we  must  have 
recourse  to  a  figure,  or  diagram.  Let  H  O  (Plate 
23.  fig.  1.),  represent  the  circle  of  the  horizon, 
seen  edgeways,  when  it  will  appear  as  a  straight 
line ;  let  H  P  F  O  R  Q  be  the  complete  sphere  of 
the  heavens,  of  which  we  shall  suppose  H  P  £  O 
to  be  the  visible  hemisphere,  and  H  Q  R  O  the  in- 
visible hemisphere;  then  P  will  be  the  pole,  or 
fixed  point,  among  the  stars,  visible  to  us,  round 
-which  they  all  appear  to  turn ;  and  R  will  be  the 
opposite  pole,  or  fixed  point,  in  the  sphere ;  the 
line  P  R  will  be  the  axis  of  the  sphere.  If  through 
the  centre  of  the  sphere  C,  there  be  drawn  a  line 
Q  £,  it  will  represent  the  edge  of  a  great  circle,  at 
equal  distances  from  both  poles^  and  at  right  angles 
to  the  axis  called  the  equator,  because  it  divides  the 
heavens  into  two  equal  parts. 

If  H  O  be  the  horizon,  the  highest  point,  or 
that  immediately  over  our  heads,  as  M,  is  called 
the  zenith  ;  and  the  opposite  point  in  the  sphere, 
-or  lowest  point  N,  is  called  the  nadir. 

The  rising  and  setting  of  the  sun  are  the  two 
most  remarkable  circumstances  to  be  observed  in 
the,  heavens.  He  rises  in  the  east,  mounts  to  the 
-highest  point  in  the  arch  which  'he  describes,  and 
descencb  in  the  west.  The  highest  point  to  which 
he  reaches  is  naturally  called  the  mid-day  point. 
If  a  great  circle  be  traced  through  this  point  and 
the  zenith,  it  is  called  the  meridian  of  the  place ; 
and  all  the  stars  must  cross  this  circle,  or  meridian, 
twice  in  the  twenty-four  hours;  but  those  tliat  go 
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below  the  horizon  are  wen  only  to  cross  it  once, 
because  when  tliey  trross  it  a  second  time  they  are 
invisible. 

Hiree  great  circles  are  thus  established  in  the 
heavens ;  the  horizon^  the  equator,  and  the  meri- 
dian. The  first  determines  the  rtung  and  setting 
of  the  heavenly  bodies,  and  also  the  altitude  of  any 
of  themj  at  any  time  of  their  course.  For  this 
purpose  you  must  suppose  another  great  circle  to 
pass  through  the  star  and  the  zenith  j  it  will,  con< 
sequently  be  perpendicular  to  the  horizon.  Tliis 
is  c^led  a  vertical  circle,  and  upon  this  circle  \rv 
reckon  the  number  of  degrees  which  the  star  is 
distant  from  the  horizon.  The  quadrant  i%  an  in- 
strument for  measuring  the  number  of  degrees  of 
altitude  which  any  body  has. 

The  three  great  circles  menUoncd  above  form 
the  basis  of  all  observations  upon  tlie  heavenly 
bodies,  and  to  them  all  their  utuations  must  be 
referred.  It  is  necessaiy,  thcrelbn^  to  deter- 
mine the  relative  situations  of  these  circles.  W 
the  polar  star  had  been  accurately  at  the  pole  of 
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t  the  one  being  kiiowfi»  wd  subtroot^cl  from 
;  will  give  the  other ;  therfifore,  the  elm^tioH 
pokat  muf  place  is  the  eompkmfnf  qf  1^  ek* 
qf  the  eqvatar^  or  what  that  dev^ttioo  wa»t8 
'.  It  fi)llews  fircua  heiice»  that  the  eley^tioo 
\  equator  ib  equal  to  the  distance  &Qn  the 
D  the  z^iith ;  fpr  Uie  elevation  of  the  ^mtor 
diflference  between  that  ef  the  pole  apd  90'' 
ame  devation  subtracted  irom  90°,  gives  if^ 
from  the  zenith).  A  litt]^  ^ttentioii  wUl 
soon  convince  you,  that  the  sun  does  not  risp 
always  at  the  same  pwnt  ^  the  heavens.  Thu%  if 
you  cominence  your  pbservaticms  on  the  sun,  &k 
instance  in  the  boning  of  Mvch*  you  ynXi  find 
him  appear  to  liae  pore  to  the  nprthward  every 
day,  to  continue  longer  above  the  horizfiin,  and  to 
be  more  vertieal  or  higher  at  mid-day.  This  con- 
tinuas  till  towards  the  end  of  Jnnet  when  he  moves 
badcward  in  the  same  manner,  and  continues  this 
retrograde  niotion  till  near  the  end  of  December, 
when  be  begins  to  move  forwardt  and  so  on.  It  is 
from  this  change  in  the  sun's  place,  and  i)rom  his 
height  being  so  much  greater  in  summer  than  in 
wwter,  that  the  different  length  of  the  days  and 
nights,  end  the  vicissitudes  of  seasons  are  owing. 
We  cannot  observe  the  sun's  motion  ^ong  the 
ftted  stanb  because  he  darkens  the  bisavena  by  his 
iy>lendflr,  end  effibces  the  feeble  light  of  those  stars 
thait  are  in.  Us  neighbourhood  i  but  we  pan  observe 
^  IQltAOt  of  bis  coming  to  the  meridian,  and  his 
mwidiwl  .altitude ; .  we  can  also  compute  what 
point  of. tbe  starry  heavens  ppmes  to  the  same  me- 
odisn  at  jtbe  same  time,  and  with  the  same  alti- 
tude. The  sun  must  be  at  that  point  of  the  starry 
b^avens  tfiiis  discovered.  Or,  we  can  obseiye  that 
point  in  the  heavens  which  comes  to  the  meridi 
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at  midnight,  with  a  declination  as  iar  from  the 
equator  on  one  side  as  the  siin'it  is  on  the  other 
side;  and  it  is  evident  the  sun  must  be  in  that 
part  of  the  heavens  which  is  diametrically  opposite 
to  this  point.  By  either  of  these  methods  yuu 
may  ohtain  a  series  of  points  in  the  heavens  through 
which  the  sun  passes,  forming  a  circle  called  tlie 
ecUptic.  This  circle  has  its  name  from  thence,  that 
all  the  ecUpses  of  the  sun  and  moon  are  performed 
either  actually  in,  or  very  near  the  circumference 
of  that  circle. 

To  conceive  this  combined  annual  and  diiiniaJ 
motion  of  the  sun,  suppose  a  globe  to  reproseiit  the 
celestial  sphere.  Place  an  insect  upon  it  at  an 
equal  distance  from  both  the  poles,  and  turn  the 
globe  upon  its  axis :  the  insect  will  turn  with  the 
globe,  and  describe  the  equator.  But  while  tlie 
globe  is  moving  in  one  direction,  the  insect  may  be 
moving  very  slowly  in  another,  and  will  thereby 
imitate  the  annual  motion  of  the  sun,  which  ad- 
vances by  degrees  towards  the  east,  though  it  in 
carried  round  every  day  by  the  diurnal  motion  to> 
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two  points  of  it  that  are  intercepted  by  die  ecliptic, 
called  the  equinoctial  points.  The  solstitial  colure 
is  the  other  great  circle  at  right  angles  to  the 
equator,  cutting  it  in  the  solstitial  points.  It 
passes  through  the  poles  of  the  ecliptic. 

If  smaller  circles  of  the  sphere  be  described 
touching  the  solstitial  points,  and  at  right  angles 
to  the  aa:iSy  as  M  C,  B  D,  they  are  tropics,  of  which 
that  on  the  south  side  of  the  equator  is  called  the 
tropic  of  Capricorn^  and  that  on  the  north  side  of 
the  equator  the  tropic  of  Cancer.  The  two  polar 
circles  F G,  IK,  are  at  the  same  distance  from  the 
two  as  the  tropics  are  from  the  equator,  that  is,  23i^. 

It  is  necessary  here  to  mention  the  difference 
between  what  is  called  the  sensible  and  rational 
horizon.  If  you  suppose  that  part  of  the  surface 
of  the  earth  on  which  you  stand  to  be  a  plane,  and 
to  be  extended  every  way  till  it  reach  the  heavens, 
this  plane  forms  the  sensible  horizon.  The  rational 
horizon  is  a  circle  whose  plane  is  parallel  to  the 
former,  but  passing  through  the  centre  of  the 
earth.  Though  the  globe  of  the  earth  appears  so 
large  to  those  who  inhabit  it,  yet  it  is  so  small 
when  compared  with  the  immense  sphere  of  the 
heavens,  that  the  distance  between  the  sensible 
and  rational  horizons  is  nothing  in  comparison 
with  it. 

The  zodiac  is  a  broad  portion  of  the  heavens, 
which  stretches  about  8^  on  each  side  of  the 
ecliptic ;  it  is  divided  into  twelve  parts,  called 
signs,  and  each  sign  into  30"^.  If  you  imagine  a 
number  of  great  circles  of  the  sphere  standing  at 
right  angles  to  the  plane  of  the  ecliptic,  and,  con- 
sequently, intersecting  each  other  in  its  poles, 
these  are  called  circles  of  celestial  longitude,  and 
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they  Will  divide  the  ecliptic  into  equal  parts.  UpoD 
the  ecliptic  is  reckoned  the  longitude  of  any  fixed 
star,  beginning  to  reckon  at  that  point  where  the 
ecliptic  and  the  equator  intersect  each  other  in  the 
vernal  equinox,  called  the  first  point  of  Aries; 
and  the  arch  of  any  of  the  circles  of  celestial  lon- 
gitude intercepted  between  any  star  and  the  eclip- 
tic, is  the  iatitude  of  tliat  star.  The  equator  is 
divided  into  degrees,  but  they  are  called  degrees 
of  right  ascension  ;  and  from  it  to  the  pedes  the 
degrees  of  decttnation  are  reckoned  upon  the  nieri- 
dian  of  the  place* 

We  have  now  described  the  principal  lines  and 
points  on  the  celestial  sphere,  as  generated  by  the 
apparent  motions  of  the  heavenly  bodies,  in  which 
we  have  supposed  what  appears  at  first  sight  to  be 
the  case,  viz.  the  earth  stands  stHl  while  all  the 
heavenly  bodies  revolve  round  it.  This  will  make 
no  difference  with  regard  to  these  circles  in  the 
heavens ;  for  it  will  be  the  same  thing  with  respect 
to  them,  whetlier  the  earth  be  at  rest,  and  the  hea- 
venly bodies  move  round  it,  or  whether  the  latter 
remain  still,  and  the  earth,  as  we  shall  afterwards 
see,  move  round  its  axis  once  every  twenty-four 
hours. 

The  earthy  upon  which  we  live,  was  long  consi- 
dered as  an  extensive  plane,  and  mankind  had  an 
obscure  notion  of  its  being  supported  on  some  sort 
of  scafifolding  or  pillars,  though  they  could  not  tell 
what  supported  these.  The  heavens  above  it,  in 
which  the  sun,  moon,  and  stars,  appeared  to  move 
daily  from  east  to  west,  were  conceived  to  be  at  no 
great  distance  from  it,  and  to  be  only  designed  for 
the  use  and  ornament  of  our  earth.  The  natives 
o£  India  and  the  Eastern  countries  appear  to  have 
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been  the  first  who  paid  much  attentioo>  to  astfo- 
nomy,  and  its  antiquiiy  among  them  is  vclry  greait 
Mankind  msst  have  made  considerable  impr(ytp«^ 
ment  in  observing  the  motions  of  the  heavenly 
bodies^  before  tliey  could  so  far  disengage  them« 
selves  from  the  prgildices  of  sense  and  pc^ula# 
opiniony  as  to  believe  that  the  earth  was  not  fixed 
and  immoveable.  We  find,  however,  that  Tbales, 
the  Milesian»  had»  580  B.  C.  taught  the  manner  of 
calculating  eclipses ;  and  even  the  present  S3rstemi 
called  the  Copemican,  because  afterwards  revived 
by  Copemicusy  was  publicly  taught  in  Grreece  by 
Pjrthagoras,  who  probably  learned  it  in  the  East. 
Tliis  system  was  retained  till  Aristotle  and  his  dis- 
ciples adopted  the  vulgar  idea,  which  had  been 
embraced  by  Ptolemy,  an  Egyptian,  about  the 
year  140.  He  supposed  that  tibe  earth  was  im- 
movable in  the  centre  of  the  umverse,  and  that  the 
planets  were  placed  near  it ;  abav6  thein  wafs  the 
firmament  of  fixed  stars,  then  the  crystalline  oH>s, 
then  the  primum  mobile,  and  last  of  all,  the  coelum 
empyrium,  or  heaven  of  heavens.  All  these  vast 
orbs  he  supposed  to  move  round  the  earth  iti 
twenty-four  hours.  This  system,  absurd  as  it  was, 
continued  to  be  believed  tiU  Copernicus,  a  native 
of  Poland,  revived  that  of  Pythagoras  in  the  year 
1590.  Europe  was  then  immersed  in  ignorance, 
and  this  system  was  forbid  by  the  clergy  to  be 
taught,  as  being  a  heresy.  The  Reformation  per- 
mitted it  again  to  gain  ground,  and  the  discoveries 
of  various  astronomers,  but  particularly  those  of 
Sir  Isaac  Newton,  assisted  by  the  invention  of  tele- 
scopes, have  placed  it  upon  the  firmest  basis,  and 
it  is  now  universally  received. 

If  you  examine  tiie  heavens  in  a  clear  night,  you 
will  discover  some  stars  which  have  brighter  and 
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steadier  light  than  the  rest ;  and  if  you  continue  to 
observe  these  for  several  nights,  you  will  find  tliat 
they  do  not  appear  in  the  same  plaoe  among  the 
rest  of  the  stars  every  night,  but  that  they  have 
motions  peculiar  to  themselves.  All  the  rest  of 
the  stars  rising  and  setting  always  exactly  in  the 
same  places,  are  called  fixed  stars.  Those  wan- 
dering or  moving  stars  are  called  planets. 

It  is  now  fully  proved,  that  these  planets,  with 
^he  earth  which  we  inhabit,  and  abo  the  moon, 
revolve  round  the  sun,  which  is  fixed  in  the  centre 
of  the  system.  There  are  two  kinds  of  planets, 
primary  and  secondary.  The  first  move  round 
the  sun,  and  respect  him  only  as  ibe  centre  of  their 
motions.  The  secondary  planets,  called  also  satel- 
Utes  or  moons,  are  smaller  planets,  revolving  round 
theprimary,  while  they,  with  the  primary  planets 
about  which  they  move,  are  carried  round  the  sun. 
The  planets  move  round  the  sun  at  various  dis- 
tances, some  being  much  nearer  to  him  than  our 
earth,  and  others  being  much  farther  off. 

There  are  nine  primary  planets,  which  are  si- 
tuated with  respect  to  their  distances  from  the  sun 
as  follows :  Mercury  § ,  Venus  9 ,  the  Earth  e^. 
Mars  Sj  CereSy  Pallas,  Harding,  Jupiter  n,  Sa- 
turn h ,  and  Hersclwll  or  the  Georgium  Sidus  i^. 

Of  these,  our  earth  is  accompanied  by  one 
moon  J  Jupiter  has  four  moons ;  Saturn  has  seven 
moons  J  and  the  Georgian  planet  has  six  moons. 
None  of  these  moons,  except  our  own,  can  be 
seen  without  a  good  telescope.  The  other  five 
planets  do  not  appear  to  have  any  satellites  or 
moons. 

All  the  planets  move  round  the  sun  from  east 
to  west,  and  in  the  same  direction  do  the  moons 
revolve  round  their  primaries,  excepting  those  of 
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the  Georgian  planet,  which  seem  to  move  in  a 
contrary  direction.  The  paths  in  "which  they 
move  rouncHhe  sun  is  called  their  orbits.  These 
orbits  are  elliptical,  but  the  eccentricity  of  the 
ellipses  is  so  small,  that  they  approach  very  nearly 
to  circles.  They  perform  their  revolutions  also  in 
very  difierent  periods  of  time.  The  time  of  per- 
forming their  revolutions  is  called  their  year. 
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The  plaAeii  iM  evidently  opaque  bodie^^  and 
they  shine  only  by  reflecting  the  light  which  they 
receive  from  The  sun ;  for  Mercury  and  Venus, 
when  viewed  by  a  telescope,  often  appear  to  be 
only  partly  illuminated,  mA  have  tl^e  appearance 
of  our  moon  when  the  is  cnsped  or  homed,  having 
the  illumined  part  alwayv  tunied  towards  the  ton< 
From  the  appearanee  of  the  boundaiy  of  light  and 
shadow  upon  their  Surfaces^  we  conclude  that  they 
are  sphericali  which  is  confirmed  by  most  of  them 
having  been  found  to  turn  periodically  on  their 


Venus  and  Mereury,  being  nearer  to  the  sun 
than  our  earth,  are  called  inferior  planets }  and  alt 
the  rest,  whkh  are  without  the  earth's  orbit,  are 
called  supmat  planets.  That  the  first  go  round 
the  sun  b  eertain,  because  they  are  seen  sometimes 
passing  between  us  and  the  sun^  and  sometimes 
they  go  behind  it  That  their  orbits  are  within 
that  of  the  earth  is  evident )  because  they  are 
never  seen  in  (^ppd^thn  to  the  sun^  that  is,  appear- 
ing  to  riae  fh>m  the  horieon  when  the  sun  is  set- 
ting. On  the  contrary,  the  orbits  of  all  the  other 
planets  surround  that  of  the  earth }  or  they  some^ 
times  are  seen  in  opposition  to  the  sun ;  and  they 
never  sppear  to  be  hmtiedi  but  always  nearly  or 
quite  AUI,  diougfa  sometimes  they  appear  a  Httle 
gibbous^  or  somewhat  deficient  from  fbll. 

We  mentioned  above,  that  all  the  ^nets  move 
round  the  son  in  elliptical  orbits.  The  sun  is  si- 
tuated in  ^ne  of  the  fi^ct  of  each  of  them.  That 
ibcus  is  called  the  Umer  focus.  If  we  suppose  the 
plane  of  the  earth's  orbit,  which  passes  through  the 
centre  of  the  sun,  to  be  extended  in  eveiy  direc- 
tion, as  fltt*  as  the  fixed  stars,  it  will  marie  out 
among  them  a  great  circle,  which  is  the  ccBptic; 
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and  with  this  the  situations  of  the  orbits  of  all  the 
other  planets  are  compared. 

The  planes  of  the  orbits  of  all  the  other  planets 
must  necessarily  pass  through  the  centre  of  xbe 
sun ;  but  if  extended  as  far  as  the  fixed  stars,  thev 
form  circles  different  from  one  anotlier,  as  also 
&om  the  ecliptic ;  one  part  of  each  orbit  being  on 
the  north,  and  the  other  on  the  south  aide  of  the 
ecliptic.  Therefore  the  orbit  of  each  planet  cuts 
the  ecliptic  in  two  opposite  points,  which  are  calini 
the  nodes  of  that  particular  planet ;  and  the  nodes 
of  one  planet  cut  the  ecliptic  in  planes  didcruiit 
from  the  nodes  of  another  planet.  A  line  passing 
from  one  node  of  a  planet  to  the  opposite  node,  or 
the  line  in  which  the  plane  of  the  orbits  cuts  the 
ecliptic,  is  called  the  fine  qf  nodes.  That  node 
where  the  planet  passes  from  the  south  to  the  north 
side  of  the  ecliptic,  is  called  the  ascending  node  ; 
and  the  other  is  the  detcending  node.  The  angle 
which  the  plane  of  a  planet's  oihit  makes  with  the 
plane  of  the  ecliptic,  is  called  the  inclination  of 
that  planet's  orbit     Thus  (Fig.  if.),  where  F  re- 
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The  two  points  in  a  planet's  orbit  which  are  far- 
thest  and  nearest  to  the  body  round  which  it  moves, 
are  called  the  apses^  or  apsides;  the  former  of 
which  is  called  the  higher  apsis,  or  aphelion  ;  the 
latter  is  called  the  Umer  apsis,  or  periJielion.  The 
diameter  which  joins  these  two  points  is  called  the 
line  qf  the  apsides.  When  the  sun  and  moon  are 
nearest  to  the  earth,  they  are  said  to  be  in  perigee; 
when  at  their  greatest  distance  from  the  earth,  they 
are  said  to  be  in  apogee. 

When  a  planet  is  situated  so  as  to  be  between 
the  sun  and  the  earth,  or  so  that  the  sun  is  be- 
tween the  earth  and  the  planet,  then  that  planet  is 
said  to  be  in  cofijimction  with  the  sun.  When  the 
earth  is  between  the  sun  and  any  planet,  then  that 
planet  is  said  to  be  in  opposition.  It  is^evident 
that  the  two  inferior  planets  must  have  two  con- 
junctions with  the  sun,  and  the  superior  planets 
can  have  only  one,  because  they  can  never  come 
between  the  earth  and  the  sun.  When  a  planet 
comes  directly  between  us  and  the  sun,  it  appears 
to  pass  over  the  sun's  disc,  or  surface,  and  this  is 
called  the  transit  of  the  planet.  When  a  planet 
moves  from  west  to  east,  viz.  according  to  the  order 
of  the  signs,  it  is  is  said  to  have  direct  motion,  or 
to  be  in  consequentia.  Its  retrograde  motion,  or 
motion  in  antecedentia,  is  when  it  appears  to  move 
from  east  to  west,  viz.  contrary  to  the  order  of  the 
signs. 

The  place  that  any  planet  appears  to  occupy  in 
the  celestial  hemisphere,  when  seen  by  an  observer 
supposed  to  be  placed  in  the  sun,  is  called  its  helio^ 
centric  place.  The  place  it  occupies,  when  seen 
from  the  earth,  is  called  its  geocentric  place. 

The  planets  do  not  move  with  equal  velocity  in 
e\ery  part  of  their  orbits }  but  they  move  faster 
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when  they  are  nearest  to  the  sun,  and  slower  in  ihe 
remotest  part  of  their  orbits ;  and  they  all  observe 
this  remarkable  law,  that  if  a  straight  line  be  drawi 
from  the  planet  to  the  sun,  and  this  Une  be  sup- 
posed to  be  carried  along  by  the  periodical  mcytioii 
of  the  planet,  then  the  areas  which  are  described 
by  this  right  line  and  the  path  of  the  planet  are 
proportional  to  the  times  of  the  planet's  motion. 
Tliat  is,  the  area  described  in  two  days,  is  double 
that  which  is  described  in  cme  day,  and  a  third  part 
of  that  which  is  described  in  six  daysj  thoogh  the 
arcs  or  pcHtions  of  the  orbit  described  are  mtat  in 
that  ratio. 

The  planets  being  at  different  dtftsnoes  from  the 
snn,  perform  their  periodical  cevdutions  in  difier* 
ent  times ;  but  it  has  been  found  that  the  cubes  ci 
their  mean  distances  are  constantly  as  the  scpjarea 
of  their  periodical  times ;  viz.  of  the  times  of  their 
performing  their  periodical  revolutions. 

These  two  last  propositions  were  discovered  by 
Kepler,  by  observations  on  the  planets ;  but  Sir 
Isaac  Newton  demonstrated,  that  it  must  have  been 
so  on  the  principle  of  gravitation  whidi  formed 
the  basis  of  his  theory.  This  law  of  universal  at- 
traction^  or  gravitation,  discovered  by  Newton, 
completely  confirms  the  system  of  Copernicus,  and 
accounts  for  ail  the  phenomena  which  were  inex- 
plicable on  any  other  hypothesis. 

The  sun,  as  the  largest  body  in  our  system, 
forms  the  centre  of  attraction,  round  which  all  the 
planets  move ;  but  it  must  not  be  considered  as 
the  only  body  endued  with  attractive  power,  for 
all  the  planets  also  have  the  property  of  attraction, 
and  act  upon  each  other  as  well  as  upon  the  sun. 
The  actual  point,  therefore,  about  which  they 
move,  will  be  tlie  common  centre  of  gravity  of  all 
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the  bodies  which  are  included  in  our  Bystem ;  tliat 
is,  the  sun,  with  the  primary  and  Becondary  planets. 
But  because  the  bulk  of  the  sun  greatly  exceeds 
that  of  all  the  planets  put  together,  tliis  point  is  in 
the  body  of  the  sun.  The  attraction  of  the  planets 
on  each  other  also  somewhat  disturbs  their  mo- 
tions, and  causes  some  irregularities. 

It  is  this  mutual  attraction  between  them  and 
the  sun  that  prevents  them  from  flying  off  from 
their  orbits  by  the  centrifugal  force  which  is  gene- 
rated by  their  revolving  in  a  curve;  while  the 
centrifugal  force  keq;>s  them  from  falling  into  the 
sun  by  the  force  of  gravity,  as  they  would  do  if  it 
were  not  for  this  motion  impressed  upon  them. 
Thus  these  two  powers  balance  each  other,  and 
preserve  order  and  regularity  in  the  system. 

It  has  been  already  mentioned,  (page  18)  that 
if,  when  a  body  is  projected  in  a  straight  line,  it 
be  acted  upon  by  another  force  drawing  it  towards 
a  centre,  it  will  be  made  to  describe  a  curve, 
which  will  be  either  a  circle  or  an  ellipsis,  accord* 
ing  to  the  proportion  between  the  projectile  and 
centripetal  force.  If  a  planet  at  B  (Plate  03. 
%•  S»,)  gravitates  or  is  attracted  towards  the  sun 
S,  so  as  to  fall  from  B  to  ^,  in  the  time  that  the 
prcgectile  force  would  have  carried  it  from  B  to  X, 
it  will  describe  the  curve  B  Y,  by  the  combined 
action  of  these  two  forces,  in  the  same  tiipe  that 
the  projectile  force  singly  would  have  carried  it 
from  B  to  X^  or  the  gravitating  power  singly  have 
caused  it  to  descend  from  B  to  ^;  and  these  two 
forces  being  duly  proportioned,  the  planet  obeyi^ig 
them  both*  will  move  in  the  circle  B  Y  T  V. 

Buti^  whilst  the  projectile  force  woidd  .carry, 
the  planet  from  B.  to  6,  the  sun's  attraction  should 
bring  it  down  from  B  to  4  t;he  gravitating  power 
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would  then  be  too  strong  for  the  projectile  force, 
and  would  cause  the  planet  to  describe  the  curve 
B  C.  When  the  planet  comes  to  C,  the  gravitat- 
ing power  (which  always  increases  as  the  square 
of  the  distance  from  the  sun  S  diminishes)  will  be 
yet  stronger  for  the  projectile  force,  and  by  con* 
spiring  in  some  degree  therewith,  will  accelerate 
the  planet's  motion  all  the  way  from  C  to  K,  caus- 
ing it  to  describe  the  arcs  B  C,  C  D,  D  E,  E  F,  &c. 
all  in  equal  times. 

Having  its  motion  thus  accelerated,'  it  thereby 
acquires  so  much  centrifugal  force,  or  tendency  to 
fly  off  at  K,  in  the  line  K  Ar,  as  overcomes  the  sun's 
attraction ;  and  the  centrifugal  force  being  too 
great  to  allow  the  planet  to  be  brought  nearer  to 
the  sun,  or  even  to  move  round  him  in  the  circle 
klmriy  &c.  it  goes  off,  and  ascends  in  the  curve 
K  L  M  N,  &c.  its  motion  decreasing  as  gradually 
from  K  to  B,  as  it  increased  from  B  to  K,  because 
the  sun's  attraction  now  acts  against  the  planet's 
projectile  motion,  just  as  much  as  it  acted  with  it 
before. 

When  the  planet  has  got  round  to  B,  its  pro- 
jectile force  is  as  much  diminished  from  its  mean 
state  as  it  was  augmented  at  K  ;  and  so  the 
sun's  attraction  being  more  than  sufficient  to  keep 
the  planet  from  going  off  at  B,  it  describes  the 
same  orbit  over  again,  by  virtue  of  the  same  forces 
or  powers. 

A  double  projectile  force  will  always  balance  a 
quadruple  power  of  gravity.  Let  the  planet  at  B 
have  twice  as  great  an  impulse  from  thence  to- 
wards X,  as  it  had  before ;  that  is,  in  the  same 
length  of  time  that  it  was  projected  from  B  to  A, 
as  in  the  last  example,  let  it  now  be  projected 
from  B  to  r;    and  it  will  require  four  times  as 
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much  gravity  to  retain  it  in  its  orbit ;  that  is,  it 
must  fall  as  far  from  B  to  4,  in  the  time  that  the 
projectile  force  would  carry  it  firom  B  to  r,  other- 
wise it  would  not  describe  the  curve  B  D,  as  is 
evident  from  the  figure.  But  in  as  much  time  as 
the  planet  moves  from  B  to  C,  in  the  higher  part 
of  its  orbit,  it  moves  from  I  to  K,  or  from  K  to  L, 
in  the  lower  part  thereof ;  because  from  the  joint 
action  of  these  two  forces  it  must  alwa3rs  de- 
scribe equal  areas  in  equal  times  throughout 
its  annual  course*.  These  areas  are  represented 
by  the  triangles  B  S  C,  C  S  D,  D  S  E,  E  S  F,  &c. 
whose  contents  are  equal  to  one  another  from  the 
properties  of  the  elUpsis. 

We  have  now  given  a  general  idea  of  the  solar 
system ;  we  shall  next  describe  the  bodies  that 
compose  it. 

The  Sun  was  long  considered,  from  its  constant 
emanation  of  heat  and  light,  as  an  immense  globe 
of  fire.  When  viewed  through  a  telescope,  several 
dark  spots  are  visible  on  its  surface,  which  are  of 
various  sizes  and  durations.  From  the  motion  of 
these  spots,  the  sun  has  been  found  to  move  round 
its  axis,  and  its  axis  is  found  to  be  inclined  to  the 
ecliptic. 

Various  opinions  have  been  formed  respecting 
these  spots ;  they  have  been  considered  as  opaque 
islands  in  the  liquid  igneous  matter,  and  by  some  as 
pits  or  cavities  in  the  body  of  the  sun.  In  178S, 
Mr.  King  published  a  dissertation  on  the '  sun,  in 
which  he  advanced,  that  the  real  body  of  the  sun 
is  less  than  its  apparent  diameter ;  that  we  never 
discern  the  real  body  of  the  sun.  itself,  except 
when  we  behold  its  spots ;  that  the  sun  is  inha^ 
bited  as  well  as  our  earth,  and  is  not  necessarily 
subject  to  burning  heat^  and  that  there  is  in  reality 
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no  violent  elementary  hesit  existing  in  the  rays  of 
the  sun  themselves  essentially,  but  that  they  pio- 
duce  heat  only  when  they  come  into  contact  witk 
the  planetary  bodies. 

Several  years  after  this,  HerscheU  publish^  bii 
theory  of  the  nature  of  the  sun,  which  is  briefly  as 
follows.  He  considers  the  sun  a9  a  most  magnifi* 
cent  habitable  globe,  surrounded  by  a  dpuble  set 
of  clouds;  those  which  are  nearest  its  opaque 
body  are  less  bright,  and  more  doeely  connected 
together,  than  those  of  the  upper  stratum^  which 
form  the  luminous  apparent  globe  we  behold :  this 
luminous  external  matter  is  of  a  phoqihodc  nature, 
having  several  accidental  openings  in  it,  through 
which  we  see  the  sun's  bodyt  Qt  the  more  opaque 
clouds  beneath ;  these  evenings  form  the  spota  we 
see. 

Mercurtf^'^Tbis  planet  being  the  nearest  to  the 
sun,  and  the  least  in  magoitudep  is  very  seldom 
visible.  It  never  appears  more  thm  a  few  d^^rees 
from  the  sun's  disc,  and  is  generally  lost  in  the 
splendour  of  the  solar  bearns»  On  this  account, 
astronomers  have  had  few  opportunities  of  making 
accurate  observations  upon  it ;  no  spots  have  been 
observed  upon  it,  consequently,  the  time  of  its 
rotation  on  its  axis  is  not  known.  Being  an  infe- 
rior planet,  it  consequently  must  show  phases  like 
the  moon  ;  and  it  never  appears  quite  fldl  to  us. 
It  is  seen  sometimes  passing  over  the  son's  disc, 
which  is  called  its  transit. 

Ventis  is  the  brightest  and  laigest  to  appearance 
of  all  the  planets,  and  is  distinguished  from  the 
rest  by  her  superiority  of  lustre*  It  is  geoerall)' 
called  the  morning  or  evening  star,  according  as  it 
precedes  or  follows  the  appsurent  course  of  the  sun. 
Some  have  thought  that  they  could  discover  spot* 
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upon  its  disc;  biit  Herschell  has  not  been  able  to 
see  them ;  consequently,  the  time  of  rotation 
round  its  axis  is  not  decidedly  known.  Venus  also 
appears  with  phases,  and  transits  sometimes  take 
place,  which. are  of  very  great  importance  in  astro- 
nomy. 

The  Earth  which  we  inhabit  is  a  globular  body, 
as  may  be  proved  from  a  variety  of  circumstances, 
the  chief  of  which  we  shall  here  enumerate.  It  is 
always  observed  by  mariners,  that  as  they  sail 
from  any  high  objects,  such  as  mountains,  steeples, 
&c.  they  first  begin  to  lose  sight  of  the  lower  part 
of  those  objects,  and  then  gradually  of  the  higher 
parts  *,  also,  persons  -  on  shore  first  discover  the 
upper  parts  of  the  masts  of  approaching  vessels. 
This  could  not  be  the  case  if  the  earth  were  a 
plane,  but  is  very  easily  accounted  for  on  the  sup- 
position of  its  being  a  sphere,  as  will  be  easily 
understood  by  examining  Fig.  4.  Also  various 
navigators  have  sailed  completely  round  the  earth, 
by  continuing  in  the  same  direction,  at  last  coming 
to  the  same  place  from  which  they  set  out.      ^ 

The  earth,  however,  is  not  a  perfect  sphere,  but 
a  spheroid,  having  its  equatorial  diameter  longer 
than  the  polar  diameter,  or  axis.  It  is,  consequently, 
flattest  at  the  poles,  and  more  protuberant  at  the 
•equator.  The  diameter  at  the  equator  is  7^93 
English  miles;  that  at  the  poles  is  791^  miles. 
The  surface  of  the  earth  is  much  diversified  with 
mountains  and  vallies,  land  and  water.  The  high- 
<est  mountains  in  it'^are  the  Andes  in  South  America, 
and  the  Himala  mountains  in  the  East  Indies,  some 
of  which  are  about  four  miles  ;in  perpefidicular 
altitude.  About  two-thirds  of  the  globe  is  covered 
^ith  water. 
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In  consequence  of  the  iearth's  being  a  ^obc^ 
people  standing  upon  opposite  sides  of  it  must  have 
their  feet  towards  each  other.  When  in  tkii 
situation^  they  are  called  antipodes  to  each. other. 
Hence  it  appears  that  there  is  ho  real  up  ch*  dow0f 
for  what  is  up  to  one  country  is  down  to  another. 
It'  must  seem  strange  to  those  who  are  ignorant  of 
the  shape  of  the  earthy  to  suppose  that  if  we  could 
bore  a  hole  downwards,  deep  enough^  we  should 
come  to  the  other  side  of  the  world;  where  we 
should  find  a  surface  and  sky  like  our  own; 
yet  if  we  reflect  a  moment  we  shall  perceive  that 
this  is  perfectly  true.  As  we  are  preserved  in 
our  situations  by  the  power  of  attraction,  which 
draws  us  towards  the  centre  of  the  earth,  we 
call  that  direction  down,  which  tends  to  the 
centre. 

We  mentioned  before,  that  the  earth  has  twp 
motions  J  the  one  a  diurnal  motion,  round  its  own 
axis;  the  other  an  annual  motion,  round  the  sun. 
It  is  the  former  which  causes  light  and  darkness, 
day  and  night;  for  when  one  side  of  the  earth  Ls 
turned  towards  the  sun,  it  receives  his  rays,  and 
is  illuminated,  causing  day ;  on  the  contrary,  when 
one  side  of  the  earth  is  turned  from  the  sun,  we 
are  in  darkness,  and  then  we  have  night.  Wc 
see,  therefore,  by  how  much  more  simple  means 
this  change  is  effected,  than  they  imagined,  who 
supposed  that  the  earth  was  fixed,  and  that  the 
immense  globe  of  the  sun  was  whirled  round  the 
earth  with  the  amazing  velocity  that  would  be 
necessary. 

Twilight  is  owing  to  the  refraction  of  the  rajrs  of 
light  by  our  atmosphere,  through  which  they  pasa^ 
and  which,  by  bending  them,  occasions  some  to 
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arrive  at  a  part  of  the  earth  that  could  not  receive 
any  direct  rays  from  the  sun. 

It  is  the  annual  motion  of  the  earth  round  the 
sun  which  occasions  the  diversity  of  seasonsk  To 
ilhderstand  this,  we  must  observe  what  has  been 
already  mentioned,  that  the  axis  of  the  earth  is  in- 
clined to  the  plane  of  its  orbit  QSi "",  and  that  it 
keeps  always  parallel  to  -  itself;  that  is,  it  is  always 
directed  to  the  same  star. 

Let  Plate  24.  fig.  1.  represent  the  earth  in 
different  parts  of  its  elliptic  orbit.  In  the  spring, 
the  circle  which  separates  the  light  from  the  dark 
fflde  of  the  globe,  called  the  terminator^  passes 
through  the  poles  n  s,  as  appears  in  the  position  A. 
The  earth  then,  in  its  diurnal  rotation  about  its 
axis,  haft  every  part  of  its  surface  as  long  in  light  as 
in  shade;  therefore  the  days  are  equal  to  the  nights 
all  over  the  world,  the  sun  being  at  that  time  ver- 
tical  to  the  equatorial  parts  of  the  earth.  As  the 
earth  proceeds  in  its  orbit,  and  comes  into  the 
position  B,  the  sun  becomes  vertical  to  those  parts 
of  the  earth  under  the  tropic,  and  the  inhabitants 
of  the  northern  hemisphere  will  enjoy  summer  on 
account  of  tlie  solar  rays  falling  more  perpendi- 
cularly upon  them ;  they  will  also  have  their  days 
longer  than  their  nights,  in  proportion  as  they  are 
more  distant  from  the  equator;  and  those  within 
the  polar  circle,  as  will  be  perceived  by  the  figure, 
will  have  constant  day-light  At  the  same  time, 
the  inhabitants  of  the  southern  hemisphere  have 
winter,  their  days  being  shorter  than  their  nights, 
in  proportion  as  they  are  farther  from  the  equator, 
and  the  inhabitants  of  the  polar  regions  will  have 
constant  night 

The  earth  then  continues  its  course  to  the 
position   C,    when    the  terminator   again   passes 
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through  the  poles,  and  the  days  and  nights  m 
equal. 

After  this  the  earth,  advances  to  the  position  D, 
at  which  time  the  inhabitants  of  the  hortheni 
hemisphere  have  winter,  and  their  days  are  shorter 
than  their  nights. 

The  positions  B  and  D  are  the  solstitial  points; 
and  A  and  C  the  equinoctial  p<Hnts ;  they  are  not 
equidistant  from  each  other,  because  the  sun  is  not 
in  the  centre,  but  in  the  focus  of  the  ellipsis.  In 
summer,  when  the  earth  is  at  B,  the  sun  is  farther 
from  it  than  in  the  winter,  when  the  earth  is  at  JD; 
and,  in  fact,  the  diameter  of  the  sun  appearsionger  in 
.winter  than  in  summer.  The  di&rence  of  heat  is 
not  owing  to  the  sun's  being  nearer  to  us,  or  more 
remote,  but  to  the  degree  of  obliquity  with  whicb 
its  rays  strike  any  part  of  the  earth. 
-  The  Moon  is,  next  to  the  sun,  the  most  remark- 
able of  the  celestial  objects.  Its  form  is  spherical, 
like  that  of  the  earth,  round  which  it  revolves,  and 
by  which  it  is  carried  round  the  sun.  Its  orbit  is 
also  elliptical,  having  the  earth  in  one  of  the  foci 
of  the  ellipsis.  The  moon  always  keeps  the  same 
side  towards  us,  showing  only  at  one  time  a  little 
more  of  one  side,  and  at  another  time  a  little  more 
of  the  other  side.  When  the  moon  is  viewed 
through  a  good  telescope,  its  surface  appears 
covered  with  ridges,  mountains,  pits,  and  cavities 
of  great  variety. 

It  was  formerly  supposed  that  the  height  of  the 
lunar  mountains  exceeded  those  of  our  earth}  but 
Herschel  has  re-measured  them,  and  supposes  that 
they  generally  do  not  exceed  half  a  mile  in  height 
He  has  observed  some  of  the  mountains  luminous; 
these  he  supposes  to  be  volcanoes. 

Some  parts  of  its  surface  also  reflect  less  light 
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than  the  rest.  It  has  been  conjectured  that  the 
part  which  reflects  the  least  light  is  water,  and  tiiat 
the  brightest  part  is  land.  This,  however,  is  un- 
certain ;  and  some  are  of  opinion  that  the  moon 
contains  no  water. 

It  has  been  doubted  whether  the  moon  has  an- 
atmosphere  like  ours  ^  and  notwithstanding  great 
pains  have  been  taken  on  this  subject,  no  proofs  of 
an  atmosphere  have  been  established. 

The  moon  is  seen  by  means  of  the  light  which 
comes  to  it  from  the  sun  being  reflected  from  it 
Its  changes  or  phases  (lepend  upon  its  situation 
relatively  to  the  earth  and  the  sun;  When  the 
moon  is  in  opposilio?t  to  the  sun,  the  enlightened 
side  is  turned  towards  the  earth,  and  it  appears 
full.  When  the  moon  is  in  con;Mnc((on  with  the 
sun,  its  dark  side  is  t4niied  towards  us,  and  it  is  in- 
visible. As  it  proceeds  in  its  orbit,  a  small  part  of 
the  enlightened  side  is  seen,  and  then  we  have  a 
new  moon ;  and  we  continue  to  see  more  and  more 
of  the  enlightened  side,  as  the  moon  approaches  to 
the  state  of  opposition  or  full  moon.  The  waning 
or  decreasing  of  the  moon  takes  place  in  the  same 
manner,  but  in  a  contrary  order. 

The  earth  must  perform  the  same  office  to  the 

moon,  that  the  moon  does  to  us;  and  it  will  appear 

to  the  inhabitants  of  the  moon,  (if  there  be  any,) 

I  like  a  very  magnificent  moon,  being  to  them  about 

,  fifteen  times  as  big  as  the  moon  to  us,  and  it  will. 

3  have  the  same  changes  or  phases. 

The  moon's  motion  is  subject  to  many  irregu- 

irities,  on  account  of  the  inclination  of  its  orbit 

i  the  plane  of  tlie  ecliptic,  and  the  attraction  of 

he  sun  and  the  other  planets. 

Mars  is  not  so  bright  as  Venus,  nor  even  as 

f  Jupiter,  though  nearer  to  the  sun.     Its  colour  is  a 
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little  reddish.  Some  spots  have  been  observed 
upon  its  surface^  from  which  its  rotation  round  its 
axisi  and  the  inclination  of  its  axis  to  the  plane  of 
its  orbit,  have  been  determined. 

Ceres  Ferdinandea  is  a  very  small  planet^  situated 
next  without  Mars;  it  was  discovered  on  the 
first  day  ofVthe  present  century  by  Mr.  Piazss^  an 
Italian  astronomer. 

Pallas  is  another  very  small  planet,  diacovered 
by  Dr.  Olbers  of  Bremen,  on  the  28th  of  March, 
1802. 

Hording  i^  the  last  discovered  planet^  so  called 
after  the  first  observer,  M.  Harding. 

Jupiter  is  the  brightest  planet  next  to  Venus. 
When  viewed  by  a  telescope,  several  belts  are  ob- 
served across  its  disc,  parallel  to  its  equator:  these 
belts  are  supposed  to  be  ranges  of  clouds  in  the 
iltmosphere  of  the  planet.  Jupiter  is  surrounded 
by  four  moons  of  diiferent  sizes,  which  move  about 
in  different  times.  These  moons  are  sometimes 
eclipsed  by  the  shadow  of  Jupiter  falling  upon 
them.  Tliese  eclipses  have  been  found  of  great 
use  in  determining  the  longitudes  of  places. 

Saturn  can  hardly  be  seen  by  the  naked  eye. 
When  examined  by  a  telescope,  it  exlubits  a  very 
remarkable  appearance.  It  is  surrounded  by  a 
thin,  flat,  broad  luminous  ring,  which  surrounds 
the  body  of  the  planet,  but  does  not  touch  it. 
This  ring  casts  a  strong  shadow  upon  the  planet, 
and  appears  to  be  divided  into  two,  by  a  distinct 
line  in  the  middle  of  its  breadth.  This  ring  is 
circular,  but  appears  elliptical  from  its  being 
viewed  obliquely.  Besides  this  ring,  Saturn  has 
seven  moons  oi'  different  sizes,  and  its  body  is 
surrounded  also  by  belts,  like  those  oi*  Jupiter. 

Tffe  Georgium  Sidiis^  with  its  six  satellites,  have 
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been  entirely:  discovered  by  Herachd 
be  seen  witfaMiut  a  telescope,  but  it  6oi 
h  pow^iid  one.  The  satellites  car 
without  the  most  powerful  telescopes. 


Comets. 

Besides  these  planets  already  mentioned,  there 
are  some  other  bodies  which  revolve  round  the  sun^ 
called  comets.  They  move  in  very  eccentric  ellipsesr 
and  their  periods  of  revolution  are  so  long^  and 
imperfectly  known,  that  few  are  ever  observed 
twic6«  They  are  only  seen  by  us  when  they  are 
in  that  part  of  their  orbit  which  is  nearest  to  the 
sun,  and  then  they  move  so  fast,  they  soon  become 
again  invisible  to  us.  The  number  of  comets  i» 
also  unknown ;  numbers  of  small  ones  have  been 
discovered  by  telescopes.  Their  distances  are  iuF^ 
conceivaUy  great,  and  most  of  them  move  entirely 
beyond  the  planetary  orbits;  though  scnne  have 
descended  below  Mars.  Their  appearances  are 
very  different.  Some  resemble  only  a  faint  vapoury 
others  have  a  nucleus  or  solid  part  in  the  middlebr: 
When  they  approach  the  sun,  they  put  forth  the 
appearance  of  a  beard  or  tail  of  luminous  matter,, 
which  is  sometimes  of  astonishing  length.  These 
tails  are  always  directed  from  the  sun. 

With  respect  to  the  real  nature  and  use  of  the 
comets  in  the  system,  we  are  entirely  unacquainted^ 


Fuced  Stars. 

The  fixed  stars  are  so  called,  because  they  are 
observed  not  to  change  their  places  in  the  heavens, 
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as  the  planets  do.  They  appear  of  an  infinite  va> 
rlety  of  sizes  j  yet,  for  convenience*  it  is  usiul  t» 
c]asa  them  into  six  or  seven  magnitudes:  thus, 
they  are  called  stars  of  the  first*  second,  &c.  mag^ 
nitude.  Tothe  naked  eye  they  appear  innumerable^ 
but  this  is  only  the  consequence  of  their  being  scat> 
tered  in  so  confused  a  manner,  and  our  not  being 
able  to  see  them  all  at  one  view.  The  whole  num* 
her  oi'  stars  viuble  to  the  naked  eye  is  about  SlStii. 
But  seldom  above  one-thiid  of  that  number  can  be 
seen  by  most  people.  From  the  earliest  ages  they 
have  been  divided  into  groups,  or  consteiialif>»&, 
which  have  been  called  by  tlie  itames  of  various 
animals  and  objects,  from  a  supposed  resemblance 
to  them:  such  as  the  Great  Bnr,  the  Little  Bear, 
the  Swan,  &c. 

The  fixed  stars  are  placed  at  a  distance  from  us 
•Kt  great,  that  it  cannot  be  ascertained  by  any  means 
yet  known;  hence,  they  must  shine  by  tlieir  own 
light,  and  not  by  the  light  which  they  receive  from 
our  sun,  as  the  planets  do.  Though  it  has  been 
formerly  mentioned  that  the  relative  situations  of 
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with  a  good  telescope,  they  are  Fesolvuble  iiita 
clusters  of  innumerable  stars,  and  with  the  gla8» 
many  nebulas  are  discovered,  which  cannot  be  seen 
by  the  naked  eye. 

Herschd  has  rendered  it  higMy  probable, 
both  from  observation  and  well-grcnmded  con- 
jecture, that  the  starry'  hju^vens  is  replete  with 
these  nebulae^  or  system  of  stars,  aad  that  the 
mtky  TM^  is  that  particular  nebtala  in  whicb  our 
sun  is  placed.  Reasoning  analogically  fitmi  the 
circumstances  with  which  we  are  acquainted,  we 
may  deduce^  that  the  universe  consists  of  n^idke 
or  distinct  systems  of  stars :  that  each  nebula  is 
composed  of  a  prodigious  number  of  suns,  or 
bodies  thlit  shine  by  their  own  native  splendour;, 
and  that  each  individual  sun  is,  perhaps,  destined 
to  give  light  to  numbers  of  worlds  that  revolve 
about  it. 

What  aa  august,  what  an  amazing  conceptioii 
does  this  give  of  the  works  of  the  Creator  1  Instead 
of  one  world  and  one  sun,  we  find  thousands  and 
thousands  of  suns,  ranged  around  us  at  immense 
distances,  attended  by  innumerable  worlds  all  in 
rapid  motion,  yet  calm,  regular,  and  harmonious^ 
invariably  keeping  the  paths  prescribed  them }  and 
these  worlds,  perhaps,  peopl^  with  myriads  of  in* 
telligent  beings,  formed  for  endless  progrevion 
in  perfection  and  felicity! 


Of  Eclipses. 

When  any  one  of  the  heavenly  bodies  is  obscured 
or  darkened  by  the  shadow  of  another  falling 
upon  it,  or  by  the  intcq>osition  of  any  body,  it  is 
said  to  be  eclipsed. 
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Xiie!edif>se8.  of  the  sun  and  moon  are  the  nnt 
striking. .  .  They    were    formerly  considered    as 
^minoitSy  aiuiJiave  often  excited  the  dread  and 
apprehension  of  the  vulgar ;  but  the  in^>rovemeiit 
pf  ecifence  has  shown,  that  they  have  no  oramezion 
with  future  "events;  that  they  depend  upon  reguhr 
atid  invariable  causes,  uad  may  be  calculated  and 
for^Mi  with  the  greatest  certamty. 
V  As  th^  earth  is  an  opaque  body»  enlightened 
only  by.  the  iaun,  it  will  cast  a  shadow  towards  that 
aide  ^hi«h  is  farthest  from  tbe  sun.    If  the  sua 
and  earth  were  of  the  same  size,  thisshadow  woul4 
be  cylindrical,  and  would  extend  to  ao  infinite  dis- 
tance;, but  as  the  sun  is  much  larger  than  the 
earth,  the  shadow  of  the  latter  must  be  conical* 
aind  end  in  a  point  (Plate  £4.  Fig.  2).  On  the 
sides  of  this  conical  shadow,  there  is  a  diverging 
shadow,  tlie  density  of  which  decreases  in  pro- 
portion as  it  recedes  from  the  sides  of  the  former 
conical  shadow  :  this  is  called  the  penimbr€u    Ab 
the  moon  revolves  round  the  earth,   sufficiently 
near  to  pass  through  the  shadow  of  the  earth,  an 
eclipse  must  always  take  place  when  these  three 
are  all  in  one  straight  line.     An  eclipse  of  the 
moon  can  never  happen  but  at  the  time  of  fiill 
moon ;  but  on  account  of  the  inclination  of  the 
moon's  orbit  to  that  of  the  earth,  an  eclipse  can- 
not take  place  every  full  moon.     When  the  moon 
passes  entirely  through  the   earth's   shadow,  the 
eclipse  is  total ;  but  when  only  a  part  of  it  passes 
through  the  shadow,  the  eclipse  is  jyartiaL     The 
quantity  of  the  moon's  disc  which  is  eclipsed  (and 
the  same  thing  is  to  be  understood  of  that  of  tbe 
sun,  in   a   solar  eclipse),  is   expressed  by  twelve 
parts  called  digits  :  that  is,  the  disc  is  supposed  to 
be  divided  by  12  parallel  lines;  then  if  half  the 
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disc  is  eclipdedt  the  qnantitjr  of  the  edipM  m  mid 
to  be  six  digits.  When  the  diameter  of  tbeahadiMr 
through  which  the  momi  ;iniiBt  "pom,  is  greiter 
than  tiie  diameter  of  :the  moon,  llie  ;qoaiitilj:aDf 
the  eclipse:i8  said  to  be  Hmre  than  K  digits)  Ihkit 
if  ike  diameter  of  the  mtocmiis  to  tbattif  di£(  ihado# 
as  four  to  five»  th^  dni  ecKpse  is  said  toi  be  iM 
digits.  The  duratkm  ef  arltraar  eclipse  is  Mribw^ 
but  nevek  »:ceeds  two.  boim.  • 

The  eotqiises  of  the  smi  wpi  owing  to  a  <iiflfartent 
cause  than  those  of  tbe  moon.  The  j  are  occasioned 
by  the  moQiiTs  coming  directly  between  us  and  the 
sun,  anci»  therefore^  obstructing  our  view  lof  it. 
When  the  moon  happens  to  be  in  conjonction  with 
tbesun,  or  between  the  sun  and  the  eartht  viz.  at 
tlie  time  of  the  new  moons,  the  shadow  of  the 
inoon  falls  upon  the  surface  of  the  earth ;  hence, 
properly  speakings  such  eclipses  should  be  called 
eclipses  of  the  earth.  But  the  whole  disc  of  the 
earth  cannot  be  involved  id  the  shadow  of  the 
moon,  because  the  moon  is  much  smaller  than  the 
earth,  and  the  shadow  of  the  moon  is  conical. 
Thus,  in  Plate  24.  Fig.  3.,  the  rays  of  the  sua 
S,  being  intercepted  by  the  moon  L,  form  the 
conical  shadow  C  D  G,  which  falling  upon  the 
surfUce  of  the  earth,  entirely  deprives  the  portion 
of  it  upon  which  it  falls,  of  the  sun's  light,  and» 
of  course,  the  inhabitants  of  that  part  of  the  earth 
will  have  a  total  eclipse  of  the  sun.  Beyond  the 
dense  cpnical  shadow  C  D  G,  there  is  a  diverging 
half  shadow,  or  penumbra^  CD£F,  which  is  %>^^ 
casioned  by  the  moon's  intercepting  only  a  part  of 
the  sun's  rays  from  tiiose  places  which  fall  witMn 
iliis  i»enumbral  cone,  and  are  out  ij£  the  dente 
shadow.  Thus  irom  the  pait  of  the  earth  Z,  the 
portion  Y  Y  B,  of  the  sun  only  can  be  seen ;  con- 
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seqaently,  the  inhabitants  of  that  part  will  have  9 
partial  eclipse. 

As  the  inoon  is  not  always  at  the  same  distanor 
from  the  earthr  it  sometimes  happens  that  the  ami- 
cal  dense  shadow  does  not  reach  the  earth,  as  in 
Plate  S4.  Fig.  4.,  and  oidy  the  penumbral  sha- 
dow fidk  upon  it;  this  eclipsci  consequently,  is 
partial  to  every  part  of  the  earth.  Those  who  are 
at  the  centre  of  the  penumbra  will  lose  sight  of  the 
centre  of  the  sun,  by  the  interpositioH  of  the 
moon's  body,  which  subtending  a  smaller  angle 
than  the  sun,  will  not  entirdy  cover  its  snr&ce  r 
so  that  there  will  be  a  ring  of  l^t  The  eclipse 
is  then  said  to  be  amintar^ 

The  satellstes^  or  moons,  are  (rften  eclipsed  by 
thepkmets  to  whirh  they  belof^.  The  eclipses  c€ 
Jupiter's  moons  are  observed  with  great  atten- 
tion, as  they  are  very  useful  in  ascertaining  the 
longitude. 

When  any  of  the  planetary  bodies  disappear  by 
another  coming  before  it,  it  is  called  an  occuitaiian. 
The  occultations  of  the  fixed  stars  by  the  moon 
are  of  great  use  in  determining  the  longitudes  of 
places. 

Of  the  Tides. 

The  ebbing  and  flowing  of  the  sea  were  Grst 
shown  by  Kepler  to  be  owing  to  the  moon's  attrac- 
tion :  and  Newton  demonstrated  it  upon  the  prin- 
ciples of  gravitation.  The  attraction  of  the  moon 
cannot  alter  the  shape  of  the  solid  of  the  globe, 
but  it  has  a  considerable  effect  upon  the  fluid  part, 
which  it  causes  to  assume  a  spheroidal  figure,  the 
longest  axis  being  in  the  direction  of  the  moon.  It 
is,  therefore,  the  highest  tide  at  that  place  perpen- 
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4icularly  under  the  moon,  or  where  the  moon 
crosses  the  meridian. 

The  sun  also  has  some  action  upon  the  waters, 
though  its  attraction,  on  account  of  its  distance, 
is  not  so  strong  as  that  of  the  moon.  When  the 
action  of  the  sun  and  moon  conspire  together,  the 
tide  rises  higher,  and  produces  what  are  called 
spring  Udes.  On  the  contrary,  ^hen  tbey  counter- 
act each  other,  they  produce  neap  tides. 
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THE    PRINCIPAL    DEFINITIONS    AND    FACTS     IN    THE 
SEVERAL    DIVISIONS    OF   THIS   VOLUME, 


ABSTRACT  OF  MECHANICS. 

Of  Matter. 

1.  All  substance,  or  matter,  has  the  properties 
of  solidity,  or  impenetrability,  divisibility,  molnWty, 
and  inertia. 

2.  All  bodies  appear  to  possess  also  attraction 
and  repulsion, 

3.  Solidity  is  that  property  by  which  two  boilies 
cannot  occupy  the  same  place  at  the  same  time, 

4.  Divisibility  is  that  property  by  which  bodies 
are  capable  of  being  divided  into  parts. 

5.  Mobility  is  the  property  of  being  capable  of 
receiving  motion  when  imparted  to  it. 

6.  Inertia  is  the  tendency  which  bodies  have  to 
continue  in  the  state  into  which  they  are  put, 
whether  of  rest  or  motion. 

Space. 

1.  Space  is  either  absolute  or  relative. 

2.  Absolute  space  is  mere  extension  ;  it  has  no 
limits  or  boimds,  and  is  itself  immovable. 
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3.  Relative  space,  is  that  part  of  absolute  space 
which  is  occupied  by  any  body,  and  is  compared 
with  any  part  occupied  by  another  body. 


1.  Motion  is  also  either  absolute  or  relative. 

2.  Absolute  motion  is  the  actual  motion  that 
bodies  have,  independent  of  each  other,  and  only 
with  regard  to  the  parts  of  space. 

3.  Relative  motion  is  the  degree  and  direction  of 
the  motion  of  one  body,  when  compared  with  that 
of  another. 

4.  Accelerated  motion  is  when  the  velocity  of 
the  motion  continually  increases. 

5.  Retarded  motion  is  when  the  velocity  conti- 
nually decreases. 

6.  The  velocity  of  uniform  motion  is  estimated 
by  the  time  employed  in  moving  over  a  certain 
space ;  or  by  the  space  moved  over  in  a  certain 
time. 

7.  To  ascertain  the  velocity,  divide  the  space 
run  over  by  the  time. 

8.  To  know  the  space  run  over,  multiply  the 
velocity  by  the  time. 

9.  In  accelerated  motion,  the  space  run  over  is 
as  the  square  of  the  time,,  instead  pf  being  directly 
as  the  time,  as  in  uniform  motion. 

10.  A  body  acted  upon  by  only  one  force,  must 
^  alws^s  move  in  a  straight  line. 

11.  Bodies  acted  upon  by  two  uniform  forceSi 
whether  equal  or  unequal,  must  also  descjribe  9 
straight  line. 

12.  But  if  a  body  be  acted  upon  by  one  uniform 
force,  or  single  impulse,  and  another  accdieratii^ 
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iorce  in  a  different  direction,  these  two  forces  toge- 
ther will  cause  it  to  describe  a  curve. 

13.  The  curve  described  by  a  ball  projected  from 
a  cannon,  and  brought  to  the  earth  by  the  action 
of  gravity,  is  that  of  a  parabola. 

14.  The  momentum  of  a  body  is  the  Jbrce  with 
which  it  moves,  and  is  in  proportion  to  the  weight 
or  quantity  of  matter  multiplied  into  its  velocity. 

Attraction  and  Repulsion. 

1.  The  causes  of  these  powers  are  totally  un- 
known. 

2.  There  are  various  kinds  of  attraction — ^the  at- 
traction of  cohesion^  of  gravitation,  of  electricibf^ 
magnetism,  and  chemical  attractions. 

3.  The  attraction  of  cohesion  acts  only  at  very 
small  distances. 

4.  The  attraction  of  gravitation  is  that  which 
masses  of  matter  exert  on  each  other  at  all  dis- 
tances. 

5.  Gravitation  decreases  from  the  surface  of  the 
earth  upwards,  as  the  square  of  the  distance  in- 
creases. 

Central  Forces. 

1.  The  central  forces  are  the  centrifugal  and 
the  centripetal  force. 

2.  The  centrifugal  force  is  the  tendency  which 
bodies  that  revolve  round  a  centre  have  to  fly  off 
from  it  in  a  tangent  to  the  curve  they  move  in — as 
a  stone  from  a  sling. 

3.  Tlie  centripetal  force  is  that  which  prevents 
its  flying  off,  by  impelling  it  towards  the  centre-^ 
as  the  attraction  of  gravitation. 
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•    Centre  qf  Gravity. 

1.  The  centre  of  gravity  is  that,  point  in.'which 
the  weight  of  a  body  may  be  supposed  to  be'  col- 
lected, 

2.  A  line  drawn  from  that  point,  perpendicular 
to  the  horizon^  is  called  the  Une  qf  direction. 

3.  When  the  line  of  direction  falls  within  the 
base  of  any  body,  that  body  will  stand  ;  but  when 
it  falls  without  the  base,  the  body  will  fall. 


The  Lever. 

1.  There  are  three  kinds  of  levers:  1.  When 
the  fulcrum,  or  prop,  is  between  the  power  and 
the  weight.  2.  When  the  prop  is  at  one  end .  of 
the  lever,  the  power  at  the  other,  and  the  weight 
between  them.  3.  When  the  prop  is  at  one  end, 
the  weight  at  the  other,  and  the  power  between. 

2.  In  all  kinds ,  of  levers,  the  power  is  to  the 
weight,  as  the  distance  of  the  weight  from  the  ful- 
crum is  to  that  of  the  power  from  the  fulcrum. 

3.  A  bent^  or  hammer  lever ^  differs  only  in  form 
from  a  lever  of  the  first  kind. 

4.  A  balance  is  also  a  lever  of  the  first  kind, 
with  equal  arms. 

5.  The  stateroj  or  steeUyardj  is  dso  the  fii'st 
kind  of  lever,  with  a  moveable  weight. 


IVheel  and  Axk:. 

1.  The  power  must  be  to  the  weight,  in  order 
to  have  an  equilibrium,  as  the  circumference  of  the 
wheel  to  the  circurnference  of  the  axle. 
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g.  As  the  diameters  of  circles  are  in  proportion 
to  their  circumferences,  the  power  is  to  the  weight 
also  as  the  diameters. 

3.  If  one  wheel  move  another  of  equal  circum- 
ference, they  will  both  move  equally  fast. 

4.  But  if  a  wheel  move  another  of  different 
diameter,  whether  larger  or  smaller,  the  velocities 
with  which  they  move  will  be  inversely  as  their 
diameters,  circumferences,  or  number  of  teeth. 


Pullej/. 

1.  Pullies  are  of  two  kinds,  Jired  and  moveable. 

2.  In  the  Jia^ed  pulley,  when  the  power  and 
Weight  are  equal,  they  balance  each  other,  and  no 
mechanical  advantage  is  obtained. 

3.  In  the  moveable  pulley,  the  power  need  only 
to  be  equal  to  half  the  weight,  to  balance. 

Incli?ied  Plane. 

That  the  power  and  weight  may  balance  each 
other,  the  former  must  be  to  the  latter  as  the 
height  of  the  plane  to  the  length. 


JVedge. 

!•  When  the  resistance  acts  perpendicularly  to 
the  sides,  the  power  will  be  to  the  weight  as  half 
the  thickness  of  the  wedge  on  the  back  is  to  the 
length  of  the  sides. 

2.  When  the  resistance  acts  parallel  to  the  back, 
the  power  is  to  the  resistance  as  the  whole  length 
of  the  back  to  that  of  the  sides. 
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Screw. 

1.  A  screw  may  be  considei^ed  as  afi  Ineliiled 
plane. 

2.  It  is  always  used  with  a  lever ;  and  the  power 
is  to  the  weight,  as  the  distance  from  one  thread, 
or  spiral,  to  another,  is  to  the  circumference  of 
the  circle  described  by  the  power. 

3.  When  a  screw  acts  in  a  wheel,  it  is  Called  atl 
aidless  screw. 

Compound  Machines. 

1  •  In  all  machines,  simple  as  well  as^  compound, 
what  is  gained  in  power  is  lost  in  time. 

2.  In  any  machine,  the  power  is  to  the  weight, 
when  in  equilibrio,  in  a  proportion  formed  by  the 
multiplication  of  the  several  proportions  which  the 
power  bears  to  the  weight,  in  every  simple  mecha- 
nical power  used  in  the  machine. 

3.  The  power  of  a  machine  is  not  at  all  altered 
by  varying  the  sizes  of  the  wheels,  provided  this 
proportion  produced  at  last  by  the  multiplication 
of  the  power  of  each  several  part,  remain  the  same^ 

Moving  poxcers  in  Machbiery. 

1.  A  liorse  exerts  more  strength  when  drawing 
horizontally;  but  the  line  of  draught  should  not 
be  level  with  his  breast,  but  incline  upwards, 
making  a  small  angle  with  the  horizontal  plane. 

2.  Vfhexi  2L  horse  works  in  a  circle,  it  should  not 
be  less  than  forty  feet  in  diameter. 

3.  In  turning  a  ^vinch,  a  man  exerts  his  strength 
in  different  proportions  at  different  parts  of  the 
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cirde.  The  greatest  force  is  when  he  pulls  the 
handle  upwards  from  the  height  of  the  knee ;  and 
the  least  where  he  thrusts  from  him  horizontally. 

Fricthn. 

« 

1.  Friction  is  owing  to  the  roughness  of  bodies. 

2.  It  increases  according  to  the  weight  and  velo- 
city of  moving  bodies,  and  also  according  to  the 
surface,  though  in  a  small  degree. 

Communication  of  Motion  in  Machines. 

Motion  is  communicated  (ram  one  part  of  a 
machine  to  another  by  various  methods;  by  levers, 
cords,  wheels,  &c.  and  wheels  move  each  other  by 
the  simple  contact  of  their  surfaces  when  pressed 
together,  or  by  teeth.  The  proper  shape  of  the 
teeth  is  an  object  of  great  importance. 

Fli/  Wheek. 

1.  Fly  wheels  are  employed  to  eqtialize  the 
motion  of  a  machine. 

2.  A  fly  cannot  in  any  other  way  add  power  to 
the  machine* 

Mills. 

1.  Water-mills  are  of  three  kinds — undet^shot 
mills,  breast-millsy  and  overshot-mills.  The  powers 
necessary  to  produce  the  same  effect  on  each  of 
these,  must  be  as  the  numbers,  2.4,  1.75,  and  1. 

2.  But  as  a  fall  of  water  cannot  be  always  had, 
the  undershot-mills  are  often  used. 
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3.  Bevelled-wheels  are  much  used  for  changing 
the  direction  of  motion  in  wheel-work. 

4.  Hook's  universal  joint  is  sometimes  used  for 
the  same  purpose. 

5.  The  ends  of  the  teeth  of  wheels  ought  never 
to  be  circular,  but  formed  of  parts  of  an  epicycloid. 

Pendulums. 

1.  All  the  vibrations  of  the  same  pendulum, 
whether  great  or  small,  are  performed  in  equal 
times. 

2.  The  longer  a  pendulum,  the  slower  are  its 
vibrations. 

3.  Heat  expands,  and  consequently  lengthens, 
pendulums ;  and  cold  contracts,  and  shortens  them. 

4.  A  pendulum,  to  vibrate  seconds,  must  be 
shorter  i^  the  equator  than  at  the  poles. 

•  5.  Methods  have  been  used  for  correcting  the 
irregularity  arising  from  expansion  and  contraction: 
one  of  these  is  the  gridiron-pendulum. 

6.  Deal  is  the  best  substance  for  pendulum-rods, 
as  it  is  very  little  affected  by  heat  and  cold. 

Chronometers, 

1.  Chronometers  are  instruments  for  mea- 
suring time. 

2.  Clocks  are  moved  either  by  a  weight  or  a 
spring.  Watches  differ  from  the  latter  only  in 
being  portable. 

3.  The  pendulum  in  a  clock,  and  the  balance 
in  a  watch,  are  the  parts  which  properly  measure 
time  by  their  vibrations. 

QQ    3 
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JVheel-Carriages, 

1.  Wheels  of  carriages  turn  rpund,  on  accoupt 
qf  the  friction  they  sustain  in  cont^t  with  the 

2.  Large  wheels,  in  general,  are  more  advan- 
tageous than  small  ones. 

3.  In  four-wheeled  carriages,  the  fore-wheels 
are  made  smaller  than  the  hind  ones,  for  the  con- 
yeniency  of  turning ;  otherwise  they  would  be 
better  of  the  same  size. 

4.  Broad  wheels  are  better  for  heavy  carriages — 
such  as  waggons — because  they  press  and  harden, 
instead  of  cutting  up  the  roads  as  small  wheels  do. 


ABSTRACT  OF  HYDROSTATICS. 

1.  Hydrostatics  treat  of  the  mechanical  proper- 
ties of  non-elastic  fluids,  such  as  water. 

2.  The  cause  of  fluidity  is  not  perfectly  known ; 
but  it  cannot  be  owing  to  any  particular  con- 
figuration of  particles,  since  fluids  and  solids  are 
convertible  into  each  other  by  adding  or  substract- 
ing  heat. 

3.  A  portion  of  fluid  gravitates  in  another,  when 
surrounded  by  a  larger  portion,  in  the  same  way 
as  if  it  were  in  the  air. 

4.  Fluids  press  in  all  directions  ec^dWy. 

5.  A  fluid  presses  in  proportipj)  to  its  perpen- 
dicular height,  and  the  base  of  the  vessel  contain- 
ing it,  without  any  regard  to  the  quantity. 

6.  By  specific  gravities^  is  meant  the  relative 
weights  of  equal  bulks  of  diflferent  substances. 
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7*  This  relative  weight  is  generally  compared 
with  an  equal  bulk  of  water  as  a  standard, 

8.  The  instrument  for  comparing  these  weights 
of  solids  is  called  the  hydrostatic  balance. 

9.  That  for  comparing  tlie  specific  gravities  of 
liquids  is  called  the  Ifydrometer. 

10.  Air-balloons  rise  in  the  atmosphere,  because 
they  are  specifically  lighter,  or  lighter  than  an 
equal  bulk,  of  air. 

11.  They  are  of  two  kinds — Jtre^'baUoom^  and 
iiiflammable-air  balloons. 

12.  The  diving-bell  is  an  empty  vessel  inv^rte^j 
and  made  so  heavy  as  to  sink  in  water. 


ABSTRACT  OF  PNEUMATICS. 

1.  Pneumatics  tresit  of  the  mechanical  proptrtien 
of  air. 

S.  Air  is  a  solid  and  material  substance,  as  Well 
as  water  and  other  fluids. 

is.  Its  invisibility  is  owing  to  its  transparency. 

4.  It  possesses  weighty  compressibiKtyy  and  elas- 
ticity. 

5.  Its  weight  is  demonstrated  by  experiment. 

6.  Its  density  and  elasticity  are  in  proportion  to 
the  force  that  compresses  it. 

7*  The  density  of  the  atmosphere  diminishes 
upwards :  and  if  altitudes  in  the  ^ir  be  taken  in 
aiithinetical  proportion,  the  variety  of  the  air  will 
be  in  geometrical  progression. 

8.  Air-pumps  are  machines  for  exhausting  the 
air  from  vessels. 

9*  A  vacuum  is  a  space  emptied  of  air. 

G  6  4 


456  RECAPITULATION. 

•  >  «  •  •  • 

10.  -Animals  cannot  live,  nor  will  a  candle  btini, 
in  a  vessel  exhausted  of  air. 

!!•  The  air  presses  upon  every  body  immersed 
in  it,  and  on  every  side. 

12.  The  rise  of  water  in  pumps  is  owing  to  the 
air  on  one  part  of  the  water  being  removed,  which 
causes  it  to  jdeld  and  be  pressed  upwards  in  that 
part. 

13.  Suction  is  an  absurd  notion,  now  exploded, 
and  accounted  for  from  the  pressure  of  the  air. 

^  14.  Barometers  are  instruments  for  measuring 
the  weight  or  pressure  of  the  atmosphere. 

15.  The  Torricellian  vacuum  is  the  empty  space 
in  the  upper  part  of  a  barometer  tube. 

16.  Air  may  be  condensed^  or  made  to  occupy 
lessjspace. 

17*  The  machines  used  for  this  purpose  are 
called  condensers. 

18.  Air  in  motion  constitutes  wind. 

19.  Machines  for  measuring  the  force  of  the 
wind  are  called  wind-gages. 

20.  Sound  is  a  vibratory  motion  of  the  air. 
.    i2I.  An  echo  is  the  reflection  of  a  sound. 


ABSTRACT  OF  HYDRAULICS. 

1.  Hydraulics  teaches  the  laws  of  fluids  in 
motion. 

2.  The  velocity  of  spouting  fluids  is  as  the 
square  root  of  the  depth  of  the  orifice  below  the 
surface. 

3.  Water  in  bended  pipes  always  rises  as  high 
as  the  source  from  whence  it  springs :  hence  the 
construction  of  jets,  or  fountains,  and  the  sup- 
plying  of  towns  with  water, 
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4.  A  syfhon  is  a  bended  pipe  of  unequal  legs. 
The  cause  of  its  action  in  emptying  vessels  is 
owing  to  the  pressure  of  the  atmosphere  added  to 
the  preponderance  of  weight  in  the  longest  leg. 

5.  Pumps' for  raising  water  are  of  three  kinds: 
the  sucking  J  forcings  and  Ufting-pump. 

6.  The  water  in  a  sucking-pump  is  raised  from 
the  well  by  \he  pressure  of  the  atmosphere;  and  it 
can  be  raised  by  this  means  only  33  feet. 

7.  A  UfUng-pumpy  not  depending  upon  this, 
may  raise  the  water  to  any  height,  according  to 
the  power  applied. 

8.  A  forctng-pump  is  also  unlimited,  in  regard 
to  the  height  to  which  it  may  raise  water. 

9.  An  air'Vessel  is  added  to  a  forcing-pump,  to 
give  a  more  equable  stream. 

10.  A  constant  stream  is  also  produced  by  two 
barrels,  with  pistons  moving  up  and  down  alter- 
nately. 

11.  The  cham^pump  also  produces  the  same 
effect,  and  has  very  little  friction. 

12.  Buchanan's  pump  is  superior  to  the  chain- 
pump,  and  is  one  of  the  best  yet  invented. 

1 3.  There  are  many  contrivances  to  avoid  fric- 
tion in  pumps ;  but  in  great  works,  the  friction  of 
the  piston  is  of  little  importance. 

14.  Plungers  are  pistons  that  nearly  fill  the 
working-barrel:  these  do  not  act  upon  the  prin- 
ciple of  the  pressure  of  the  atmosphere. 

15.  Valves  in  pumps  are  of  various  constructions: 
the  most  usual  and  best  are  the  clack-valve^  the 
button  and  taiUvalvCj  the  conical'Valve^  and  the 
globular ^valve. 

16.  It  is  immaterial  whether  a  pump  be  placed 
perpendicular  to  the  well  or  not,  provided  it  have 
a  communication  with  it  by  pipes. 
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17.  In  pump-work,  all  contractions,  or  fiud^ 
enlargements,  in  the  pipes,  should  be  avoided. 

18.  The  steam  epgine  was  originally  invented 
by  the  Marquis  of  Worcester,  but  was  first  put  id 
practice  to  any  extent,  by  Captain  Savary, 

19.  Savary's  engine  had  no  lever,  but  gcted  by 
the  igi)»ediate  pressure  of  the  steam   upon  the 

20.  Newcom^n  insprpved  it,  by  adding  a  lever, 
pr  beam,  fui4  ftttJ^ching  tq  it  a  pii^tpn  which  worked 
in  a  gylincl^rt  Uppn  this  piston  th^  pressure  of  the 
atmosphere  is  made  to  act,  by  forming  ^  vacuum 

un4^rne4tb  it* 

21.  Mr.  W^att  improved  t|j^  cylinder,  by  3ur. 
i'oujiding  it  with  bftd  con^ctors  pf  hei^t;  and  this 
prevented  a  waste  of  ste^fOt  by  QQoUngf-«^  He  also 
condensed  ^e  ste^rp,  to  fyim  the;  vacuum  under 
the  pistpUf  in  a  separate  vesspJt  Insteo^  of  do* 
pressing  the  piston  by  the  pressure  of  the  atino- 
i^phere,  he  used  the  force  of  st^aim  iutroduced 
above  it,  wliile  the  piston  was  raised  up  again  by 
the  Iqad  at  the  other  end  pf  the  bean).  His  last 
improvemeut  is  the  (ioiible  steam-engine ;  in  which 
the  pistqn  is  forced  both  up  and  down,  by  the  im- 
i|)ediate  pressure  of  the  steam. 


ABSTRACT  OF  ACOUSTICS. 

1.  The  science  which  treats  of  sound  is  called 
Acoustics. 

2.  Sound  is  occasioned  by  the  vibrations  of  the  air 
striking  upon  the  tympanum,  or  drum  of  the  ear 

3.  Without  air  there  would  be  no  sound. 

4.  Echos  are   owing  to  the  reflection   of  the 
waves  or  vibrations  of  the  air  by  soUd  bodies. 


ABSTRACT  OF  OPTICS. 

1.  The  particles  of  light,  which  are  incon- 
ceivably small,  proceed  in  straight  lines  from  the 
luminous  body, 

2.  Consequently,  the  density  of  light  is  ia-^ 
versely  as  the  square  of  tlie  distance  from  the 
luminous  centre. 

3.  Light  moves  at  the  rate  of  150,000  miles  in  a 
second. 

4.  When  light  strikes  upon  a  surface,  it  is  re- 
flected so  that  the  angle  of  reflection  is  equal  to 
the  angle  of  incidence :  on  this  the  properties  of 
mirrors  depend. 

.5.  Convex  mirrors  cause  parallel  rays  to  diverge, 

6.  Concave  mirrors  collect  parallel  rays,  or  cause 
them  to  converge  to  a  point  called  the  fbcus. 

7.  When  light  passes  out  of  one  medium  into 
another,  it  changes  its  direction,  and  either  moves 
farther  from,  or  nearer  to,  the  perpendicular,  ^ 
the  medium  into  which  it  enters  is  rarer  or  denser 
than  the  other  medium.  The  properties  of  lenses 
are  derived  from  this  law. 

8.  Convex  lenses  collect  the  rays  of  light,  or 
make  them  converge  to  a  focus. 

9.  Concave  lenses  disperse  the  rays  of  light. 

10.  Light  is  composed  of  seven  primitive  colours, 
which  have  not  yet  been  decomposed.  But  in  the 
practice  of  painting,  all  the  various  tints  may  be 
made  of  three  colours,  blue,  red,  and  yellow. 

11.  The  rainbow  is  owing  to  the  separation 
of  the  rays  of  light  into  its  original  primitive 
colours,  by  the  drops  of  falling  rain. 

12.  The  human  eye  is  an  optical  instrument, 
resembling  a  camera  obscura. 
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13.  Microscopes  are  instruments  for  viewmg 
very  small  objects.  They  apparently  magnify 
objects,  because  they  enable  us  to  see  them  nearer, 
without  destroying  distinctness  of  vision. 

14.  Telescopes  are  instruments  for  viewing  ob- 
jects at  a  great  distance. 

,15.  Acromatic  telescopes  are  such  as  have 
glasses  so  contrived,  as  to  correct  the  unequal  re- 
fraction of  the  rays  of  light. 

Bigfore  we  conclude  the  subject  of  optics,  we 
^all  mention  an  improvement  in  spectacle-glasses, 
by  Dr.  Wollaston. 

Supposing  an  eye  to  be  placed  in  the  centre  of 
any  hollow  globe  of  glasi^  it  is  plain  that  the  ob- 
jects Vould  then  be  seen  perpendicularly  through 
its  surface  in  every  direction ;  consequently,  the 
more  nearly  any  spectacle-glass  can  be  made  to 
surround  the  eye,  in  the  manner  of  a  globular  sur- 
face,  the  more  nearly  will  every  part  of  it  be  at 
right  angles  to  the  line  of  sight,  the  more  uniform 
will  be  the  power  of  its  different  parts,  and  the  more 
completely  will  the  indistinctness  of  lateral  objects 
be  avoided. 

According  to  this  principle,  it  appears  that  all 
spectacle-glasses  should  be  convex  on  their  exte- 
rior surface,  and  concave  within.  The  section  of 
those  for  long-sighted  persons  will  assume  the 
form  of  a  meniscus,  or  crescent  (Plate  17.  fig.  3.); 
and  those  adapted  for  short  sight,  will  have  their 
principal  curvature  on  the  concave  side  (Plate  17. 
fig.  4.)  These  glasses  are  called  periscopic  spec- 
taclesy  from  their  afJbrding  the  opportunity  of  look- 
ing  7'ound^ 


RECAPITULATION.  461 


ABSTRACT  OF  ELECTRICITY. 

1.  Electricity  is  supposed  to  be  a  fluid,  which 
pervades  all  substances^  and  when  undisturbed^  re- 
mains in  a  state  of  equilibrio. 

2.  The  portion  which  every  body  is  supposed 
to  contain  is  called  its  natural  shay^e. 

3.  When  a  body  is  by  any  means  possessed  of 
more  or  less  than  its  natural  share,  it  is  said  to  be 
electrifiedj  or  charged. 

4f.  If  it  possesses  more  than  its  natural  quantity, 
it  IS  said  to  be  positively  electrified  ;  if  it  contain 
less  than  its  natural  share,  it  is  said  to  be  negatively 
electrified. 

5.  Bodies  through  which  the  electric  fluid  passes 
freely  are  called  conductors^  or  non^electrics.  Those 
bodies  which  oppose  the  passage  of  electricity,  are 
called  non-conductors^  or  electrics. 

6.  The  equilibrium  of  the  electric  fluid  is  dis- 
turbed  by  the  friction  of  bodies  against  each  other, 
and  electricity  is  then  said  to  be  produced,  or  e.r- 
cited. 

7.  Electricity  is  excited  in  the  greatest  quantify, 
by  the  friction  of  conductors  and  nonconductors 
against  each  other. 

8.  Two  bodies,  both  positively,  or  both  negatively 
electrified,  repel  each  other ;  whereas,  if  one  body 
be  positive,  and  the  other  negative,  they  will  attract 
each  other. 

9.  Upon  this  principle  electrometers,  or  instru- 
ments for  ascertaining  the  degree  in  which  a  body 
is  electrified,  are  constructed. 

10.  If  a  body,  containing  only  its  natural  share 
of  electricity,  be  presented  sufficiently  near  to  a 
body  electrified,  positively  or  negatively,  a  quantity 
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of  electricity  will  force  its  way  through  the  air,  from 
the  latter  to  the  former,  appearing  in  the  form  of  i 

spark. 

11.  When  two  bodies  approach  each  other  suffi- 
ciently near,  one  of  which  is  electrified  positkehft 
and  the  other  negatively j  the  superabundant  elec- 
tricity rushes  violently  from  one  to  the  other,  to 
restore  the  equilibrium  between  them.  This  effect 
takes  place,  if  the  two  bodies  be  connected  by  a 
conducting  substance. 

IS.  If  an  animal  be  placed  so  as  to  form  part  of 
this  circuit,  the  electricity,  in  passing  througrh  it, 
produces  a  sudden  effect  upon  it,  vfhich  is  called 
the  electric  shock. 

.  13.  The  motion  of  electricity,  in  passing  from 
a  positive  to  a  negative  body,  is  so  rapid,  that  it 
appears  to  be  instantaneous. 

14.  When  any  part  of  one  side  of  a  piece  of 
glass  is  presented  to  a  body  electrified  positively  or 
negatively,  that  side  becomes  possessed  of  the 
contrary  electricity  to  the  side  of  the  body  it  is 
presented  to ;  and  the  other  side  of  the  glass  is 
possessed  of  the  same  kind  of  electricity  as  the 
other  body. 

15.  This  electricity  communicated  to  the  glass 
does  not  spixad^  but  is  confined  to  the  part  where 
it  is  communicated,  on  account  of  the  non-con- 
ducting quality  of  the  glass. 

16.  To  accelerate  the  communication,  and  to 
enable  it  to  be  applied  to  the  whole  surface, 
the  glass  is  covered  with  tin-foil,  which  is  called 
coating  the  glass. 

17.  If  a  conducting  communication  be  made 
between  both  of  the  sides  of  a  glass  so  coated 
and  charged  with  electricity,  a  discharge  takes 
place. 
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18.  It  is  immaterial  whether  the  glass  hb  flat^  or 
in  any  othcnr  form ;  on  account  of  convenience, 
cylindrical  jars  are  used  for  this  purpose. 

19.  A  vessel  of  this  kind  is  called  a  Leyden 
phialy  from  the  place  where  this  property  was  first 
discovered. 

20.  When  many  of  these  phials,  or  jars,  are 
connected  together,  it  is  called  an  electrical  battery. 

21.  Electricity  is  capable  of  producing  the  most 
powerful  effects,  oxidating  gold  and  silver,  and 
firing  inflammable  substances. 

22.  Metallic  points  attract  the  electricity  from 
bodies,  and  discharge  them  silently*  This  property 
has  rendered  them  useful  in  defending  buildings 
from  lightning. 

23.  When  electricity  enters  a  point,  it  appears 
in  the  form  of  a  star  ;  when  it  issues  from  a  point, 
it  puts  on  the  appearance  of  a  brushy  or  pencil. 

24.  Models  may  be  put  in  motion  by  the  electric 
fluid  which  issues  from  a  point. 

25.  Lightning  appears  to  be  the  rapid  motion  of 
vast  masses  of  electric  matter. 

26.  Thunder  is  the  noise  produced  by  the  mo- 
tion of  lightning.  When  electricity  passes  through 
highly  rarefied  air,  it  constitutes  the  aurora  bo- 
realis. 

27.  Many  of  the  great  convulsions  of  Nature, 
such  as  earthquakes,  hurricanes,  whirlwinds,  are 
generally  accompanied  by  electrical  phenomena. 

ABSTRACT  OF  GALVANISM. 

1.  Galvanism  is  so  called  from  Galvani,  an  Ita- 
lian, who  first  discovered  it. 

2.  It  appears  to  be  only  another  mode  of  excit- 
ing electricity. 
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3.  Galvauic  electricity  is  produced  by  the  che- 
mical action  of  bodies  upon  each  other. 

4.  The  oxydation  of  metals  appears  to  produce 
it  in  great  quantities.  Electricity  produced  by 
this  means  appears  to  be  in  a  state  of  less  condens- 
ation, than  when  it  is  produced  by  friction,  as  in 
an  electrical  machine. 

5.  Galvanic  electricity  can  be  made  to  set  on 
fire  inflammable  substances,  oxydate  metals,  and 
charge  a  Leyden  phial,  nearly  in  the  same  manner 
as  common  electricity. 

6.  The  nerves  of  animals  appear  to  be  most 
easily  affected  by  it,  of  any  known  substances. 

7-  Galvanic  electricity  is  conducted,  and  re- 
fused a  passage,  by  the  same  substances  as  com- 
mon  electricity. 

8.  When  it  is  made  to  pass  through  an  animal, 
it  produces  a  sensation  resembling  the  electrical 
shock. 

9.  The  electricity  produced  by  animals,  as  the 
torpedo  and  electrical  eel,  are  analogous  to  gal- 
vanism. 

ABSTRACT  OF  MAGNETISM. 

1.  The  cause  of  magnetism  is  totally  unknown; 
some  have  attributed  it  to  a  peculiar  fluid,  which 
they  have  called  tlie  mamietic  fluid. 

2.  Iron  is  the  only  known  body  that  is  capable 
of  being  possessed  of  magnetism. 

3.  Every  magnet  has  two  opposite  points,  which 
are  called  poles. 

4.  When  a  magnet  is  left  at  liberty  to  move 
freely,  it  places  itself  so  that  these  poles  point 
nearly  north  and  south.  This  is  called  the  direc- 
tive property,  or  polarity  of  the  magnet. 
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5.  When  two  magnets  approach  each  othw^ 
their  poles  of  the  same  names,  that  is,  both  their 
north  poles,  or  both  their  south  poles,  repel  'each 
other 

6.  But  poles  of  different  names  attract  each 
other. 

7*  The  earth  itself  appears  to  be  a  great 
magnet,  having  its  poles  near  to,  but  not  coincid- 
ing with  the  ends  of  the  imaginary  axis,  on  which 
it  turns. 

8.  Its  poles  act  upon  every  small  magnet  at*, 
tracting  its  contrary  pole. 

9*  From  this  theory  the  dip,  or  inclination  of  a 
magnet  to  the  plane  of  the  horizon  is  easUy  ex- 
plained. 

10.  The  deviation  of  the  direction  of  a  magnet 
from  due  north  and  south,  is  owing  to  the  situation 
of  the  magnetic  poles  of  the  earth,  and  is  called 
the  declination  of  the  magnet. 

11.  The  magnetic  poles  of  the  earth  are  not 
stationary,  but  are  continually  changing  their 
places. 

12.  This  occasions  a  constant  change  of  the 
declination,  and  this  is  called  the  variation  of  the 
compass. 

13.  The  loadstone  is  an  iron  ore  naturally  pos^ 
sessing  magnetism. 

14.  Magnetism  may  be  communicated  to  iron 
and  steel. 

15.  Pure  iron  most  easily  receives  magnetism, 
but  loses  it  immediately. 

16.  Iron  combined  with  carbon,  as  hard  iron  or 
steel,  retains  the  magnetic  properties  when  com- 
municated to  it. 

17*  A  steel  bar  rendered  magnetic,  and  fitted 
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i|p  in  a  box,  BO  as  to  move  freely  in  every  directiooi 
constitutes  the  mariner^ s  compass. 


ABSTRACT  OF  ASTRONOMY. 

1.  The  iixed  stars  are  probably  suns  at  immense 
distances :  and  our  9im  is  only  a  fixed  star  much 
nearer  to  us,  forming  the  centre  of  our  system. 

2.  There  are  nine  primary y  and  eighteen  seam' 
dory  planets  moving  round  the  sun. 

S.  The  moon  is  a  secondary  planet  moviogr  round 
the  earth. 

4.  All  these  planets  move  in  orbits  which  are 
nearly  circular,  but  in  reality  are  eliptical,  having 
the  sun  in  one  focus. 

5.  They  are  preserved  in  their  orbits  by  the 
power  of  attraction  and  the  centrifugal forcc^  which 
exactly  balance  each  other, 

6.  The  comets  are  probably  a  species  of  planets, 
moving  in  very  eccentric  orbits.  Some  of  them 
come  very  near  the  sun;  and  they  must  go  to  im- 
mense distances  from  him,  as  some  of  their  periods 
are  very  long,  and  but  few  are  known  to  return. 
With  their  nature  we  are  not  acquainted. 

7-  The  planets  revolve  round  an  imaginary  axis, 
in  various  periods  of  time,  which  constitute  the 
day  and  night  of  each  planet. 

8.  The  time  of  the  revolution  of  each  planet 
round  the  sun  forms  its  year. 

9.  Their  axes  are  inclined  to  the  planes  of  their 
orbits,  which  occasions  the  diversity  of  seasons. 

10.  Eclipses  of  the  sun  are  occasioned  by  tbe 
moon  coming  between  the  earth  and  the  sun,  and 
thus  covering  his  ditsc. 


ASTRONOMY.  467 

II.  Ecfipses  of  the  moon  are  owing  to  the  sha- 
dow of  the  earth  falling  upon  the  moon. 

IQ.  The  eclipses  of  the  other  satellites  are  caused 
by  their  coming  into  the  shadows  of  their  respec- 
tive primaries. 

13.  The  tides  are  owing  to  the  effect  of  the  at- 
traction of  the  moon  and  sun  upon  the  waters  of 
the  sea.  When  the  sun  and  moon  act  together^ 
they  occasion  spring  tides  ;  when  they  counteract 
each  other's  attraction,  neap  tides  take  place. 


END    OF   THE  FIRST   VOLUME. 
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